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WSR 13-04-005 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Aging and Disability Services Administration) 
[Filed January 24, 2013, 11:37 a.m., effective February 24, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The division of developmental disabilities 
(DDD) is adopting new sections and amending others in 
chapter 388-845 WAC to comply with federal and state laws. 
These changes are required to maintain compliance with 
home and community based waiver programs for DDD that 
was approved by the Centers for Medicare and Medicaid Ser- 
vices (CMS). This also addresses obsolete language that is in 
conflict in all of the approved home and community based 
services (HCBS) waivers, clarify language to ensure that ser- 
vices are implemented and consistent with services contained 
in the approved HCBS waiver program, or to update lan- 
guage that is no longer in compliance with federal and state 
laws. These changes ensure the division is in compliance 
with the HCBS waiver program and to ensure the division 
can continue to collect federal financial match for the receipt 
of services. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-845-0005, 388-845-0010, 388-845- 
0030, 388-845-0045, 388-845-0050, 388-845-0060, 388- 
845-0070, 388-845-0105, 388-845-0310, 388-845-0400, 
388-845-0405, 388-845-0410, 388-845-0500, 388-845-0501, 
388-845-0510, 388-845-0750, 388-845-0900, 388-845-1100, 
388-845-1155, 388-845-1160, 388-845-1310, 388-845-1600, 
388-845-1605, 388-845-1610, 388-845-1615, 388-845-1620, 
388-845-1710, 388-845-1800, 388-845-1900, 388-845-1910, 
388-845-2000, 388-845-2200, 388-845-3000, 388-845-3055, 
388-845-3056, 388-845-3060, 388-845-3061, 388-845-3062, 
388-845-3065, 388-845-3070, 388-845-3075, 388-845-3080, 
388-845-3085, 388-845-4000, and 388-845-4005. 

Statutory Authority for Adoption: RCW 71A.12.030, 
74.08.090. 

Other Authority: SSB 6384, RCW 71A.12.030, 74.08.- 
090. 

Adopted under notice filed as WSR 12-17-036 on 
August 7, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: The department has removed some of the sections 
that were originally proposed. Those sections are not being 
permanently adopted at this time. The sections that are being 
permanently adopted have not changed since being proposed 
under WSR 12-17-036. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 45, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 2, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
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Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 2, Amended 45, Repealed 0. 

Date Adopted: January 22, 2013. 

Katherine I. Vasquez 
Rules Coordinator 
Reviser's note: The material contained in this filing exceeded the 


page-count limitations of WAC 1-21-040 for appearance in this issue of the 
Register. It will appear in the 13-05 issue of the Register. 


WSR 13-04-007 
PERMANENT RULES 
DEPARTMENT OF LICENSING 
[Filed January 24, 2013, 12:21 p.m., effective February 24, 2013] 


Effective Date of Rule: Thirty-one days after filing. 
Purpose: To incorporate statutory changes made by 
SHB 2312 which passed the 2012 legislature. 


e Adopts fees to be charged for military service award 
emblems to offset the costs of production and 
administration of the program. 

e Provides clarity in the cost of fees for military ser- 
vice award emblems. 

e Makes additional military service award emblems 
available. 


Citation of Existing Rules Affected by this Order: 
Amending WAC 308-96A-530 Veteran remembrance license 
plate emblems. 

Statutory Authority for Adoption: RCW 46.01.110 and 
46.16A.251. 

Adopted under notice filed as WSR 13-01-065 on 
December 18, 2012. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: January 24, 2013. 


Damon Monroe 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 06-21-026, 
filed 10/9/06, effective 11/9/06) 


WAC 308-96A-530 Veterans remembrance and mil- 
itary service award license plate emblems. (1) What ((¥et- 
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eranremempbranee)) license plate emblems are available? 
The following ((veteran-remembrance)) license plate 
emblems are available: 

(a) ((Veteran)) Veteran's remembrance ((vehieleHeense 


ptate)) emblems with the words "((:S-¥EFERAN" (referred to 
as-veteran- emblem): 
(6) -Fhe-United States flag waving_on-_e_staffavitheut 


fe} -Campaien_medal_emblem—autherized in RCW 
464636) U.S. veteran"; 

(b) Military service award emblems in RCW 46.18.295; 

(c) Distinguished Flying Cross. 

(2) Who may purchase ((veteran—remembranee)) 
license plate emblems? Only persons qualified under RCW 
((4646349)) 46.18.295 may purchase ((veteran remem- 
branee)) license plate emblems. 

(3) What will I receive when I purchase ((veteran 
remembranee)) license plate emblems? In addition to a 
receipt, you will receive an emblem package including: 
((€a))) One U.S. veteran emblem((; 

(b} One LU SHflag and campaien tibber-_emblem:er 


(e) -Pwe-campaign ribbon emblems;or 

(d)-Fwe)), military service award emblem, or Distin- 
guished Flying Cross emblem; and any two of the following: 

(a) Campaign ribbon remembrance emblem. 

(b) U.S. flag emblem((s)). 

(4) What campaign ribbon remembrance emblems or 


military service award emblems are available ((fer-pur- 
ehase))? In addition to those in RCW 46.18.295, the follow- 


ing emblems are available: 
(a) Afghanistan Campaign Medal. 
(b) (American Campaign Meda WWE 
{e}ArmedForces-Expedition Medak- 
{®)) Armed Forces Services Medal. 
((fe}Asiatie—PacHie-Campaien Meda WW 
(Hh Eurepean-African-Middle Eastern Campaten Medal 
WWE- 


£) (c) Iraq Campaign Medal. 
(Œ) (d) Korean Defense Medal. 


((G)} Korean Service Medak- 

)) (e) Kosovo Campaign Medal. 

(E) (£) Merchant Marines Atlantic War Zone Medal. 

((®)) (g) Merchant Marines Middle East War Zone 
Medal. 

((€23))) (h) Merchant Marines Pacific War Zone Medal. 

(6) (i) National Defense Medal. 

((fo} South Asia Service Medak 


>) Vietnam Service Medak 

€3})) G) War on Terrorism Expeditionary Medal. 

(©) (k) War on Terrorism Service Medal. 

((Q@)-World Wart Vietery Medak)) 

(5) How much do ((veteran—remembranee)) license 
plate emblem packages cost? ((Yeteran+remembrance)) 
License plate emblem packages cost ten dollars per package, 
in addition to fees authorized in RCW ((46-04446-+5}))) 
46.17.040(2). 
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(6) How do I display my license plate emblems? In 
addition to the requirements and limitations in RCW 
((4646327)) 46.16A.210: 

(a) When the ((VEFERAN)) veteran emblem, military ser- 
vice award emblem, or Distinguished Flying Cross emblem is 
displayed on a license plate, it must be displayed between the 
bottom license plate bolt holes; 

(b) (Fhe +4A6)) U.S. flags and emblems described in 
subsection (4) of this section must be displayed ((tetheteft of 
the bottom teft ticense plate bolt hele, Whentwo-FEAc 

)) on the outside of 
each bottom license plate bolt hole. No more than two 
((FEAG)) flags or small emblems may be affixed to any one 
license plate; 

(c) ((Fre-CAMPAIGN-emblem-—must be-displayedtethe 
aoe of the eae - Heense i sn a 


¢d))) For two-plated vehicles, you may display the 
emblems on either the front or rear license plate((-er)). You 
may buy a second package if you want to display emblems on 
both license plates. 


Note: When a license plate displaying veteran's remembrance 
emblems is transferred to a new owner, the emblems must 
be removed. 


(7) Do the ((veteran—remembranee)) license plate 
emblems on my front license plate have to match the 
emblems on the rear license plate? No, emblems displayed 
on the front license plate do not need to match emblems dis- 
played on the rear license plate. 

(8) May I obtain a replacement or additional ((¥et- 
eran-remembrance)) license plate emblem package? Yes: 

(a) If you choose to purchase an additional set, you will 
be charged the fee in subsection (((4))) (5) of this section; or 

(b) When the original emblems become faded or unrec- 
ognizable, you may obtain a replacement set at no fee; or 

(c) When the license plates are replaced as required by 
the mandatory plate replacement law, you may obtain a 
replacement set ((wilbe-previded)) at no fee. 


WSR 13-04-011 
PERMANENT RULES 
BOARD OF ACCOUNTANCY 
[Filed January 25, 2013, 9:11 a.m., effective February 25, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: To correct an error in subsection (3) and to 
clarify that licensees who prepare federal income tax returns 
in accordance with Internal Revenue Service rules do not vio- 
late client confidentiality. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 4-30-050 What are the requirements con- 
cerning records and clients confidential information? 

Statutory Authority for Adoption: RCW 18.04.055(2), 
18.04.405(1). 


Washington State Register, Issue 13-04 


Adopted under notice filed as WSR 12-23-068 on 
November 20, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: The board added the word "also" as the third word 
of the new language added to subsection (3). This provides 
clarity that the application of this new subsection is in addi- 
tion to the confidentiality requirements of the rule prior to 
amendment. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 1, Repealed 0; Federal 
Rules or Standards: New 0, Amended 1, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 1, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 1, Repealed 0. 

Date Adopted: January 22, 2013. 

Richard C. Sweeney, CPA 


Executive Director 


AMENDATORY SECTION (Amending WSR 11-06-062, 
filed 3/2/11, effective 4/2/11) 


WAC 4-30-050 What are the requirements concern- 
ing records and clients confidential information? (1) Cli- 
ent: The term "client" as used throughout WAC 4-30-050 
and 4-30-051 includes former and current clients. For pur- 
poses of this section, a client relationship has been formed 
when confidential information has been disclosed by a pro- 
spective client in an initial interview to obtain or provide pro- 
fessional services. 

(2) Sale or transfer of client records: No statement, 
record, schedule, working paper, or memorandum, including 
electronic records, may be sold, transferred, or bequeathed 
without the consent of the client or his or her personal repre- 
sentative or assignee, to anyone other than one or more sur- 
viving partners, shareholders, or new partners or new share- 
holders of the licensee, partnership, limited liability com- 
pany, or corporation, or any combined or merged partnership, 
limited liability company, or corporation, or successor in 
interest. 

(3) Confidential client communication or informa- 
tion: Licensees, CPA-Inactive certificate holders, nonli- 
censee firm owners and employees of such persons must not 
without the specific consent of the client or the heirs, succes- 
sors, or authorized representatives ((ex-empleyee)) of the cli- 
ent disclose any confidential communication or information 
pertaining to the client obtained in the course of performing 
professional services. 

This rule also applies to confidential communications 
and information obtained in the course of professional tax 
compliance services unless state or federal tax laws or regu- 
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lations require or permit use or disclosure of such informa- 
tion. 

Consents may include those requirements of Treasury 
Circular 230 and IRC Sec. 7216 for purposes of this rule, pro- 
vided the intended recipients are specifically and fully identi- 
fied by full name, address, and other unique identifiers. 

(4) This rule does not: 

(a) Affect in any way the obligation of those persons to 
comply with a lawfully issued subpoena or summons; 

(b) Prohibit disclosures in the course of a quality review 
of a licensee's attest, compilation, or other reporting services 
governed by professional standards; 

(c) Preclude those persons from responding to any 
inquiry made by the board or any investigative or disciplinary 
body established by local, state, or federal law or recognized 
by the board as a professional association; or 

(d) Preclude a review of client information in conjunc- 
tion with a prospective purchase, sale, or merger of all or part 
of the professional practice of public accounting of any such 
persons. 


WSR 13-04-053 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 11:02 a.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2013. 

Purpose: Adoption and amendment of the 2012 Interna- 
tional Mechanical Code, chapter 51-52 WAC. This also 
includes adoption and amendment of the 2012 International 
Fuel Gas Code, the 2012 Edition of the National Fuel Gas 
Code (NFPA 54), and the 2011 Edition of the Liquefied 
Petroleum Gas Code (NFPA 58) as noted in WAC 51-52- 
0101 and 51-52-21101. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 51-52-003, 51-52-004, 51-52-008, 51-52- 
0101, 51-52-0202, 51-52-0306, 51-52-0403, 51-52-0404, 51- 
52-0501, 51-52-0504, 51-52-0505, 51-52-0506, 51-52-0507, 
51-52-0601, 51-52-1000, 51-52-1500, and 51-52-21101. 

Statutory Authority for Adoption: RCW 19.27.031 and 
19.27.074. 

Other Authority: Chapters 19.27 and 34.05 RCW. 

Adopted under notice filed as WSR 12-16-083 on July 
31, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: 1. WAC 51-52-0403, Table 403.3: Based on testi- 
mony received, the outdoor airflow rate under "Private dwell- 
ings, single and multiple," "living areas" was changed to ref- 
erence the whole house ventilation requirements in Tables 
403.8.1 and 403.8.5.1 and coordinate with that section. 

2. WAC 51-52-0403, Section 403.8.2: The control 
requirements in item 5.5 of this section were adjusted to coor- 
dinate with the requirements in Section 403.8.5.1 to specify 
operation at a minimum of one out of every four hours. 

3. WAC 51-52-0403, Section 403.8.5.2: The exception 
was moved from Item 6 to Item 7 of this section. Testimony 
received indicated the exception was appearing in the wrong 
location. 
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4. WAC 51-52-0403, Section 928.1: It was pointed out 
at the public hearing that Items 4 and 5 of this section had 
been erroneously combined. The list has been corrected. 


5. WAC 51-52-1000, Chapter 10: Based on concerns 
voiced during public testimony, an informational note was 
added to the beginning of Chapter 10 to clarify that boilers 
and pressure vessels must meet labor and industry regula- 
tions. In addition, Exception 7 of 1001.1 was modified to 
indicate that, in addition to other state and federal require- 
ments, any local inspection programs would take precedence 
over this code. 


6. Under the proposed rule, amendments to the 2012 
International Fuel Gas Code were erroneously placed into the 
WAC sections for the National Fuel Gas Code and LP Gas 
Code. WAC 51-52-22004 and 51-52-22006 were renum- 
bered to be included in the International Fuel Gas Code sec- 
tion, as WAC 51-52-21401 and 51-52-21601. 


7. Under the proposed rule, the amendment of piping 
identification appeared as WAC 51-52-0303, under the sec- 
tion title Equipment and Appliance Location. Testimony was 
received that this location was erroneous and should actually 
be placed in Section 301. The section was moved to WAC 
51-52-0301, under section title General. 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 7, Amended 17, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 7, Amended 17, Repealed 0. 

Date Adopted: November 9, 2012. 


C. Ray Allshouse 
Council Chair 


Chapter 51-52 WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE ((2069)) 2012 EDITION OF THE 
INTERNATIONAL MECHANICAL CODE 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-003 International Mechanical Code. The 
((2099)) 2012 edition of the International Mechanical Code 
published by the International Code Conference is hereby 
adopted by reference with the exceptions noted in this chap- 
ter of the Washington Administrative Code (WAC). 
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AMENDATORY SECTION (Amending WSR 04-01-104, 
filed 12/17/03, effective 7/1/04) 


WAC 51-52-004 Conflict between International 
Mechanical Code and State Energy Code chapter 51-11C 
WAC. In the case of conflict between the duct sealing or 
insulation requirements of Section 603 or Section 604 of this 
code and the duct sealing or insulation requirements of chap- 
ter 51-11C WAC, the Washington State Energy Code, or 
where applicable, a local jurisdiction's energy code, the pro- 
visions of such energy codes shall govern. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-008 Implementation. The International 
Mechanical Code adopted by chapter 51-52 WAC shall 
become effective in all counties and cities of this state on July 
1, (@H9)) 2013. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0101 Section 101—General. 


101.2 Scope. This code shall regulate the design, installa- 
tion, maintenance, alteration and inspection of mechanical 
systems that are permanently installed and utilized to provide 
control of environmental conditions and related processes 
within buildings. This code shall also regulate those mechan- 
ical systems, system components, equipment and appliances 
specifically addressed herein. The installation of fuel gas dis- 
tribution piping and equipment, fuel gas-fired appliances and 
fuel gas-fired appliance venting systems shall be regulated by 
the International Fuel Gas Code. 


EXCEPTIONS: 1. Detached one- and two-family dwellings and multi- 
ple single-family dwellings (townhouses) not more 
than three stories high with separate means of egress 
and their accessory structures shall comply with the 
International Residential Code. 

2. The standards for liquefied petroleum gas installa- 
tions shall be the ((2008)) 2011 Edition of NFPA 58 
(Liquefied Petroleum Gas Code) and the ((2009)) 
2012 Edition of ANSI Z223.1/NFPA 54 (National 
Fuel Gas Code). 


NEW SECTION 
WAC 51-52-0102 Section 102—Applicability. 


102.4 Additions, alterations or repairs. Additions, altera- 
tions, renovations or repairs to a mechanical system shall 
conform to that required for a new mechanical system with- 
out requiring the existing mechanical system to comply with 
all of the requirements of this code. Additions, alterations or 
repairs shall not cause an existing mechanical system to 
become unsafe, hazardous or overloaded. 

Minor additions, alterations, renovations and repairs to 
existing mechanical systems shall meet the provisions for 
new construction, unless such work is done in the same man- 
ner and arrangement as was in the existing system, is not haz- 
ardous and is approved. 


EXCEPTION: Additions, alterations, renovations or repairs to a 


mechanical system that is part of a building addition 
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with less than 500 square feet of conditioned floor 
area are exempt from the requirements for whole 
house ventilation systems, Section 403.8.5. 


AMENDATORY SECTION (Amending WSR 10-03-099, 


filed 1/20/10, effective 7/1/10) 
WAC 51-52-0202 Section 202—General definitions. 


((SOURCE-SPECHTC-VENFHAFION A _mechanical yentia- 
ral nie ak SEN ROnEOS es es 


+ Walls-exposed-to-the-outdoor-atmosphere-having-a 
Ss ee A a eer 


Code Section 50214: and 


3-Caulkine or sealants are appled te-areas such as joints 
areundwindew-and deer frames, between sele_plates_and 
fleors, between wal-ceiling jeints, betweenwalt panels_at 
: eens thee EA Raed and 
ether-epenings-or 


editions-of the Washinsten State EnersyCode_chapter 51+ 
WAC Northwest Enersy Code_or Super Good Centsweath- 
erization -standards-or-equivalent.)) LOCAL EXHAUST. An 


exhaust system that uses one or more fans to exhaust air from 
a specific room or rooms within a dwelling. 


WHOLE HOUSE VENTILATION SYSTEM. A mechanical venti- 
lation system, including fans, controls, and ducts, which 
replaces, by direct or indirect means, air from the habitable 
rooms with outdoor air. 


NEW SECTION 
WAC 51-52-0301 Section 301—General. 


301.3 Identification. Each length of pipe and tubing and 
each pipe fitting utilized in a mechanical system shall bear 
the identification of the manufacturer. 


EXCEPTION: The manufacturer identification for fittings and pipe 


nipples shall be on each piece or shall be printed on 
the fitting or nipple packaging or provided documen- 
tation. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0306 Section 306—Access and service 
space. 


306.5 Equipment and appliances on roofs or elevated 
structures. Where equipment requiring access ((and)) or 
appliances are ((instaHed-on roofs-of structures-at-a 

)) located on an elevated structure or the 
roof of a building such that personnel will have to climb 
higher than 16 feet (4877 mm) above grade to access such 
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equipment or appliances, ((sueh-access-shall be provided by-a 
pennanenlappioved m pem ef ACCESS. ae ertett whieh 


)) an interior or exterior means of 


access shall be provided. Such access shall not require climb- 
ing over obstructions greater than 30 inches (762 mm) 
((higb)) in height or walking on roofs having a slope greater 
than 4 units vertical in 12 units horizontal (33 percent slope). 
Such access shall not require the use of portable ladders. 
Where access involves climbing over parapet walls, the 
height shall be measured to the top of the parapet wall. 


Permanent ladders installed to provide the required 
access shall comply with the following minimum design cri- 
teria: 

1. The side railing shall extend above the parapet or roof 
edge not less than 42 inches (1067 mm). 

2. Ladders shall have rung spacing not to exceed 12 
inches (305 mm) on center. The uppermost rung shall be a 
maximum of 24 inches below the upper edge of the roof 
hatch, roof or parapet, as applicable. 


3. Ladders shall have a toe spacing not less than 7 inches 
(178 mm) deep. 


4. There shall be a minimum of 18 inches (457 mm) 
between rails. 


5. Rungs shall have a minimum 0.75-inch (19 mm) 
diameter and be capable of withstanding a 300-pound (136.1 
kg) load. 


6. Ladders over 30 feet (9144 mm) in height shall be pro- 
vided with offset sections and landings capable of withstand- 
ing 100 pounds (488.2 kg/m?) per square foot. Landing 
dimensions shall be not less than 18 inches and not less than 
the width of the ladder served. A guardrail shall be provided 
on all open sides of the landing. 

7. Climbing clearances. The distance from the centerline 
of the rungs to the nearest permanent object on the climbing 
side of the ladder shall be a minimum of 30 inches measured 
perpendicular to the rungs. This distance shall be maintained 
from the point of ladder access to the bottom of the roof 
hatch. A minimum clear width of 15 inches shall be provided 
on both sides of the ladder measured from the midpoint of 
and parallel with the rungs except where cages or wells are 
installed. 


8. Landing required. The ladder shall be provided with a 
clear and unobstructed bottom landing area having a mini- 
mum dimension of 30 inches by 30 inches centered in front of 
the ladder. 


9. Ladders shall be protected against corrosion by 
approved means. 


10. Access to ladders shall be provided at all times. 


Catwalks installed to provide the required access shall be 
not less than 24 inches (610 mm) wide and shall have railings 
as required for service platforms. 


EXCEPTION: This section shall not apply to Group R-3 occupan- 


cies. 
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NEW SECTION 
WAC 51-52-0307 Section 307—Condensate disposal. 


307.2.3 Auxiliary and secondary drain systems. In addi- 
tion to the requirements of Section 307.2.1, where damage to 
any building components could occur as a result of overflow 
from the equipment primary condensate removal system, one 
of the following auxiliary protection methods shall be pro- 
vided for each cooling coil or fuel-fired appliance that pro- 
duces condensate: 

1. An auxiliary drain pan with a separate drain shall be 
provided under the coils on which condensation will occur. 
The auxiliary pan drain shall discharge to a conspicuous 
point of disposal to alert occupants in the event of a stoppage 
of the primary drain. The pan shall have a minimum depth of 
1 1/2 inches (38 mm), shall not be less than 3 inches (76 mm) 
larger than the unit or the coil dimensions in width and length 
and shall be constructed of corrosion-resistant material. Gal- 
vanized sheet steel pans shall have a minimum thickness of 
not less than 0.0236 inch (0.6010 mm) (No. 24 gage). Non- 
metallic pans shall have a minimum thickness of not less than 
0.0625 inch (1.6 mm). 

2. A separate overflow drain line shall be connected to 
the drain pan provided with the equipment. Such overflow 
drain shall discharge to a conspicuous point of disposal to 
alert occupants in the event of a stoppage of the primary 
drain. The overflow drain line shall connect to the drain pan 
at a higher level than the primary drain connection. 

3. An auxiliary drain pan without a separate drain line 
shall be provided under the coils on which condensate will 
occur. Such pan shall be equipped with a water-level detec- 
tion device conforming to UL 508 that will shut off the equip- 
ment served prior to overflow of the pan. The auxiliary drain 
pan shall be constructed in accordance with Item 1 of this 
section. 

4. A water-level detection device conforming to UL 508 
shall be provided that will shut off the equipment served in 
the event that the primary drain is blocked. The device shall 
be installed in the primary drain line, the overflow drain line, 
or in the equipment-supplied drain pan, located at a point 
higher than the primary drain line connection and below the 
overflow rim of such pan. 


EXCEPTIONS: 1. Fuel-fired appliances that automatically shut down 
operation in the event of a stoppage in the condensate 
drainage system. 

2. Unducted fan coil units where there is no factory 
option available for water-level detection devices and 


which are installed directly within the occupied space. 


AMENDATORY SECTION (Amending WSR 12-07-020, 
filed 3/12/12, effective 4/12/12) 


WAC 51-52-0403 Section 403—Mechanical ventila- 
tion. 


403.2 Outdoor air required. The minimum ventilation rate 
of outdoor air shall be determined in accordance with Sec- 
tion 403.3. 


EXCEPTIONS: 1. Where the registered design professional demon- 
strates that an engineered ventilation system design 
will prevent the maximum concentration of contami- 


nants from exceeding that obtainable by the rate of 
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outdoor air ventilation determined in accordance with 
Section 403.3, the minimum required rate of outdoor 
air shall be reduced in accordance with such engi- 
neered system design. 


2. Alternate systems designed in accordance with 
ASHRAE Standard 62.1 Section 6.2, Ventilation Rate 
Procedure, shall be permitted. 


403.2.1 Recirculation of air. The air required by Section 
403.3 shall not be recirculated. Air in excess of that required 
by Section 403.3 shall not be prohibited from being recircu- 
lated as a component of supply air to building spaces, except 
that: 

1. Ventilation air shall not be recirculated from one 
dwelling to another or to dissimilar occupancies. 

2. Supply air to a swimming pool and associated deck 
areas shall not be recirculated unless such air is dehumidified 
to maintain the relative humidity of the area at 60 percent or 
less. Air from this area shall not be recirculated to other 
spaces where 10 percent or more of the resulting supply air- 
stream consists of air recirculated from these spaces. 

3. Where mechanical exhaust is required by Note b in 
Table 403.3, recirculation of air from such spaces shall be 
prohibited. All air supplied to such spaces shall be exhausted, 
including any air in excess of that required by Table 403.3. 

(Item 4 is not adopted.) 


403.3 Outdoor airflow rate. Ventilation systems shall be 
designed to have the capacity to supply the minimum outdoor 
airflow rate determined in accordance with this section. The 
occupant load utilized for design of the ventilation system 
shall not be less than the number determined from the esti- 
mated maximum occupant load rate indicated in Table 403.3. 
Ventilation rates for occupancies not represented in Table 
403.3 shall be those for a listed occupancy classification that 
is most similar in terms of occupant density, activities and 
building construction; or shall be determined by an approved 
engineering analysis. The ventilation system shall be 
designed to supply the required rate of ventilation air contin- 
uously during the period the building is occupied, except as 
otherwise stated in other provisions of the code. 

With the exception of smoking lounges, the ventilation 
rates in Table 403.3 are based on the absence of smoking in 
occupiable spaces. Where smoking is anticipated in a space 
other than a smoking lounge, the ventilation system serving 
the space shall be designed to provide ventilation over and 
above that required by Table 403.3 in accordance with 
accepted engineering practice. 


EXCEPTION: Where occupancy density is known and documented 
in the plans, the outside air rate may be based on the 
design occupant density. Under no circumstance shall 
the occupancies used result in outside air less than 
one-half that resulting from application of Table 403.3 


estimated maximum occupancy rates. 
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Table 403.3 
REQUIRED OUTDOOR VENTILATION AIR 
People OutdeerAirflew Rate- Area Outdoor Airflow Rate 
((Qeeupaney-Classifiestion efm/Persen efm/fe* Density #4000-4* Rate-efm/f? 
Cells 
without phimbine fixtures 5 942 25 — 
with phimbine fixtures 5 942 25 +0 
Dining halls (see food and bever- — — — 
age service) 
Guard stations 5 0-06 46 — 
Dayroom 5 0-06 30 — 
Dry-eleaners, laundries 
Coin-operated dry-cleaner 46 — 20 — 
Commercial dry cleaner 30 — 30 — 
CommerciaHaundry 25 — +0 — 
Edueation 
Artelassroom +8 O48 20 OF 
Auditoriums 5 0-06 450 — 
Classreomsages 5-8) +0 o2 25 — 
Classreemstages-9-phis} +0 942 35 — 
Computertab +0 042 25 — 
Corridorsseepubhe-spaees} — — — — 
Day-care-{through-age 4) 40 O48 25 = 
Leeture classroom ts 006 65 — 
Lecture hall Hixed seats} 75 9-06 450 — 
Lecker/dressine room — — — 025 
Media-center 49 942 25 — 
Musie/theater/dance 49 0-06 35 — 
Smekingteunges? 60 = 7 = 
SportHockerrooms — — — 05 
Weed/metalsheps 49 O48 20 05 
Foed-and-beverage-service 
Kitehens-(ecooking)? = = — OF 
Hespitels nursing and-convaleseent- 
homes 
Autepsy-rooms” EN — = 05 
Medical procedure rooms B — 20 
Operating rooms 30 — 20 
Patientrooms 25 — +0 
PhysicahHtherapy KB — 20 
Recoveryand EH B — 20 
Hotels ete —-resert-dernite- 
ries 
Mutipurpose-assembty 5 9-06 +20 — 
Bathrooms/toHet—private — = 2s/sof 
Bedroom/Aivine reom 5 006 +0 — 
Conferenee/mecting 5 0-06 50 — 
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People OutdeorAirflew Rate | ~rea-Outdeor Airflow Rate 
in Breathing Zone in Breathing Zone R, Defaultt-Oeeupant | ExheaustAinflew 
((Qeeupaney Classification efm/Person efméft?* Density #4000-f* Rate-efm/ft? 
Dormitory sleeping areas 5 0-06 20 — 
Kitehens — E — 25400" 
Offiees 
Conferenee rooms 5 0-06 50 — 
Office-spaces 5 9-06 5 — 
Reception areas 60 0.06 30 — 
Felephone/data-entry 5 9-06 60 — 
Main-entrytobbies 5 0.06 40 = 
Pä Iwellings singl Gaul 
ple 
Garages commen for muttiple- — pac — 075. 
units? 
Garages separate foreach diwvel- — — — 400efmperear 
ing? 
aia = 25/1 00F 
Living areas® See-Fables- 403.851 and- — Basedomthe numberof — 
tionahbedroom, t+ 
Feilet rooms, bathrooms and — 20/508 
jaundry-areas* 
Publie spaces 
Corridors — 0-06 — = 
H =— -5 _ +0 
Showerroom(per shower head} — = = 50/208 
Smoking lounges? 60 — 70 = 
Feiletrooms—publie — — 50/70° 
Places-ofreligioussvership 5 0-06 +20 — 
Courtrooms 5 0.06 70 — 
Legislative chambers 5 0-06 50 — 
Libraries 5 ea me +0 = 
Retailsteres,sales-floors-and show 
reon-fleers 
Salestexceptas below) 45 942 46 — 

: = = = 0-25 
Matlecemmeon areas +5 0.06 40 = 
Smoking lounges? 60 = 7 = 
Storage rooms = O12 = = 
Warehouses-see-sterage} — — — — 

Speeialty shops 
: es 
Beauty-and nail salons®* 20 042 25 0-6 
; b a = — 20 
Pet shops(animal areas)” FS 048 +0 0-9 
Supermarkets BB 0-06 8 — 
Sports-and-anmusement 
Diseo/dance fleors 20 0.06 +00 — 
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People OutdeerAirflew Rate | Area Outdoor Airflow Rate 
((Oceupaney Classification efm/Persen efm/fe* Density #4000-4¢*" Rate-cfmfe 
Game-areades 45 O48 20 — 
engines 
Gym stadium -arenatplayarea)} — 9-30 — — 
Speetator-areas F5 0.06 450 — 
area) 
Health chib/aerebies+oom 20 0.06 46 — 
Health club/weight room 20 0.06 40 — 
Sterage 
Repair garages, enclosed parking = = = 0-75 
garage?* 
Warehouses — 0-06 — — 
Fheaters 
Lebbies 5 0.06 450 — 
Stages studies +0 0-06 70 — 
Tieketbooths 5 0.06 60 — 
Fransportation 
Platforms TS 0-06 +00 — 
Morkrooms 
Bank-vaults/safe deposit 5 0.06 5 — 
Parkrooms — — — +0 
Copy, printing rooms 5 0-06 4 05 
Meat processing® B — +0 — 
Pharmacy(prep-area} 5 O48 +0 — 
Phote-studies 5 642 +6 — 
Computer (without printing) 5 0-06 4 —) 
Area Outdoor 
People Outdoor Airflow Rate Airflow Rate in 
in Breathing Zone R, Breathing Zone R, Exhaust Airflow 
Occupancy Classification Occupant Density #/1000 ft? cfm/Person cfm/ft24 Rate cfm/ft? 
Offices 
Conference rooms 50 5 0.06 — 
Kitchenettes — — — 0.30 
Office spaces 5 5 0.06 — 
Reception areas 30 5 0.06 — 
Telephone/data entry 60 5 0.06 — 
Main entry lobbies 10 5 0.06 — 
Private dwellings, single and multi- 
ple 
Garages, common for multiple — — = 0.75 
units? 
Garages, separate for each dwell- — — — 100 cfm per car 
ing? 
Kitchens? — = = 25/100! 
Living areas? Based on the number of bed- See Tables 403.8.1 and = = 
rooms. First bedroom, 2; each 403.8.5.1 
additional bedroom, 1 
Toilet rooms, bathrooms and — — — 20/50f 
laundry areas! 
Sports and amusement 
Disco/dance floors 100 20 0.06 = 
Bowling alleys (seating areas) 40 10 0.12 = 
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Area Outdoor 
People Outdoor Airflow Rate | Airflow Rate in. 
in Breathing Zone R, Breathing Zone R, Exhaust Airflow 
Occupancy Classification Occupant Density #/1000 ft? cfm/Person cfm/ft24 Rate cfm/ft2 
Game arcades 20 15 0.18 = 
Ice arenas, without combustion — — 0.30 0.5 
engines! 
Gym, stadium, arena (play area)! — = 0.30 — 
Spectator areas 150 TS 0.06 — 
Swimming pools (pool and deck — — 0.48 — 
area 
Health club/aerobics room 40 20 0.06 — 
Health club/weight room 10 20 0.06 = 
Storage 
Janitor closets, trash rooms, recy- — = = 10 
cling rooms 
Repair garages, enclosed parking — = — 0.75 
garaged 
Storage rooms, chemical = — — 15 
Warehouses — — 0.06 — 
For SI: 1 cubic foot per minute = 0.0004719 m?/s, 1 ton = 908 kg, 1 each nail station shall be provided with a source capture system 


cubic foot per minutes per square foot = 0.00508 m?/(sem’), 
C = [(°F) -32]/1.8, 1 square foot - 0.0929 m°. 


a. Based upon net occupiable floor area. 


mi 


. Mechanical exhaust required and the recirculation of air from 


such spaces is prohibited (see Section 403.2.1, Item 3). 


. Spaces unheated or maintained below 50°F are not covered by 


these requirements unless the occupancy is continuous. 


. Ventilation systems in enclosed parking garages shall comply 


with Section 404. 


. Rates are per water closet or urinal. The higher rate shall be pro- 


vided where ((periods-of heavy-use-are-expected_to-occursuch 
astoiets_in_theaters_schools_and-sperts_facilities)) the exhaust 


system is designed to operate intermittently. The lower rate shall 
be permitted ((where-periods_of heavyuse-are net expected.) 
only where the exhaust system is designed to operate continu- 
ously while occupied. 

Rates are per room unless otherwise indicated. The higher rate 
shall be provided where the exhaust system is designed to oper- 
ate intermittently. The lower rate shall be permitted only where 
the exhaust system is designed to operate continuously ((during 
normalhours-ofuse)) while occupied. 


. ((Reserved:)) Mechanical exhaust is required and recirculation 


is prohibited. 


. For nail salons, ((the-required-_exhaust sha inchide ventilation 


tables_or- other systenis that capture the contaminants and eders 
at their source-and_are-capable-of exhausting a-mininiunt of)) 


=. 


capable of exhausting not less than 50 cfm per station. 


. A laundry area within a kitchen or bathroom is not required to 


have ((seuree-specifie)) local exhaust. _For the laundry area to 
qualify as being within the kitchen, the laundry room door must 


open directly into the kitchen and not into an adjacent corridor. 
Where there are doors that separate the laundry area from the 
kitchen or bathroom the door shall be louvered. 


. When combustion equipment is intended to be used on the play- 


ing surface, additional dilution ventilation and/or source control 
shall be provided. 


403.8 Ventilation systems for Group R occupancies. Each 


dwelling 
equipped 


unit or ((guest+eem)) sleeping unit shall be 
with ((seuree-specifie)) local exhaust and whole 


house ventilation systems and shall comply with Sections 
403.8.1 through 403.8.11. All public corridors and other than 


Group R 


occupied spaces that support the Group R occu- 


pancy shall meet the ventilation requirements of Section 402 
or Sections 403.1 to 403.7. 


403.8.1 Minimum ventilation performance. Ventilation 
systems shall be designed and installed to satisfy the ventila- 
tion requirements of Table 403.3 or Table 403.8.1. Breathing 
zone ventilation rates from Table 403.3 shall be calculated 


per Section 403.3.1.1 and corrected per zone air distribution 


effectiveness requirements per Section 403.3.1.2. 


Table 403.8.1 
VENTILATION RATES FOR ALL GROUP R PRIVATE DWELLINGS, SINGLE AND MULTIPLE 
(CONTINUOUSLY OPERATING SYSTEMS) 


Floor Area Bedrooms! 

(ft) 0-1 23 4-5 6-7 >7 
<1500 30 45 60 75 90 

1501 - 3000 45 60 T9 90 105 
3001 - 4500 60 75 90 105 120 
4501 - 6000 75 90 105 120 135 
6001 - 7500 90 105 120 135 150 
>7500 105 120 135 150 165 
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403.8.2 Control and operation. 

1. Location of controls. Controls for all ventilation sys- 
tems shall be readily accessible by the occupant. 

2. Instructions. Operating instructions for whole house 
ventilation systems shall be provided to the occupant by the 
installer of the system. 

3. ((Seuree-speetfie)) Local exhaust ventilation systems. 
((Seuree-speetfic)) Local exhaust ventilation systems shall be 
controlled by manual switches, dehumidistats, timers, or 
other approved means. 

4. Continuous whole house ventilation systems. Contin- 
uous whole house ventilation systems shall operate continu- 
ously. Exhaust fans, forced-air system fans, or supply fans 
shall be equipped with "fan on" as override controls. Con- 
trols shall be capable of operating the ventilation system 
without energizing other energy-consuming appliances. A 
label shall be affixed to the controls that reads "Whole House 
Ventilation (see operating instructions)." 

5. Intermittent whole house ventilation systems. Inter- 
mittent whole house ventilation systems shall comply with 
the following: 

5.1 They shall be capable of operating intermittently and 
continuously. 

5.2 They shall have controls capable of operating the 
exhaust fans, forced-air system fans, or supply fans without 
energizing other energy-consuming appliances. 

5.3 The ventilation rate shall be adjusted according to the 
exception in Section 403.8.5.1. 

5.4 The system shall be designed so that it can operate 
automatically based on the type of control timer installed. 

5.5 The intermittent mechanical ventilation system shall 
operate at least one hour out of every ((#velve)) four. 

5.6 The system shall have a manual control and auto- 
matic control, such as a 24-hour clock timer. 

5.7 At the time of final inspection, the automatic control 
shall be set to operate the whole house fan according to the 
schedule used to calculate the whole house fan sizing. 

5.8 A label shall be affixed to the control that reads 
"Whole House Ventilation (see operating instructions)." 


EXCEPTION: Engineered central ventilation systems serving dwell- 
ing units or sleeping units are not required to have 
individual controls for each dwelling unit or sleeping 
unit when designed for continuous operation and 


approved by the code official. 


403.8.3 Outdoor air intake locations. Outdoor air intakes 
shall be classified as either operable openings or mechanical 
air intakes and shall be located per the following criteria. The 
intake locations for operable openings and mechanical air 
intakes shall comply with the following: 

1. Openings for mechanical air intakes shall comply with 
Section 401.4. Operable openings shall comply with Section 
401.4 items 2 and 4 only. 

2. Intake openings shall not be located closer than 10 feet 
from an appliance vent outlet unless such vent outlet is 3 feet 
above the outdoor air inlet. The vent shall be permitted to be 
closer if specifically allowed by Chapter 8 or by the Interna- 
tional Fuel Gas Code. 

3. Intake openings shall be located where they will not 
pick up objectionable odors, fumes, or flammable vapors. 
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4. Intake openings shall be located where they will not 
take air from a hazardous or unsanitary location. 

5. Intake openings shall be located where they will not 
take air from a room or space having a fuel-burning appli- 
ances. 

6. Intake openings shall not be located closer than 10 feet 
from a vent opening of a plumbing drainage system unless 
the vent opening is at least 3 feet above the air inlet. 

7. Intake openings shall not be located where they will 
take air from an attic, crawl space, or garage. 


403.8.4 ((Seuree-speeHic)) Local exhaust ventilation 


requirements. ((Seuree-specific)) Local exhaust ventilation 
systems shall exhaust at least the volume of air required for 


exhaust in Table 403.3. Exhaust shall be provided in each 
kitchen, bathroom, water closet, laundry area, indoor swim- 
ming pool, spa, and other room where water vapor or cooking 
odor is produced. 


403.8.4.1 ((Seuree-speeifie)) Local exhaust systems. 


Exhaust systems shall be designed and installed to meet all of 
the criteria below: 

1. ((Seuree-speetfie)) Local exhaust shall be discharged 
outdoors. 

2. Exhaust outlets shall comply with Section (($04+2)) 
501.3. 

3. Pressure equalization shall comply with Section 
((5043)) 501.4. 

4. Exhaust ducts in systems which are designed to oper- 
ate intermittently shall be equipped with back-draft dampers. 

5. All exhaust ducts in unconditioned spaces shall be 
insulated to a minimum of R-4. 

6. Terminal outlet elements shall have at least the equiv- 
alent net free area of the ductwork. 

7. Terminal outlet elements shall be screened or other- 
wise protected as required by Section (($0+2-2)) 501.3.2. 

8. Exhaust fans in separate dwelling units or ((s¥est 
reems)) sleeping units shall not share common exhaust ducts 
unless the system is engineered for this operation. 

9. Where permitted by Chapter 5, multiple ((searee-spe- 
etfte)) local exhaust ducts may be combined. If more than one 
of the exhaust fans in a dwelling unit or ((guest+eem)) sleep- 
ing unit shares a common exhaust duct then each exhaust fan 
shall be equipped with a back-draft damper to prevent the 
recirculation of exhaust air from one room to another room 
via the exhaust ducting system. 


403.8.4.2 ((Seuree-speeifie)) Local exhaust fans. Exhaust 
fan construction and sizing shall meet the following criteria. 
1. Exhaust fans shall be tested and rated in accordance 
with the airflow and sound rating procedures of the Home 
Ventilating Institute (HVI 915, HVI Loudness Testing and 
Rating Procedure, HVI 916, HVI Airflow Test Procedure, 
and HVI 920, HVI Product Performance Certification Proce- 
dure). 
EXCEPTION: 


Where a range hood or down draft exhaust fan is used 


for ((souree-specifie)) local exhaust for a kitchen, the 


device is not required to be rated per these standards. 


2. Installation of the system or equipment shall be carried 
out in accordance with manufacturers' installation instruc- 
tions. 
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EXCEPTIONS: 1. An exhaust airflow rating at a pressure of 0.25 in. 
w.g. may be used, provided the duct sizing meets the 
prescriptive requirements of Table 403.8.4.2. 


3. Fan airflow rating and duct system shall be designed 
and installed to deliver at least the exhaust airflow required 


by Table 403.3. The airflows required refer to the delivered 2. Where a range hood or down draft exhaust fan is 
airflow of the system as installed and tested using a flow used to satisfy the ((seuree-specifie-ventilatien)) local 
hood, flow grid, or other airflow measurement device. exhaust requirements for kitchens, the range hood or 
down draft exhaust shall not be less than 100 cfm at 
0.10 in. w.g. 
TABLE 403.8.4.2 
PRESCRIPTIVE EXHAUST DUCT SIZING 
Fan Tested cfm at 0.25 Minimum Flex Maximum Length Minimum Smooth Maximum 
inches w.g. Diameter in Feet Diameter Maximum Length in Feet Elbows! 

50 4 inches 25 4 inches 70 3 

50 5 inches 90 5 inches 100 3 

50 6 inches No Limit 6 inches No Limit 3 

80 4 inches? NA 4 inches 20 3 

80 5 inches 15 5 inches 100 3 

80 6 inches 90 6 inches No Limit 3 

100 5 inches” NA 5 inches 50 3 

100 6 inches 45 6 inches No Limit 3 

125 6 inches 15 6 inches No Limit 3 

125 7 inches 70 7 inches No Limit 3 


For each additional elbow, subtract 10 feet from length. 
Flex ducts of this diameter are not permitted with fans of this size. 


403.8.5 Whole house ventilation requirements. Each seen Pec y ies (MON Fooie a oe) and HS Be ees ee 

dwelling unit or ((guest+eenm)) sleeping unit shall be sing the formula: os 

equipped with one of the following four types of mechanical , 

whole house ventilation systems: A system using exhaust Qf=OrteH 

fans (see Section 403.8.6); a system integrated with forced- Where: 

air systems (see Section 403.8.7); a system using supply fans Q£ = outdoor aix flow-rate 

(see Section 403.8.8); or a heat or energy recovery ventilation Qr E ventilation air tequreimnent (Gorm Table: 

system (see Section 403.8.9). The whole house exhaust sys- 403-3-0F-403-8-H 

tem is permitted to be one of the local exhaust systems = ventilation effectiveness (from Table 

required by Section 403.8.4 as long as the requirements of 493.8-5-H 

this section, in addition to the requirements of Section £ 5 j 

403.8.5, are met. 403.8.5.))) 

403.8.5.1 Outdoor air. Outdoor air shall be distributed to The whole house mechanical ventilation system is permitted to oper- 

each habitable space. ate intermittently where the system has controls that enable operation 
Where outdoor air supply intakes are separated from for not less than 25 percent of each 4-hour segment and the ventila- 


tion rate prescribed in Table 403.3 or Table 403.8.1 is multiplied by 
the factor determined in accordance with Table 403.8.5.1. 


exhaust vents by doors, means shall be provided to ensure 
airflow to all separated habitable spaces by installing distri- 


bution ducts, installed grilles, transoms, doors undercut to a TABLE 403.8.5.1 
minimum of 1/2-inch above the surface of the finish floor (HEN FEATFIOR EFFECTIVENESS FOR)) INTERMITTENT 
covering, or other similar means where permitted by the (CANS) WHOLE HOUSE MECHANICAL VENTILATION BATE 
International Building Code. eG A] eae 
The mechanical system shall operate continuously to : ; 7 Ventilati 
supply at least the volume of outdoor air required in Table ((Daily-Fractionat- Operation- . 
Effectiveness 
403.3 or Table 403.8.1. Fme 7 
EXCEPTION: Intermittently operating ventilation systems: ((Fhe F35% 0-33 
operation per Section 403.8.2 and shall supply at least an 
the-vehime-of outdoor-a required for intermittent 60% £< ono, 0-55 
eapacity_from Fable 403.3 or Fable 403.8). its-ven- 80% <f +0)) 
RUN-TIME PERCENTAGE IN 
EACH 4-HOUR SEGMENT 25% 33% 50% 66% 75% 100% 
Factor? 4 3 2 1.5 13 1.0 


4 For ventilation system run-time values between those given, the factors are permitted to be determined by interpolation. 


Extrapolation beyond the table is prohibited. 
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403.8.5.2 Whole house supply system general require- 
ments. Whole house ventilation systems integrated with a 
forced-air system, systems using supply fans and systems 
using a heat or energy recovery ventilation system shall com- 
ply with the following. 

1. Outdoor air louvers shall be adequately sized for the 
required airflow and shall comply with Section 401.5. Out- 
door air intake locations shall comply with mechanical air 
intakes requirements of Section 403.8.3. 

2. Outdoor air ducts for dedicated or central supply sys- 
tems and exhaust ducts for heat or energy recovery systems 
shall be provided with a means for balancing the system to 
the required airflow via balance dampers or other devices. 

3. Outdoor air ducts((;)) for dedicated or central systems 
shall be provided with motorized dampers. 


EXCEPTIONS: 1. Outdoor air ducts at heat or energy recovery venti- 
lation systems are not required to have motorized 
dampers. 

2. Outdoor air ducts at continuous ventilation systems 


are not required to have motorized dampers. 


4. Outdoor air ducts in the conditioned space shall be 
insulated to a minimum of R-4. In heat or energy recovery 
ventilation systems, ducts upstream of the heat exchanger 
shall also be insulated to at least R-4. 

5. All outdoor air ducts shall be designed and installed to 
deliver at least the outdoor airflow required by Section 
403.8.5.1. The airflows required refer to the delivered air- 
flow of the system as installed and tested using a flow hood, 
flow grid, or other airflow measurement device. 


EXCEPTION: The outdoor air duct for supply fan systems and heat 
or energy recovery systems may be prescriptively 
sized per Table 403.8.5.2 for dedicated outdoor air 
ducts upstream of the supply fan. Supply fans shall 
have the capacity to provide the amount of outdoor air 
required by Section 403.8.5.1 at 0.40 in. w.g. as per 
HVI 916 (April 1995). When prescriptively sized the 
system shall be tested and balanced using a flow hood, 
flow-grid, or other airflow measurement device. 


6. Whole house ventilation controls for ((eontinuous 
and)) intermittent operation shall ((be-previded-at beth)) 


allow concurrent operation of the forced-air fan and the asso- 
ciated outdoor air motorized damper. 

7. Whole house ventilation controls for continuous oper- 
ation shall be provided at the forced-air fan. 
EXCEPTION: 


Engineered central ventilation systems serving dwell- 
ing units or sleeping units are not required to have 
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403.8.6.1 Outdoor air. Exhaust fan only ventilation systems 
shall provide outdoor air to each occupiable space through 
one of the following methods: 

1. Outdoor air may be drawn through air inlets installed 


in exterior walls or windows. ((Fer-intertor-spaceswithout 


transfer fan is provided in-comphiance 
Htem3.)) The air inlets shall comply with all of the following: 

((a)) 1.1. Inlets shall have controllable, secure openings 
and shall be designed to not compromise the thermal proper- 
ties of the building envelope. 

((6)) 1.2. Inlets shall be accessible to occupants, includ- 
ing compliance with Section 1109.13 of the International 
Building Code for designated accessible units, Type A units 
and Type B units. 

((e)) 1.3. Inlets shall be screened or otherwise protected 
from entry by insects, leaves, or other material. 

((4)) 1.4. Inlets shall provide not less than 4 square 
inches of net free area of opening for each 10 cfm of outdoor 
air required in Table 403.3 or Table 403.8.1. 

((e)) 1.5. Any inlet or combination of inlets which pro- 
vide 10 cfm at 10 Pascals as determined by the Home Venti- 
lation Institute Air Flow Test Standard (HVI 901 (November 
1996)) are deemed equivalent to 4 square inches of net free 
area. 

((£)) 1.6. Each occupiable space shall have a minimum of 
one air inlet that has a minimum of 4 square inches of net free 
area. 

2. In high-rise buildings, outdoor air may be drawn in 
through operable windows, doors, louvers or other operable 
openings to the outdoors. Exterior spaces shall have a mini- 
mum openable area of 4 percent of the total floor area being 
ventilated. Doors exiting to a corridor, court or public way 


alt not be used to provide Cuan air. (For tet or specs 


NE tie SAE Re Te INE 
lessthan 8 percent of the fleor-area_of the interior reent oF 


space, but netless than 25 squarefeet.)) The operable open- 
ings shall comply with the following: 

((a)) 2.1. Openings shall be controllable, securable, and 
shall be designed to not compromise the thermal properties of 
the building envelope. 

((b)) 2.2. Openings shall be accessible to occupants, 
including compliance with Section 1109.13 of the Interna- 


individual controls for each dwelling or sleeping unit 
when designed for continuous operation and approved 
by the code official. 


TABLE 403.8.5.2 


PRESCRIPTIVE SUPPLY FAN DUCT SIZING 
Supply Fan Tested cfm at 0.40" w.g. 
Specified Volume from Minimum Smooth Minimum Flexible 

Table 408.1 Duct Diameter Duct Diameter 
50 - 90 cfm 4 inch 5 inch 

90 - 150 cfm 5 inch 6 inch 

150 - 250 cfm 6 inch 7 inch 

250 - 400 cfm 7 inch 8 inch 


403.8.6 Whole house ventilation with exhaust fan systems. 
This section establishes minimum requirements for mechani- 
cal whole house ventilation systems using exhaust fans. 


tional Building Code for designated accessible units, Type A 
units and Type B units. 


3. For interior adjoining spaces((#n-buildings—with-ait: 
rise_buildi i E ae i a 
Section 403.8.61 tem shat have awhele housetransfer 
fansizedto-providea mimin- ofthe -ventHtation rate 
required per Section 403-854, Phe-transferfan-shalteireu- 


AR A asing Aai per seston 403- s. 2)) without 
outdoor air openings, one of the following two options shall 


be used to ventilate the interior adjoining space: 

3.1. Provide a whole house transfer fan at the interior 
adjoining space sized to provide a minimum of the ventila- 
tion rate required per Section 403.8.5.1. The transfer fan 
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shall circulate air between the interior room or space and the 
adjacent habitable space. The transfer fan may operate con- 
tinuously or intermittently using controls per Section 403.8.2. 

3.2. Provide a permanent opening to the interior adjoin- 
ing space. Opening shall be unobstructed and shall have an 
area of not less than 8 percent of the floor area of the interior 
adjoining space, but not less than 25 square feet. 


403.8.6.2 Outside air intake locations. All outside air 
intake opening types described in Section 403.8.6.1 shall be 
classified operable openings and shall not be classified as 
mechanical air intakes. The intake locations shall comply 
with Section 403.8.3. 


403.8.6.3 Whole house exhaust system. Whole house 
exhaust system shall be designed and installed to meet all of 
the applicable criteria below: 

1. Whole house ventilation exhaust shall be discharged 
outdoors. 

2. Exhaust outlets shall comply with Section 501.2. 

3. Exhaust ducts in systems which are designed to oper- 
ate intermittently shall be equipped with back-draft dampers. 

4. All exhaust ducts in unconditioned spaces shall be 
insulated to a minimum of R-4.5. Terminal outlet elements 
shall have at least the equivalent net free area of the duct- 
work. 

5. Terminal outlet elements shall be screened or other- 
wise protected as required by Section 501.2.2. 

6. One of the required ((seuree-speetfie)) local exhaust 
fans for the laundry room or bathroom may be designated as 
the whole house exhaust fan. 

7. Exhaust fans in separate dwelling units or ((geest 
reems)) sleeping units shall not share common exhaust ducts 
unless the system is engineered for this operation. 

8. Where permitted by Chapter 5 whole house exhaust 
ducts may be combined with other ((seuree-speetfie)) local 
exhaust ducts. If more than one of the exhaust fans in a dwell- 
ing unit or ((guest+eem)) sleeping unit shares a common 
exhaust duct then each exhaust fan shall be equipped with a 
back-draft damper to prevent the recirculation of exhaust air 
from one room to another room via the exhaust ducting sys- 
tem. 


403.8.6.4 Whole house exhaust and transfer fans. Exhaust 
fan construction and sizing shall meet the following criteria. 

1. Exhaust and transfer fans shall be tested and rated in 
accordance with the airflow and sound rating procedures of 
the Home Ventilating Institute (HVI 915, HVI Loudness 
Testing and Rating Procedure, HVI 916, HVI Airflow Test 
Procedure, and HVI 920, HVI Product Performance Certifi- 
cation Procedure). 

2. Installation of system or equipment shall be carried 
out in accordance with manufacturers' design requirements 
and installation instructions. 

3. Fan airflow rating and duct system shall be designed 
and installed to deliver at least the outdoor airflow required 
by Table 403.3 or Table 403.8.1. The airflows required refer 
to the delivered airflow of the system as installed and tested 
using a flow hood, flow grid, or other airflow measurement 
device. 
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EXCEPTION: An airflow rating at a pressure of 0.25 in. w.g. may be 


used, provided the duct sizing meets the prescriptive 
requirements of Table 403.8.5.2. 


403.8.6.5 Fan noise. Whole house exhaust and transfer fans 
located 4 feet or less from the interior grille shall have a sone 
rating of 1.0 or less measured at 0.10 inches water gauge. 
Manufacturer's noise ratings shall be determined as per HVI 
915. Remotely mounted fans shall be acoustically isolated 
from the structural elements of the building and from 
attached ductwork using insulated flexible duct or other 
approved material. 


403.8.7 Whole house ventilation integrated with forced- 
air systems. This section establishes minimum requirements 
for mechanical whole house ventilation systems using 
forced-air system fans. 


403.8.7.1 Outdoor air. Forced-air system fan ventilation 
systems shall provide outdoor air through one of the follow- 
ing methods: 

1. A dedicated outdoor air louver and outdoor air duct 
for each dwelling unit or ((gvest+eent)) sleeping unit shall 
supply outdoor air to the return side of the forced-air system 
fan; or 

2. A central outdoor air delivery system that supplies 
multiple dwelling units or ((guest+eems)) sleeping units shall 
supply outdoor air to the return side of the forced air system 
fan. 


403.8.7.2 Whole house forced-air system. Where outdoor 
air is provided to each habitable dwelling unit or ((geest 
reem)) sleeping unit by a forced-air system, the outdoor air 
duct shall be connected to the return air stream at a point 
within 4 feet upstream of the forced-air unit. It shall not be 
connected directly to the forced-air unit cabinet in order to 
prevent thermal shock to the heat exchanger. At a minimum, 
filtration of the outdoor air shall be provided at the forced-air 
unit. The filter shall be accessible for regular maintenance 
and replacement. The filter shall have a Minimum Efficiency 
Rating Value (MERV) of at least 6. 


403.8.8 Whole house ventilation with supply fan systems. 
This section establishes minimum requirements for mechani- 
cal whole house ventilation systems using supply fan sys- 
tems. 


403.8.8.1 Outdoor air. Supply fan ventilation systems shall 
provide outdoor air through one of the following methods: 

1. A dedicated outdoor air louver and outdoor air duct 
for each dwelling unit or ((gvest+eent)) sleeping unit shall 
supply outdoor air to a supply fan; or 

2. A central outdoor air supply fan system shall distrib- 
ute unconditioned or conditioned air to multiple dwelling 


units or ((guest+eems)) sleeping units. 


403.8.8.2 Whole house supply system. Where outdoor air 
is provided to each habitable dwelling unit or ((guest+eem)) 
sleeping unit by supply fan systems the outdoor air shall be 
filtered. 

The system filter may be located at the intake device or 
inline with the fan. The filter shall be accessible for regular 
maintenance and replacement. The filter shall have a Mini- 
mum Efficiency Rating Value (MERV) of at least 6. 
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403.8.9 Whole house ventilation with heat recovery or 
energy recovery ventilation systems. This section estab- 
lishes minimum requirements for mechanical whole house 
ventilation systems using heat recovery or energy recovery 
ventilation systems. 


403.8.9.1 Outdoor air. Heat recovery or energy recovery 
ventilation systems shall provide outdoor air through one of 
the following methods: 

1. A dedicated outdoor air louver and outdoor air duct 
for each dwelling unit or ((guest+eent)) sleeping unit shall 
supply outdoor air to the heat recovery or energy recovery 
ventilator; or 


2. A central outdoor air heat recovery or energy recovery 
unit shall distribute conditioned air to multiple dwelling units 
or ((gvest+eems)) sleeping units. 


403.8.9.2 Whole house heat recovery ventilator system. 
Where outdoor air is provided to each habitable dwelling 
unit or ((guest+eem)) sleeping unit by heat recovery or 
energy recovery ventilator the outdoor air shall be filtered. 
The filter shall be located on the upstream side of the heat 
exchanger in both the intake and exhaust airstreams with a 
Minimum Efficiency Rating Value (MERV) of at least 6. The 
system filter may be located at the intake device or inline 
with the fan. The filter shall be accessible for regular mainte- 
nance and replacement. 


403.8.10 ((Seuree-speeifie)) Local exhaust ventilation and 
whole house ventilation alternate performance or design 
requirements. In lieu of complying with Sections 403.8.4 or 
403.8.5 compliance with the section shall be demonstrated 
through engineering calculations by an engineer licensed to 
practice in the state of Washington or by performance testing. 
Documentation of calculations or performance test results 
shall be submitted to and approved by the building official. 
Performance testing shall be conducted in accordance with 
approved test methods. 


403.8.11 Alternate systems. When approved by the code 
official, systems designed in accordance with ASHRAE 
Standard 62.2((2907)) shall be permitted. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0404 Section 404—Enclosed parking 
garages and automobile repair facilities. 


((404-5)) 404.4 Automobile repair facilities. In buildings 
used for the repair of automobiles, each repair stall shall be 
equipped with an exhaust extension duct, extending to the 
outside of the building. Exhaust extension duct over 10 feet 
in length shall mechanically exhaust at least 300 cfm. Con- 
necting offices and waiting rooms shall be supplied with con- 
ditioned air under positive pressure. 
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AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0501 Section 501—General. 


(( : f : 
system-shal be discharged outdeors-ata 


pointowhereitwih net cause-attuisance-and net tess_thanthe 
distances -specified in Section 50121 Fhe ait shal be-dis- 


564-2-4)) 501.3.1 Location of exhaust outlets. The termina- 
tion point of exhaust outlets and ducts discharging to the out- 
doors shall be located with the following minimum distances: 

1. For ducts conveying explosive or flammable 
vapors, fumes or dusts: 30 feet (9144 mm) from the prop- 
erty line; 10 feet (3048 mm) from operable openings into the 
building; 6 feet (1829 mm) from exterior walls and roofs; 30 
feet (9144 mm) from combustible walls and operable open- 
ings into the building which are in the direction of the exhaust 
discharge; 10 feet (3048 mm) above adjoining grade. 

2. For other product-conveying outlets: 10 feet (3048 
mm) from property lines; 3 feet (914 mm) from exterior walls 
and roofs; 10 feet (3048 mm) from operable openings into the 
building; 10 feet (3048 mm) above adjoining grade. 

3. For environmental air exhaust other than enclosed 
parking garage and transformer vault exhaust: 3 feet 
(914 mm) from property lines, 3 feet (914 mm) from operable 
openings into buildings for all occupancies other that Group 
U, and 10 feet (3048 mm) from mechanical air intakes. Such 
exhaust shall not be considered hazardous or noxious. 


EXCEPTIONS: 


1. The separation between an air intake and exhaust 
outlet on a single listed package HVAC unit. 

2. Exhaust from environmental air systems other than 
garages may be discharged into an open parking 
garage. 

3. Except for Group I occupancies, where ventilation 
system design circumstances require building HVAC 
air to be relieved, such as during economizer opera- 
tion, such air may be relieved into an open or enclosed 
parking garage within the same building. 


4. Exhaust outlets serving structures in flood hazard 
areas shall be installed at or above the ((design-fleedtevel)) 
elevation required by Section 1613 of the International 
Building Code for utilities and attendant equipment. 

5. For enclosed parking garage exhaust system outlets 
and transformer vault exhaust system outlets: 10 feet (3048 
mm) from property lines which separate one lot from 
another; 10 feet (3048 mm) from operable openings into 
buildings; 10 feet (3048 mm) above adjoining ((grade)) fin- 
ished sidewalk. 

6. For elevator machinery rooms in enclosed or open 
parking garages: Exhaust outlets may discharge air directly 
into the parking garage. 

7. For specific systems see the following sections: 

7.1. Clothes dryer exhaust, Section 504.4. 
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7.2. Kitchen hoods and other kitchen exhaust equipment, 
Sections ((506-3)) 506.3.13, 506.4 and 506.5. 

7.3. Dust stock and refuse conveying systems, Section 
(6) 511.2. 

7.4. Subslab soil exhaust systems, Section 512.4. 

7.5. Smoke control systems, Section 513.10.3. 

7.6. Refrigerant discharge, Section 1105.7. 

7.7, Machinery room discharge, Section 1105.6.1. 


501.4 Pressure equalization. Mechanical exhaust systems 
shall be sized to remove the quantity of air required by this 


chapter to be exhausted. The system shall operate when air is 
required to be exhausted. Where mechanical exhaust is 
required in a room or space, such space shall be maintained 
with a neutral or negative pressure. Ifa greater quantity of air 
is supplied by a mechanical ventilating supply system than is 
removed by a mechanical exhaust for a room, adequate 


means shall be provided for the natural or mechanical 


exhaust of the excess air supplied. If only a mechanical 
exhaust system is installed for a room or if a greater quantity 
of air is removed by a mechanical exhaust system than is sup- 
plied by a mechanical ventilating supply system for a room, 
adequate makeup air consisting of supply air, transfer air or 
outdoor air shall be provided to satisfy the deficiency. The 
calculated building infiltration rate shall not be used to satisfy 
the requirements of this section. 


EXCEPTION: 


R-3 occupancies and dwelling units in R-2 occupan- 
cies are excluded from the pressure equalization 


requirement unless required by Section 504.5 or Sec- 
tion 505.2. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0504 Section 504—Clothes dryer 
exhaust. 


504.6.4.1 Specified length. The maximum length of the 
exhaust duct shall be 35 feet (10668 mm) from the connec- 
tion to the transition duct from the dryer to the outlet termi- 
nal. Where fittings are used, the maximum length of the 
exhaust duct shall be reduced in accordance with Table 
504.6.4.1. 

The maximum length of the duct may be increased in an 
engineered exhaust system when a listed and labeled exhaust 
booster fan is installed in accordance with the manufacturer's 
installation instructions. 


504.7.1 Protection required. Protective shield plates shall 
be provided in accordance with Section 504.6.7. 


504.8 Common exhaust systems for clothes dryers located 
in multistory structures. Where a common multistory duct 
system is designed and installed to convey exhaust from mul- 
tiple clothes dryers, the construction of the system shall be in 
accordance with all of the following: 

1. The shaft in which the duct is installed shall be con- 
structed and fire-resistance rated as required by the /nterna- 
tional Building Code. 

2. Dampers shall be prohibited in the exhaust duct. Pen- 
etrations of the shaft and ductwork shall be protected in 
accordance with Section 607.5.5, Exception 2. 
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3. Rigid metal ductwork shall be installed within the 
shaft to convey the exhaust. The ductwork shall be con- 
structed of sheet steel having a minimum thickness of 0.0187 
inch (0.4712 mm) (No. 26 gage) and in accordance with 
SMACNA Duct Construction Standards. 

4. The ductwork within the shaft shall be designed and 
installed without offsets. 

5. The exhaust fan motor design shall be in accordance 
with Section 503.2. 

6. The exhaust fan motor shall be located outside of the 
airstream. 

7. The exhaust fan shall run continuously, and shall be 
connected to a standby power source. 

8. Exhaust fan operation shall be monitored in an 
approved location and shall initiate an audible or visual sig- 
nal when the fan is not in operation. 

9. Makeup air shall be provided for the exhaust system to 
maintain the minimum flow for the exhaust fan when the dry- 
ers are not operating. Additionally, makeup air shall be pro- 
vided when required by Section 504.5. 

10. A cleanout opening shall be located at the base of the 
shaft to provide access to the duct to allow for cleaning and 


inspection. The finished opening shall be not less than 12 
inches by 12 inches (305 mm by 305 mm). 

11. Screens shall not be installed at the termination. 

12. The common multistory duct system shall serve only 
clothes dryers and shall be independent of other exhaust sys- 
tems. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0505 Section 505—Domestic kitchen 
exhaust equipment. 


505.1 Domestic systems. Where domestic range hoods and 
domestic appliances equipped with downdraft exhaust are 
located within dwelling units, such hoods and appliances 
shall discharge to the outdoors through sheet metal ducts con- 
structed of galvanized steel, stainless steel, aluminum or cop- 
per. Such ducts shall have smooth inner walls ((a8¢)), shall 
be air tight ((and)), shall be equipped with a backdraft 
damper((—Demestie range heed duct systems shalt net be 

: ; : Jand 


shall be independent of all other exhaust systems. 

Listed and labeled exhaust booster fans shall be permit- 
ted when installed in accordance with the manufacturer's 
installation instructions. 


EXCEPTIONS: 


1. Where installed in accordance with the manufac- 
turer's installation instructions and where mechanical 
ventilation is otherwise provided in accordance with 
Chapter 4, listed and labeled ductless range hoods 
shall not be required to discharge to the outdoors. 

2. Ducts for domestic kitchen cooking appliances 
equipped with downdraft exhaust systems shall be 
permitted to be constructed of Schedule 40 PVC pipe 
and fittings provided that the installation complies 
with all of the following: 

2.1. The duct shall be installed under a concrete slab 
poured on grade. 

2.2. The underfloor trench in which the duct is 
installed shall be completely backfilled with sand or 
gravel. 
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2.3. The PVC duct shall extend not more than 1 inch 
(25 mm) above the indoor concrete floor surface. 

2.4. The PVC duct shall extend not more than 1 inch 
(25 mm) above grade outside of the building. 

2.5. The PVC ducts shall be solvent cemented. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0506 Section 506—Commercial kitchen 
hood ventilation system ducts and exhaust equipment. 


506.3.9 Grease duct cleanout location, spacing and instal- 
lation. 


506.3.9.1 Grease duct horizontal cleanout. Cleanouts 
located on horizontal sections of ducts shall: 

1. Be spaced not more than 20 feet (6096 mm) apart. 

((Fhe cleanouts-shall)) 2. Be located (onthe side ofthe 
duetavith the opening nettessthan 11 inches-G8 mn) 
abovethe bottom ofthe duct_andnetiess)) not more than 10 
feet (3048 mm) from changes in direction that are greater 
than 45 degrees (0.79 rad). 

3. Be located on the bottom only where other locations 
are not available and shall be provided with internal dam- 


ming of the opening such that grease will flow past the open- 

ing without pooling. Bottom cleanouts and openings shall be 
approved for the application and installed liquid-tight. 

4. Not be closer than 1 inch (((25)) 25.4 mm) ((below-+the 

)) from the edges of the 


duct. 
5. Have dimensions ((skat+be)) of not less than 12 inches 


by 12 inches (305 mm by 305 mm) ((e#-eaeh-side)). Where 
((the)) such dimensions ((efthe-side-of the-duct prohibit the 


eleaneut)) preclude installation ((presertbed-herein)), the 
openings shall ((be-enthetep-efthe duct or the bottom ofthe 
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not less than 12 inches (305 mm) on one side and shall be 
large enough to provide access for cleaning and maintenance. 
6. Shall be located at grease reservoirs. 


506.3.9.2 Grease duct vertical cleanouts. Where ducts pass 
vertically through floors, cleanouts shall be provided. A min- 
imum of one cleanout shall be provided on each floor. Clea- 
nout openings shall be not less than 1 1/2 inches (38 mm) 
from all outside edges of the duct or welded seams. 


506.3.11 Grease duct enclosures. A grease duct serving a 
Type I hood that penetrates a ceiling, wall, floor or any con- 
cealed spaces shall be enclosed from the point of penetration 
to the outlet terminal. A duct shall penetrate exterior walls 
only at locations where unprotected openings are permitted 
by the International Building Code. The duct enclosure shall 
serve a single grease duct and shall not contain other ducts, 
piping or wiring systems. Duct enclosures shall be either 
field-applied or factory-built. Duct enclosures shall have a 
fire-resistance rating of not less than that of the assembly 
penetrated. The duct enclosure need not exceed 2 hours but 
shall not be less than 1 hour. Duct enclosures shall be as pre- 
scribed by Section 506.3.11.1, 506.3.11.2 or 506.3.11.3. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0507 Section 507—Commercial kitchen 
hoods. 


507.2.1 Type I hoods. Type I hoods shall be installed where 
cooking appliances produce grease or smoke. Type I hoods 
shall be installed over medium-duty, heavy-duty and extra- 
heavy-duty cooking appliances. Type I hoods shall be 
installed over light-duty cooking appliances that produce 
grease or smoke. 
EXCEPTIONS: 


1. A Type I hood shall not be required for an electric 
cooking appliance where an approved testing agency 
provides documentation that the appliance effluent 
contains 5 mg/m? or less of grease when tested at an 
exhaust flow rate of 500 cfm in accordance with Sec- 
tion 17 of UL 710B. 

2. A Type I hood shall not be required in an R-2 type 
occupancy with not more than 16 residents. 


507.2.3 Domestic cooking appliances used for commercial 
purposes. Domestic cooking appliances utilized for com- 


mercial purposes shall be provided with Type I, Type II or 
residential hoods as required for the type of appliances and 
processes in accordance with Table 507.2.2 and Sections 
507.2, 507.2.1 and 507.2.2. 


TABLE 507.2.2 
TYPE OF HOOD REQUIRED FOR DOMESTIC COOKING APPLIANCES 


IN THE FOLLOWING SPACES? ° 


Type of Space Type of Cooking Type of Hood 
Church 1. Boiling, steaming and warming precooked Type II hood 
food 
2. Roasting, pan frying and deep frying Type I hood 


Community or party room in apart- 


ment and condominium food 


1. Boiling, steaming and warming precooked 


2. Roasting, pan frying and deep frying 


Residential hood: or Type H hood 


Type I hood 


[17] 
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Type of Space Type of Cooking Type of Hood 
Day care 1. Boiling, steaming and warming precooked Residential hood: or Type II hood¢ 
food 
2. Roasting, pan frying and deep frying Type I hood 
Dormitory, boarding home, nurs- | 1. Boiling, steaming and warming precooked Type II hood 
ing home food 
2. Roasting, pan frying and deep frying Type I hood 


Office lunch room 


1. Boiling, steaming and warming precooked 


Residential hood: or Type H hood‘ 


food 


2. Roasting, pan frying and deep frying 


Type I hood 


a Commercial cooking appliances shall comply with Section 507.2. 


È Requirements in this table apply to electric or gas fuel appliances only. Solid fuel appliances or charbroilers require Type I hoods. 


£ Residential hood shall ventilate to the outside. 
4 Type II hood required when more than one appliance is used. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0601 Section 601—General. 


601.2 Air movement in egress elements. Corridors shall 
not serve as supply, return, exhaust, relief or ventilation air 
ducts. 


EXCEPTIONS: 1. Use of a corridor as a source of makeup air for 
exhaust systems in rooms that open directly onto such 
corridors, including toilet rooms, bathrooms, dressing 
rooms, smoking lounges and janitor closets, shall be 
permitted provided that each such corridor is directly 
supplied with ((extdeerair)) outdoor air at a rate 
greater than the rate of makeup air taken from the cor- 
ridor. 

2. Where located within a dwelling unit, the use of 
corridors for conveying return air shall not be prohib- 
ited. 

3. Where located within tenant spaces of one thousand 
square feet (93 m°) or less in area, utilization of corri- 
dors for conveying return air is permitted. 

4. Incidental air movement from pressurized rooms 
within health care facilities, provided that the corridor 
is not the primary source of supply or return to the 
room. 

5. Where such air is part of an engineered smoke con- 
trol system. 

6. Air supplied to corridors serving residential occu- 
pancies shall not be considered as providing ventila- 
tion air to the dwelling units subject to the following: 

6.1 The air supplied to the corridor is one hundred per- 
cent outside air; and 

6.2 The units served by the corridor have conforming 
ventilation air independent of the air supplied to the 
corridor; and 

6.3 For other than high-rise buildings, the supply fan 
will automatically shut off upon activation of corridor 
smoke detectors which shall be spaced at no more than 
thirty feet (9,144 mm) on center along the corridor; or 
6.4 For high-rise buildings, corridor smoke detector 
activation will close required smoke/fire dampers at 
the supply inlet to the corridor at the floor receiving 
the alarm. 


NEW SECTION 
WAC 51-52-0605 Section 605—Air filters. 


605.4 Particulate matter removal. Particulate matter fil- 
ters or air cleaners having a minimum efficiency reporting 
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value (MERV) of not less than 6 for ducted air handlers and 
not less than 4 for unducted air handlers shall be provided 
upstream of all cooling coils or other devices with wetted sur- 
faces through which air is supplied to an occupiable space. 


NEW SECTION 


WAC 51-52-0928 Section 928—Evaporative cooling 
equipment. 


928.1 General. Evaporative cooling equipment shall: 

1. Be installed in accordance with the manufacturer's 
instructions. 

2. Be installed on level platforms in accordance with 
Section 304.10. 

3. Have openings in exterior walls or roofs flashed in 
accordance with the International Building Code. 

4. Be provided with potable water backflow protection in 
accordance with backflow requirements in the plumbing 
code. 

5. Have air intake opening locations in accordance with 
Section 401.4. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-1000 Chapter 10—Boilers, water heat- 
ers and pressure vessels. 


((SECHONS 41003 FHROUGH OH; are notadepted- 
Betlers-andUnfired PressureVessels_are regulated by 
chapter 70-79 REW.)) 


Informational Note: Boilers and pressure vessels are regulated by chap- 
ter_70.79 RCW and chapter 296-104 WAC in addi- 
tion to the requirements of this code. 


1001.1 Scope. This chapter shall govern the installation, 
alteration and repair of boilers, water heaters and pressure 
vessels. 

EXCEPTIONS: 


1. Pressure vessels used for unheated water supply. 

2. Portable unfired_pressure_vessels_and Interstate 
Commerce Commission containers. 

3. Containers for bulk oxygen and medical gas. 

4. Unfired pressure vessels having a volume of 5 cubic 
feet (0.14 m3) or less operating at pressures not 
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exceeding 250 pounds per square inch (psi) (1724 
kPa) and located within occupancies of Groups B, F. 
H, M, R, S and U. 


5. Pressure vessels used in refrigeration systems that 
are regulated by Chapter 11 of this code. 


6. Pressure tanks used in conjunction with coaxial 
cables, telephone cables, power cables and other sim- 
ilar humidity control systems. 


7. Any boiler or pressure vessel subject to inspection 
by federal or state inspection programs. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-1500 Chapter 15—Referenced stan- 
dards. The following referenced standards are added to 
Chapter 15. 


ASHRAE 


62.2-((2007)) 2010 Ventilation and Acceptable Indoor Air 
Quality in Low-Rise Residential Buildings 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-21101 Section 101—General. 


101.2 Scope. This code shall apply to the installation of fuel 
gas piping systems, fuel gas utilization equipment, gaseous 
hydrogen systems and regulated accessories in accordance 


with Section 101.2.1 through 101.2.5. 
EXCEPTIONS: 1. Detached one- and two-family dwellings and multi- 
ple single-family dwellings (townhouses) not more 
than three stories high with separate means of egress 
and their accessory structures shall comply with the 
International Residential Code. 


2. The standards for liquefied petroleum gas installa- 
tions shall be the ((2008)) 2011 Edition of NFPA 58 
(Liquefied Petroleum Gas Code) and the ((2009)) 
2012 Edition of ANSI Z223.1/NFPA 54 (National 
Fuel Gas Code). 


NEW SECTION 


WAC 51-52-21401 Chapter 4—Gas piping installa- 
tions. 


401.9 Identification. Each length of pipe and tubing and 
each pipe fitting utilized in a mechanical system shall bear 
the identification of the manufacturer. 


EXCEPTION: The manufacturer identification for fittings and pipe 


nipples shall be on each piece or shall be printed on 
the fitting or nipple packaging or provided documen- 
tation. 


NEW SECTION 
WAC 51-52-21601 Chapter 6—Specific appliances. 


614.7.1 Protection required. Protective shield plates shall 
be provided in accordance with Section 614.6.3. 
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WSR 13-04-054 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 11:03 a.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2013. 

Purpose: Adoption and amendment of the 2012 Uniform 
Plumbing Code, chapter 51-56 WAC. This also includes 
repeal of chapter 51-57 WAC, Uniform Plumbing Code 
Appendix Chapters, which was incorporated into chapter 51- 
56 WAC. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 51-57-001, 51-57-002, 51-57-003, 51-57- 
004, 51-57-007, 51-57-008, 51-57-202000, 51-57-790000 
and 51-57-895000; and amending WAC 51-56-003, 51-56- 
008, 51-56-0100, 51-56-0200, 51-56-0300, 51-56-0400, 51- 
56-0500, 51-56-0600, 51-56-0700, 51-56-0900, 51-56-1100, 
51-56-1300, 51-56-1400, and 51-56-1600. 

Statutory Authority for Adoption: RCW 19.27.074 and 
19.27.031. 

Other Authority: Chapters 19.27 and 34.05 RCW. 

Adopted under notice filed as WSR 12-16-082 on July 
31, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: The following changes were made based on testi- 
mony provided at the public hearings. 

1. The state amendment to Section 601.2.2 relating to 
water pipe identification was removed. The new 2012 model 
code language in 601.2.2.1 is equivalent to the state amend- 
ment. 

2. The permitting language in Section 1601.3 was modi- 
fied to remove language pertaining to rainwater catchment 
systems and move it to a new section (Section 1702.2) in 
Chapter 17, Rainwater Catchment Systems. Additionally, 
duplicative language in new Section 1702.2.1 was removed. 

3. Requirements for abandonment of nonpotable (Alter- 
nate Source and Rainwater) water tanks were retained for the 
2012 edition. These sections were previously struck in the 
proposed code. Former Section 1622 will become new Sec- 
tion 1601.10, and Section 1632 will become new Section 
1702.12. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 2, Amended 12, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 4, Amended 2, Repealed 9. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 4, 
Amended 6, Repealed 9. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 6, Amended 14, Repealed 9. 

Date Adopted: November 9, 2012. 


C. Ray Allshouse 
Council Chair 
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Chapter 51-56 WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE ((2689)) 2012 EDITION OF THE UNI- 
FORM PLUMBING CODE 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-003 Uniform Plumbing Code. The 
((2099)) 2012 edition of the Uniform Plumbing Code, includ- 
ing Appendices A, B, and I, published by the International 
Association of Plumbing and Mechanical Officials, is hereby 
adopted by reference with the following additions, deletions 
and exceptions: Provided that chapters 12 and 15 of this code 
are not adopted. Provided further, that those requirements of 
the Uniform Plumbing Code relating to venting and combus- 
tion air of fuel fired appliances as found in chapter 5 and 
those portions of the code addressing building sewers are not 
adopted. 


NEW SECTION 


WAC 51-56-004 Conflicts between Appendix I and 
the manufacturer's installation instructions. Where a con- 
flict exists between the provisions of Appendix I and the 
manufacturer's installation instructions, the conditions of the 
listing and the manufacturer's installation instructions shall 


apply. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-008 Implementation. The Uniform 
Plumbing Code adopted by chapter 51-56 WAC shall 
become effective in all counties and cities of this state on July 
1, ((2048)) 2013, unless local government residential amend- 
ments have been approved by the state building code council. 


AMENDATORY SECTION (Amending WSR 04-01-110, 
filed 12/17/03, effective 7/1/04) 


WAC 51-56-0100 Chapter 1—Administration. 


101.4.1.4 Conflict Between Codes. Delete paragraph. 


shall have-a_beard of appeals _tehearand rule-on Phumbine 
Code-appeals—Mempbers_of the beard-shal be appointed by 
the jurisdiction Decisions by the board shal be repertedto 
the adie eae bathe Re j 

; oy authority-having 


103.1.3 Certification. State rules and regulations concerning 
certification shall apply. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-0200 Chapter 2—Definitions. 
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205.0 Certified Backflow Assembly Tester - A person cer- 
tified by the Washington state department of health under 
chapter 246-292 WAC to inspect (for correct installation and 
approval status) and test (for proper operation) approved 
backflow assemblies. 


210.0 Hot Water - Water at a temperature exceeding or 
equal to 100°F. 


211.0 Insanitary - A condition that is contrary to sanitary 
principles or is injurious to health. 
Conditions to which "insanitary" shall apply include the fol- 
lowing: 

(1) A trap that does not maintain a proper trap seal. 

(2) An opening in a drainage system, except where law- 
ful, that is not provided with an approved liquid-sealed trap. 


(3) A plumbing fixture or other waste discharging recep- 


tor or device that is not supplied with water sufficient to flush 
and maintain the fixture or receptor in a clean condition, 


except as otherwise provided in this code. 


(4) A defective fixture, trap, pipe, or fitting. 

(5) A trap, except where in this code exempted, directly 
connected to a drainage system, the seal of which is not pro- 
tected against siphonage and backpressure by a vent pipe. 

(6) A connection, cross-connection, construction, or 
condition, temporary or permanent, that would permit or 
make possible by any means whatsoever for an unapproved 
foreign matter to enter a water distribution system used for 
domestic purposes. 

(7) The foregoing enumeration of conditions to which 
the term "insanitary" shall apply, shall not preclude the appli- 
cation of that term to conditions that are, in fact, insanitary. 


218.0 Plumbing System - Includes all potable water, build- 
ing supply and distribution pipes, all reclaimed water sys- 
tems, all plumbing fixtures and traps, all drainage and vent 
pipe(s), and all building drains including their respective 
joints and connection, devices, receptors, and appurtenances 
within the property lines of the premises and shall include 
potable water piping, potable water treating or using equip- 
ment, medical gas and medical vacuum systems, and water 
heaters: Provided, That no certification shall be required for 
the installation of a plumbing system within the property 
lines and outside a building. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-0300 Chapter 3—General regulations. 


((30443)) 301.1.2 Standards. Standards listed or referred to 
in this chapter or other chapters cover materials which will 
conform to the requirements of this code, when used in accor- 
dance with the limitations imposed in this or other chapters 
thereof and their listing. Where a standard covers materials of 
various grades, weights, quality, or configurations, ((there 
maay—be-only-a)) the portion of the listed standard ((whieh)) 
that is applicable shall be used. Design and materials for spe- 
cial conditions or materials not provided for herein are 
allowed to be used by special permission of the authority hav- 
ing jurisdiction after the authority having jurisdiction has 
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been satisfied as to their adequacy in accordance with Section 
301.2. 


((34-4)) 310.4 Use of Vent and Waste Pipes. Except as 
hereinafter provided in Sections 908.0, 909.0, 910.0, and 


Appendix ((£)) C, no vent pipe shall be used as a soil or waste 
pipe, nor shall any soil or waste pipe be used as a vent. 


((343-6)) 312.6 Freezing Protection. No water, soil, or 
waste pipe shall be installed or permitted outside of a build- 
ing or in an exterior wall unless, where necessary, adequate 
provision is made to protect such pipe from freezing. All hot 
and cold water pipes installed outside the conditioned space 
shall be insulated to a minimum ((R-3)) R-4. 


((343-7)) 312.7 Fire-Resistant Construction. All pipe pen- 
etrating floor/ceiling assemblies and fire-resistance rated 
walls or partitions shall be protected in accordance with the 
requirements of the building code. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-0400 Chapter 4—Plumbing fixtures and 
fixture fittings. 


((402-6)) 402.5 Setting. Fixtures shall be set level and in 
proper alignment with reference to adjacent walls. No water 
closet or bidet shall be set closer than fifteen (15) inches (381 
mm) from its center to any side wall or obstruction nor closer 
than thirty (30) inches (762 mm) center to center to any sim- 
ilar fixture. The clear space in front of any water closet or 
bidet shall be not less than twenty-one (21) inches (533 mm). 
No urinal shall be set closer than twelve (12) inches (305 
mm) from its center to any side wall or partition nor closer 
than twenty-four (24) inches (610 mm) center to center. 


EXCEPTION: 


The installation of paper dispensers or accessibility 
grab bars shall not be considered obstructions. 


403.0 Water-Conserving Fixtures and Fittings. 


((482-4)) 403.1 The purpose of this section shall be to imple- 
ment water conservation performance standards in accor- 
dance with RCW 19.27.170. 


((462-2)) 403.2 Application. This section shall apply to all 
new construction and all remodeling involving replacement 
of plumbing fixtures and fittings in all residential, hotel, 
motel, school, industrial, commercial use, or other occupan- 
cies determined by the council to use significant quantities of 
water. Plumbing fixtures, fittings and appurtenances shall 
conform to the standards specified in this section and shall be 
provided with an adequate supply of potable water to flush 
and keep the fixtures in a clean and sanitary condition with- 
out danger of backflow or cross-connection. 


((492;3)) 403.3 Water Efficiency Standards. 


((402-3-4)) 403.3.1 Standards for Vitreous China Plumb- 
ing Fixtures. 


((402.3-4+-4)) 403.3.1.1 The following standards shall be 
adopted as plumbing materials, performance standards, and 
labeling standards for water closets and urinals. Water closets 
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and urinals shall meet either the ANSI/ASME standards or 
the CSA standard. 


ANSI/ASME Vitreous China Plumbing 

((AH219.2M-1998)) Fixtures 

A112.19.2-2008/CSA 

B45.1-2008 

ANSI/ASME A112.19.6- Hydraulic Requirements for 

1995 Water Closets and Urinals 

((CSA-B45. CSA -Standards-on Phimb- 
ing Fixtures) 


((492;3-42)) 403.3.1.2 The maximum water use allowed in 
gallons per flush (gpf) or liters per flush (Ipf) for any of the 
following water closets shall be the following: 


Tank-type toilets 1.6 gpf/6.0 Ipf 
1.6 gpf/6.0 Ipf 
1.6 gpf/6.0 Ipf 


1.6 gpf/6.0 Ipf 


Flushometer-valve toilets 
Flushometer-tank toilets 
Electromechanical hydraulic toilets 


EXCEPTIONS: 1. Water closets located in day care centers, intended 


for use by young children may have a maximum water 
use of 3.5 gallons per flush or 13.25 liters per flush. 
2. Water closets with bed pan washers may have a 
maximum water use of 3.5 gallons per flush or 13.25 
liters per flush. 

3. Blow out bowls, as defined in ANSI/ASME 
A112.19.2M, Section 5.1.2.3 may have a maximum 
water use of 3.5 gallons per flush or 13.25 liters per 
flush. 


((402.3-43)) 403.3.1.3 The maximum water use allowed for 
any urinal shall be 1.0 gallons per flush or 3.78 liters per 
flush. 


((402:3-43-+)) 403.3.1.3.1 Nonwater Urinals. Nonwater 
urinals shall be listed and comply with the applicable stan- 
dards referenced in Table ((444)) 1401.1. Nonwater urinals 
shall have a barrier liquid sealant to maintain a trap seal. Non- 
water urinals shall permit the uninhibited flow of waste 
through the urinal to the sanitary drainage system. Nonwater 
urinals shall be cleaned and maintained in accordance with 
the manufacturer's instructions after installation. Where non- 
water urinals are installed, they shall have a water distribu- 
tion line rough-in to the urinal location to allow for the instal- 
lation of an approved backflow prevention device in the 
event of a retrofit. 


((402-3-4-4)) 403.3.1.4 No urinal or water closet that operates 
on a continuous flow or continuous flush basis shall be per- 
mitted. 


((402-3-+5)) 403.3.1.5 This section does not apply to fixtures 
installed before the effective date of this section, that are 
removed and relocated to another room or area of the same 
building after the effective date of this section. 


((492-3-2)) 403.3.2 Standards for Plumbing Fixture Fit- 
tings. 


((482-3-2-+)) 403.3.2.1 The following standards are adopted 
as plumbing material, performance requirements, and label- 
ing standards for plumbing fixture fittings. Faucets, aerators, 
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and shower heads shall meet either the ANSI/ASME standard 
or the CSA standard. 


ANSI/ASME Plumbing Fixture Fit- 
(AH2484M-1996)) tings 
A112.18.1-2005/CSA B125-1- 

2005 

((CSA B25 Plumbing Fittings)) 


((4023-2-2)) 403.3.2.2 The maximum water use allowed for 
any shower head is 2.5 gallons per minute or 9.5 liters per 
minute. 


EXCEPTION: Emergency use showers shall be exempt from the 


maximum water usage rates. 


((462-3-2;3)) 403.3.2.3 The maximum water use allowed in 
gallons per minute (gpm) or liters per minute (lpm) for any of 
the following faucets and replacement aerators is the follow- 
ing: 


Lavatory faucets 2.5 gpm/9.5 Ipm 
Kitchen faucets 2.5 gpm/9.5 Ipm 
Replacement aerators 2.5 gpm/9.5 Ipm 
Public lavatory faucets other than 


metering 


0.5 gpm/1.9 Ipm 


((402-4)) 403.4 Metering Valves. Lavatory faucets located 
in restrooms intended for use by the general public shall be 
equipped with a metering valve designed to close by spring or 
water pressure when left unattended (self-closing). 


EXCEPTIONS: 1. Where designed and installed for use by persons 


with a disability. 
2. Where installed in day care centers, for use primar- 
ily by children under 6 years of age. 


((402-5)) 403.5 Prerinse Spray Valve. Commercial food 
service prerinse spray valves shall have a maximum flow rate 
of 1.6 gallons per minute (gpm) at 60 pounds-force per 
square inch (psi) (0.10 L/s at 414 kPa) in accordance with 
ASME A112.18.1/CSA B125.1 and shall be equipped with 
an integral automatic shutoff. 


403.6 Implementation. 

((402-5-+)) 403.6.1 The standards for water efficiency and 
labeling contained within Section 402.3 shall be in effect as 
of July 1, 1993, as provided in RCW 19.27.170 and amended 
July 1, 1998. 


((462-5:2)) 403.6.2 No individual, public or private corpora- 
tion, firm, political subdivision, government agency, or other 
legal entity, may, for purposes of use in the state of Washing- 
ton, distribute, sell, offer for sale, import, install, or approve 
for installation any plumbing fixtures or fittings unless the 
fixtures or fittings meet the standards as provided for in this 
section. 


((4075-Settine._ Fixtures shal be setteve -andin_proper 
algenmentiwith+eferenceto-adjacentvals_Neawater-eleset 
orbidet shal be set closer than fifteen 45 Hnehes BS 
fromits-centerte-any sidewall er obstruction ner cleserthan 
thitty-_GO}Hinehes (762 mm) centerto-centerte-_any similar 
fixture—The-clear-space infront of any water-cleset or bidet 
shall be nettess_than twenty-one} inches-_533-mmdNeo 
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urinal shal _be-set-eleserthan twelve 2 Hneches- 305mm) 
from-its-centerto-any_sidewall or_ partition ner-eleserthan 
twenty-four t24 inehes 1610 mm) centerte center, 


EXCEPTION: Fheinstallation_of paper_dispensers_or_aceessibitity 


444.2-Leestion-of Fleer Dreains-Floor drains shal be 
iastalledinthe folowi . 


twe-(2)-er-meorewater-eles- 


4442-4 Fotlet reoms-containing 
ee E 


44H4-7)) 408.4 Waste Outlet. Showers shall have a waste 
outlet and fixture tailpiece not less than 2 inches (50 mm) in 
diameter. Fixture tailpieces shall be constructed from the 
materials specified in Section 701.1 for drainage piping. 
Strainers serving shower drains shall have a waterway at least 
equivalent to the area of the tailpiece. 

EXCEPTION: 


In a residential dwelling unit where a 2 inch waste is 
not readily available and approval of the AHJ has been 
granted, the waste outlet, fixture tailpiece, trap and 
trap arm may be 1-1/2 inch when an existing tub is 
being replaced by a shower sized per Section 408.6 
(2). This exception only applies where one shower 
head rated at 2.5 gpm is installed. 


408.6 Shower Compartments. Shower compartments, 
regardless of shape, shall have a minimum finished interior of 


nine hundred (900) square inches (0.58 m°) and shall also be 
capable of encompassing a thirty inch (762 mm) circle. The 
minimum required area and dimensions shall be measured at 
a height equal to the top of the threshold and at a point tan- 
gent to its centerline. The area and dimensions shall be main- 
tained to a point of not less than seventy (70) inches (1.778 
mm) above the shower drain outlet with no protrusions other 
than the fixture valve or valves, shower head, soap dishes, 
shelves, and safety grab bars or rails. Fold-down seats in 
accessible shower stalls shall be permitted to protrude into 
the thirty (30) inch (762 mm) circle. 


EXCEPTIONS: 1. Showers that are designed to comply with ICC/ 


ANSI A117.1. 

2. The minimum required area and dimension shall 
not apply for a shower receptor having overall dimen- 
sions of not less than thirty (30) inches (762 mm) in 
width and sixty (60) inches (1,524 mm) in length. 


((442-6)) 414.3 Drainage Connection. Domestic dishwash- 
ing machines shall discharge indirectly through an air gap fit- 
ting in accordance with Section 807.4 into a waste receptor, a 
wye branch fitting on the tailpiece of a kitchen sink, or dish- 
washer connection of a food waste grinder. Commercial 
dishwashing machines shall discharge indirectly through an 
air gap. 


418.3 Location of Floor Drains. Floor drains shall be 
installed in the following areas: 

1. Toilet rooms containing two (2) or more water closets 
or a combination of one (1) water closet and one (1) urinal, 
except in a dwelling unit. The floor shall slope toward the 
floor drains. 
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2. Laundry rooms in commercial buildings and common 
laundry facilities in multifamily dwelling buildings. 


422.0 Minimum Number of Required Fixtures. For mini- 
mum number of plumbing fixtures required, see Building 
Code chapter 29 and Table 2902.1. 


Sections ((442+4)) 422.1 through ((442-6)) 422.5 and Table 
((4-+)) 422.1 are not adopted. 


AMENDATORY SECTION (Amending WSR 11-05-037, 
filed 2/8/11, effective 7/1/13) 


WAC 51-56-0500 Chapter 5—Water heaters. 
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501.0 General. The regulations of this chapter shall govern 
the construction, location, and installation of fuel burning and 
other water heaters heating potable water. The minimum 
capacity for water heaters shall be in accordance with the first 
hour rating listed in Table ((5-+)) 501.1. See the Mechanical 
Code for combustion air and installation of all vents and their 
connectors. All design, construction, and workmanship shall 
be in conformity with accepted engineering practices, manu- 
facturer's installation instructions, and applicable standards 
and shall be of such character as to secure the results sought 
to be obtained by this Code. No water heater shall be herein- 
after installed which does not comply in all respects with the 
type and model of each size thereof approved by the authority 
having jurisdiction. A list of accepted gas appliance standards 
is included in Table ((44-4)) 1401.1. 


TABLE ((5-4)) 501.113 


Number of Bathrooms 1 to 1.5 2 to 2.5 3 to 3.5 
Number of Bedrooms 1 2 3 2 3 4 5 3 4 5 6 
First Hour Rating’, Gallons 42 54 54 54 67 67 80 67 80 80 80 


Nonstorage and solar water heaters shall be sized to meet the appropriate first hour rating as shown in the table. 


Notes: 'The first hour rating is found on the "Energy Guide" label. 
3For replacement water heaters, see Section (4014-14) 101.6. 


((502-2-Chimney—Delete-definition. 
5023 Chi E Built Delete definition. 


505-+)) 504.1 Location. Water heater installation in bed- 
rooms and bathrooms shall comply with one of the following: 

(1) Fuel-burning water heaters may be installed in a 
closet located in the bedroom or bathroom provided the 
closet is equipped with a listed, gasketed door assembly and 
a listed self-closing device. The self-closing door assembly 
shall meet the requirements of Section 505.1.1. The door 
assembly shall be installed with a threshold and bottom door 
seal and shall meet the requirements of Section 505.1.2. All 
combustion air for such installations shall be obtained from 
the outdoors in accordance with the International Mechanical 
Code. The closet shall be for the exclusive use of the water 
heater. 

(2) Water heater shall be of the direct vent type. 


((506-2)) 505.2 Safety Devices. All storage-type water heat- 
ers deriving heat from fuels or types of energy other than gas, 
shall be provided with, in addition to the primary temperature 


[23] 


controls, an over-temperature safety protection device con- 
structed, listed, and installed in accordance with nationally 
recognized applicable standards for such devices and a com- 
bination temperature and pressure relief valve. 


((5070)) 506.0 Combustion Air. For issues relating to com- 
bustion air, see the Mechanical Code. 


Sections ((507+)) 506.1 through (($9049)) 506.9 are not 
adopted. 


Sections ((508-6)) 507.6 through ((508-9)) 507.9 are not 
adopted. 


((508-42Delete-entire-seetion 


50$-+4)) 507.13 Installation in ((Residentiat)) Garages. 
((G))) Appliances in ((residentiat)) garages and in adjacent 
spaces that open to the garage and are not part of the living 
space of a dwelling unit shall be installed so that burners, 
burner-ignition devices and ignition sources are located not 
less than 18 inches above the floor unless listed as flammable 
vapor ignition resistant. 


50848)) 507.16 Venting of Flue Gases - Delete entire sec- 
tion. 


Sections ((50829)) 507.18 through ((508-24-5)) 507.22 are 
not adopted. 


((546-8)) 509.0 Venting of Equipment. Delete entire sec- 
tion. 
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(54) 510.0 Sizing of Category I Venting Systems. 
Delete entire section. 


((542-6)) 511.0 Direct Vent Equipment. Delete entire sec- 
tion. 


((Chapter-5Part His net adepted.)) 


AMENDATORY SECTION (Amending WSR 12-07-018, 
filed 3/12/12, effective 4/12/12) 


WAC 51-56-0600 Chapter 6—Water supply and dis- 
tribution. ((604++Exceptiwhere- not deemed necessaryfor 


ee ania pea eR 


Beek aa een ee ka 
Se ROE ef-eress-connection, Taer oana 


604.2.2-Coler-andiformation.Each system shall beden i 7 i 
tified -with_acelered-pipe_orband and-codedawith paints, 
| ia] ible withthe sisian 
ExceptasreqhredHn-Chapter46-nonpotable-watersys- 
tens-shal havea yelow background vith blacktipperease 
lettering with the -words"“CAUTFION: NONPOFABEE WATER, 

DO-NOFBRINK" Each 


nonpotable-system-shall be identified 
te-desisnate the Hauid beine conveyed and the direction of 
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603-0-Cress-Connection-Contrek)) 603.1 General. Cross- 
connection control shall be provided in accordance with the 
provisions of this chapter. Devices or assemblies for protec- 
tion of the public water system must be models approved by 
the department of health under WAC 246-290-490. The 
authority having jurisdiction shall coordinate with the local 
water purveyor where applicable in all matters concerning 
cross-connection control within the property lines of the 
premises. 


No person shall install any water operated equipment or 
mechanism, or use any water treating chemical or substance, 
if it is found that such equipment, mechanism, chemical or 
substance may cause pollution or contamination of the 
domestic water supply. Such equipment or mechanism may 
be permitted only when equipped with an approved backflow 
prevention device or assembly. 


((603-4)) 603.2 Approval of Devices or Assemblies. Before 
any device or assembly is installed for the prevention of 
backflow, it shall have first been approved by the authority 
having jurisdiction. Devices or assemblies shall be tested for 
conformity with recognized standards or other standards 
acceptable to the authority having jurisdiction. Backflow pre- 
vention devices and assemblies shall comply with Table ((6- 
2)) 603.2, except for specific applications and provisions as 
stated in Section ((693-4)) 603.5.1 through ((693-4.22)) 
603.5.21. 

All devices or assemblies installed in a potable water 
supply system for protection against backflow shall be main- 
tained in good working condition by the person or persons 
having control of such devices or assemblies. Such devices or 
assemblies shall be tested in accordance with Section 
((693-3-3)) 603.4.2 and WAC 246-290-490. If found to be 
defective or inoperative, the device or assembly shall be 
replaced or repaired. No device or assembly shall be removed 
from use or relocated or other device or assembly substituted, 
without the approval of the authority having jurisdiction. 


Testing shall be performed by a Washington state depart- 
ment of health certified backflow assembly tester. 


TABLE ((6-2)) 603.2 
Backflow Prevention Devices, Assemblies and Methods 
The following line is deleted from the table: 


Pollution (Low Hazard) 


Contamination (High Hazard) 


for carbonated bev- 
erage dispensers 
(two independent 
check valves with a 
vent to the atmo- 
sphere.) 


Device, Assembly or | Applicable Back Back Back Back 
Method Standards Siphonage Pressure Siphonage Pressure Installation 
Backflow preventer | ASSE 1022 X Installation includes 


carbonated beverage 
machines or dispens- 
ers. These devices 
operate under inter- 
mittent or continuous 
pressure conditions. 
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((683-3-3)) 603.4.2 Testing. For devices and assemblies 
other than those regulated by the Washington department of 
health in conjunction with the local water purveyor for the 
protection of public water systems, the authority having juris- 
diction shall ensure that the premise owner or responsible 
person shall have the backflow prevention assembly tested by 
a Washington state department of health certified backflow 
assembly tester: 

(1) At the time of installation, repair or relocation; and 

(2) At least on an annual schedule thereafter, unless more 
frequent testing is required by the authority having jurisdic- 
tion. 


((603-4-6-+)) 603.5.6 Protection from Lawn Sprinklers 
and Irrigation Systems. Potable water supplies to systems 
having no pumps or connections for pumping equipment, and 
no chemical injection or provisions for chemical injection, 
shall be protected from backflow by one of the following 
devices: 

(1) Atmospheric vacuum breaker (A VB). 

(2) Pressure vacuum breaker backflow prevention 
assembly (PVB). 

(3) Spill-resistant pressure vacuum breaker (SVB). 

(4) Reduced pressure principle backflow ((preventer)) 
prevention assembly (RP). 

(5) A double check valve backflow prevention assembly 
(DC) may be allowed when approved by the water purveyor 
and the authority having jurisdiction. 


((603-4- i )) 
603.5.10 Steam or Hot Water Boilers, Potable water con- 
nections to steam or hot water boilers shall be protected by an 
air gap or a reduced pressure principle backflow preventer. 


((603-4-42)) 603.5.12 Beverage Dispensers. Potable water 
supply to carbonators shall be protected by a listed reduced 
pressure principle backflow preventer as approved by the 
authority having jurisdiction for the specific use. The back- 
flow preventer shall be located in accordance with Section 
((693:3-4)) 603.4.3. The piping downstream of the backflow 
preventer shall not be of copper, copper alloy, or other mate- 
rial that is affected by carbon dioxide. 


((603-4-44)) 603.5.13 Prohibited Location. Backflow pre- 
venters shall not be located in any area containing fumes or 
aerosols that are toxic, poisonous, infectious, or corrosive. 


((603-4.46-+)) 603.5.15 Protection from Fire Systems. 
Except as provided under Sections ((693-4462)) 603.5.15.1 


and ((603-4-46:3)) 603.5.15.2, potable water supplies to fire 
protection systems that are normally under pressure, includ- 
ing but not limited to standpipes and automatic sprinkler sys- 
tems, except in one or two family or townhouse residential 
flow-through or combination sprinkler systems piped in 
materials approved for potable water distribution systems, 
shall be protected from back-pressure and back-siphonage by 
one of the following testable devices: 

1. Double check valve backflow prevention assembly 
(DC). 


2. Double check detector fire protection backflow pre- 
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3. Reduced pressure principle backflow ((preventer)) 
prevention assembly (RP). 


4. Reduced pressure detector fire protection backflow 
prevention assembly. 


Potable water supplies to fire protection systems that are not 
normally under pressure shall be protected from backflow 
and shall meet the requirements of the appropriate stan- 
dard(s) referenced in Table ((44-4)) 1401.1. 


((684-45)) 604.14 Plastic water service piping may terminate 
within a building, provided the connection to the potable 
water distribution system shall be made as near as is practical 
to the point of entry and shall be accessible. Barbed insert fit- 
tings with hose clamps are prohibited as a transition fitting 
within the building. 


608.5 Drains. Relief valves located inside a building shall be 
provided with a drain, not smaller than the relief valve outlet, 
of galvanized steel, hard drawn copper piping and fittings, 
CPVC, PP, or listed relief valve drain tube with fittings which 
will not reduce the internal bore of the pipe or tubing (straight 
lengths as opposed to coils) and shall extend from the valve 
to the outside of the building, with the end of the pipe not 
more than two (2) feet (610 mm) nor less than six (6) inches 
(152 mm) above the ground or the flood level of the area 
receiving the discharge and pointing downward. Such drains 
may terminate at other approved locations. No part of such 
drain pipe shall be trapped or subject to freezing. The termi- 
nal end of the drain pipe shall not be threaded. 


EXCEPTION: 


Where no drainage was provided, replacement water 
heating equipment shall only be required to provide a 
drain pointing downward from the relief valve to 
extend between two feet (610 mm) and six inches (152 
mm) from the floor. No additional floor drain need be 
provided. 


610.4 Systems within the range of Table ((6-6)) 610.4 may be 
sized from that table or by the method set forth in Section 
610.5. 

Listed parallel water distribution systems shall be 
installed in accordance with their listing. 


612.1 General. Where residential fire sprinkler systems are 


installed, they shall be installed in accordance with the Inter- 
national Building Code or International Residential Code. 


613.0 Insulation of Potable Water Piping. Domestic water 
piping within commercial buildings shall be insulated in 
accordance with Section C403.2.8 and Table C403.2.8 or 
Section C404.6 of the Washington State Energy Code, as 
applicable. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-0700 Chapter 7—Sanitary drainage. 


((764-42)) 701.1 Drainage Piping. Materials for drainage 
piping shall be in accordance with one of the referenced stan- 
dards in Table 701.1 except that: 

1. No galvanized wrought-iron or galvanized steel pipe 
shall be used underground and shall be kept not less than 6 


vention assembly. 


inches (152 mm) above ground. 
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2. ABS and PVC DWV piping installations shall be 
installed in accordance with applicable standards in Table 
((444)) 1401.1. Except for individual single family dwelling 
units, materials exposed within ducts or plenums shall have a 
maximum flame-spread index of ((netamerethan)) 25 and a 
maximum smoke developed index of ((net4nerethan)) 50, 
when tested in accordance with ((theFest-fer-Surface-Burn- 
ing Characteristics of the Buildine Materials (See the Build- 
ine-Codestandards-based-on)) ASTM E-84 and (ANSHUL 
723(())). 

3. No vitrified clay pipe or fittings shall be used above 
ground or where pressurized by a pump or ejector. They shall 
be kept not less than 12 inches (305 mm) below ground. 

4. Copper tube for drainage and vent piping shall have a 
weight of not less than that of copper drainage tube type 
DWV. 

5. Stainless steel 304 pipe and fittings shall not be 
installed underground and shall be kept not less than 6 inches 
(152 mm) above ground. 

6. Cast-iron soil pipe and fittings shall be listed and 
tested in accordance with standards referenced in Table 
1401.1. Such pipe and fittings shall be marked with country 
of origin and identification of the original manufacturer in 
addition to markings required by referenced standards. 


Table 703.2 
MAXIMUM _ UNIT LOADING AND MAXIMUM LENGTH OF 
DRAINAGE AND VENT PIPING 
Notes: 

1. Excluding trap arm. 

2. Except sinks, urinals, and dishwashers - Exceeding 1 
fixture unit. 

3. Except six-unit traps or water closets. 

4. Only four water closets or six-unit traps allowed on a 
vertical pipe or stack; and not to exceed three water closets or 
six-unit traps on a horizontal branch or drain. 


EXCEPTION: 


In a single family dwelling addition or alteration 
where a 4 inch horizontal waste is not readily avail- 
able four water closets not to exceed 1.6 gpf each may 
be allowed on a 3 inch horizontal waste when 


approved by the AHJ. 


5. Based on one-fourth inch per foot (20.8 mm/m) slope. 
For one-eighths of an inch per foot (10.4 mm/m) slope, mul- 
tiply horizontal fixture units by a factor of 0.8. 

6. The diameter of an individual vent shall be not less 
than one and one-fourth inches (32 mm) nor less than one- 
half the diameter of the drain to which it is connected. Fix- 
ture unit load values for drainage and vent piping shall be 
computed from Table 702.1 and Table 702.2(b). Not to 
exceed one-third of the total permitted length of a vent shall 
be permitted to be installed in a horizontal position. Where 
vents are increased one pipe size for their entire length, the 
maximum length limitations specified in this table do not 
apply. This table is in accordance with the requirements of 
Section 901.2. 


704.3 Commercial Dishwashing Machines and Sinks. 
Except where specifically required to be connected indirectly 


to the drainage system, or when first approved by the author- 
ity having jurisdiction, all plumbing fixtures, drains, appurte- 
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nances, and appliances shall be directly connected to the 
drainage system of the building or premises. 


705.4.2 Mechanical Joints. Mechanical joints for cast-iron 
pipe and fittings shall be of the compression or mechanical 
joint coupling type. Compression type joints with an elasto- 
meric gasket for cast-iron hub and spigot pipe shall comply 
with ASTM C 564. Hub and spigot shall be clean and free of 
dirt, mud, sand, and foreign materials. Cut pipe shall be free 
from sharp edges. Fold and insert gasket into hub. Lubricate 
the joint following manufacturer's instructions. Insert spigot 
into hub until the spigot end of the pipe bottom out in the hub. 
Use the same procedure for the installation of fittings. 

A mechanical joint shielded coupling type for hubless 
cast-iron pipe and fittings shall have a metallic shield and 
shall comply with ASTM A 1056, ASTM C 1277, ASTM C 
1540, or CISPI 310. The elastomeric gasket shall comply 
with ASTM C 564. Hubless cast-iron pipe and fittings shall 
be clean and free of dirt, mud, sand, and foreign materials. 
Cut pipe shall be free from sharp edges. Gasket shall be 
placed on the end of the pipe or fitting and the stainless steel 
shield and clamp assembly on the end of the other pipe or fit- 
ting. Pipe or fittings shall be seated against the center stop 
inside the elastomeric sleeve. Slide the stainless steel shield 
and clamp assembly into position centered over the gasket 
and tighten. Bands shall be tightened using an approved cal- 
ibrated torque wrench specifically set by the manufacturer of 
the couplings. 


710.3 Sewage Ejector and Pumps. The minimum size of 
any pump or any discharge pipe from a sump having a water 
closet connected thereto shall be not less than two (2) inches 
(52 mm). 


((Seetiens-710.34 threueh 10-33 are net adepted.)) 


CHAPTER 7, PART II—BUILDING SEWERS 


Part II Building Sewers. Delete all of Part II (Sections 713 
through 723, and Tables ((77)) 717.1 and ((7+8)) 721.1). 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-0900 Chapter 9—Vents. 


((903-42)) 903.1 Applicable Standards. Vent pipe and fit- 
tings shall comply with the applicable standards referenced in 
Table 701.1, except that: 

1. No galvanized steel or 304 stainless steel pipe shall be 
installed underground and shall be not less than 6 inches (152 
mm) above ground. 

2. ABS and PVC DWV piping installations shall be 
installed in accordance with applicable standards in Table 
((444)) 1401.1. Except for individual single family dwelling 
units, materials exposed within ducts or plenums shall have a 
maximum flame-spread index of ((netsnerethan)) 25 and a 
maximum smoke developed index of ((net+merethan)) 50, 
when tested in accordance with ((the-Festfer-Surface-Burn- 


)) ASTM E-84 and ((ANSY))UL 
723(()). 
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((908.2-1-WherePermitted)) 908.2 Horizontal Wet Vent- 
ing for Bathroom Groups. Water closets, bathtubs, show- 
ers, bidets, and floor drains within one or two bathroom 
groups located on the same floor level and for private use 
shall be permitted to be vented by a wet vent. The wet vent 
shall be considered the vent for the fixtures and shall extend 
from the connection of the dry vent along the direction of the 
flow in the drain pipe to the most downstream fixture drain or 
trap arm connection to the horizontal branch drain. Each wet- 
vented fixture drain or trap arm shall connect independently 
to the wet-vented horizontal branch drain. Each individual 
fixture drain or trap arm shall connect horizontally to the wet- 
vented horizontal branch drain or shall be provided with a dry 
vent. The trap to vent distance shall be in accordance with 
Table ((40-4)) 1002.2. Only the fixtures within the bathroom 
groups shall connect to the wet-vented horizontal branch 
drain. The water closet fixture drain or trap arm connection to 
the wet vent shall be downstream of any fixture drain or trap 
arm connections. Any additional fixtures shall discharge 
downstream of the wet-vent system and be conventionally 
vented. 


NEW SECTION 


WAC 51-56-1000 Chapter 10—Traps and intercep- 
tors. 


1014.1.3 Food Waste Disposal Units and Dishwashers. 
Unless specifically required or permitted by the authority 
having jurisdiction, no food waste disposal unit or dish- 
washer shall be connected to or discharge into any hydrome- 
chanical grease interceptor. Commercial food waste dispos- 
ers shall be permitted to discharge directly into the building's 
drainage system. 


AMENDATORY SECTION (Amending WSR 07-01-094, 
filed 12/19/06, effective 7/1/07) 


WAC 51-56-1100 Chapter 11—Storm drainage. 


1101.3 Material Uses. Rainwater piping placed within the 
interior of a building or run within a vent or shaft shall be of 
cast iron, galvanized steel, wrought iron, brass, copper, lead, 
Schedule 40 ABS DWV, Schedule 40 PVC DWV, or other 
approved materials, and changes in direction shall conform to 
the requirements of Section 706.0. ABS and PVC DWV pip- 
ing installations shall be installed in accordance with IS 5 and 
IS 9. Except for individual single-family dwelling units, 
materials exposed within ducts or plenums shall have a max- 
imum flame-spread index of ((netmerethan)) 25 and a max- 
imum smoke-developed index of ((netmerethan)) 50, when 
tested in accordance with ((the Fest for Surface Burning 
Characteristies-of 

Code-standards-based-on)) ASTM E-84 and ((ANSH))UL 


723(())). 


((H64-42-6)) 1101.12 Cleanouts. Cleanouts for building 
storm drains shall comply with the requirements of this sec- 
tion. 

1101.12.1 ((Cleaneuts-for building storm drains-shall comply 
withthe requirements of this sectioen-)) Locations. Rain lead- 
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ers and conductors connected to a building storm sewer shall 
have a cleanout installed at the base of the outside leader or 
outside conductor before it connects to the horizontal drain. 
Cleanouts shall be placed inside the building near the connec- 
tion between the building drain and the building sewer or 
installed outside the building at the lower end of the building 
drain and extended to grade. 


1101.12.2 Cleaning. Each cleanout shall be installed so that 
it opens to allow cleaning in the direction of flow of the soil 
or waste or at right angles thereto, and except in the case of 
wye branch and end-of-line cleanouts, shall be installed ver- 
tically above the flow line of the pipe. 


1101.12.3 Access. Cleanouts installed under concrete or 
asphalt paving shall be made accessible by yard boxes, or 
extending flush with paving with approved materials and be 
adequately protected. 


1101.12.4 Manholes. Approved manholes may be installed 
in lieu of cleanouts when first approved by the authority hav- 
ing jurisdiction. The maximum distance between manholes 
shall not exceed three hundred (300) feet (91.4 m). 

The inlet and outlet connections shall be made by the use 
of a flexible compression joint no closer than twelve (12) 
inches (305 mm) to, and not farther than three (3) feet (914 
mm) from the manhole. No flexible compression joints shall 
be embedded in the manhole base. 


1108.0 Controlled-Flow Roof Drainage. This section is not 
adopted. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-1300 Chapter 13—Health care facilities 
and medical gas and vacuum systems. 


Part II Medical Gas and Vacuum Systems 
1309.0 Scope. 


1309.1 General. The provisions herein shall apply to the 
design, installation, testing, and verification of medical gas, 
medical vacuum systems, and related permanent equipment 
in hospitals, clinics, veterinary clinics and other heath care 
facilities. 


1309.2 Purpose. The purpose of this chapter is to provide 
minimum requirements for the design, installation, testing 
and verification of medical gas, medical vacuum systems, 
and related permanent equipment, from the central supply 
system to the station outlets or inlets. 


((434833)) 1321.3 Minimum Station Outlets/Inlets. Station 
outlets and inlets for medical gas and medical vacuum sys- 
tems for facilities licensed or certified by Washington state 
department of health (DOH) or Washington state department 
of social and health services (DSHS) shall be provided as 
listed in chapter 246-320 WAC as required by the applicable 
licensing rules as applied by DOH construction review ser- 
vices. All other medical gas and medical vacuum systems 
shall be provided as listed in Table ((43-3)) 1312.3. 


((4328-9)) 1327.0 System Verification. 
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((4328-4)) 1327.1 Verification. Prior to any medical gas sys- 
tem being placed in service, each and every system shall be 
verified as described in section 1328.2. 


((4328-4-4)) 1327.1.1 Verification Tests. Verification tests 
shall be performed only after all tests required in section 
((43246)) 1326.0, Installer Performed Tests, have been com- 
pleted. 

Testing shall be conducted by a party technically compe- 
tent and experienced in the field of medical gas and vacuum 
pipeline testing and meeting the requirements of ANSI/ASSE 
Standard 6030, Medical Gas Verifiers Professional Qualifi- 
cations Standard. 

Testing shall be performed by a party other than the 
installing contractor or material vendor. 

When systems have been installed by in-house person- 
nel, testing shall be permitted by personnel of that organiza- 
tion who meet the requirements of this section. 


AMENDATORY SECTION (Amending WSR 10-03-101, 
filed 1/20/10, effective 7/1/10) 


WAC 51-56-1400 Chapter 14—Referenced stan- 
dards. 


TABLE ((44-4)) 1401.1 
Standards for Materials, Equipment, Joints and Connec- 
tions 


Where more than one standard has been listed for the same 
material or method, the relevant portions of all such standards 
shall apply. 


Add the following standard to those listed in Table ((444)) 
1401.1: 


Standard Number Standard Title Application 
WAC 246-290-490 | Washington State Backflow Pro- 
Department of tection 


Health Cross-con- 
nection Control 
Requirements 


AMENDATORY SECTION (Amending WSR 12-07-018, 
filed 3/12/12, effective 4/12/12) 


WAC 51-56-1600 Chapter 16—((Gray—watersys- 


tems)) Alternate water sources for nonpotable applica- 
tions. 


((Part-4)) 1601.1.1 Allowable use of Alternative Water. 
Where approved or required by the authority having jurisdic- 
tion, alternate water sources (reclaimed (recycled) water, 
gray water and on-site treated nonpotable water) shall be per- 
mitted to be used in lieu of potable water for the applications 
identified in this chapter. Gray water shall not be used for 
irrigation except as permitted by the department of health 
tules. 


1601.2 System Design. Alternate water source systems in 
accordance with this chapter shall be designed by a person 
registered or licensed to perform plumbing design work. 
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Components, piping, and fittings used in an alternate water 
source system shall be listed. 


1601.3 Permit. It shall be unlawful for a person to construct, 
install, alter, or cause to be constructed, installed, or altered 
an alternate water source system in a building or on a premise 
without first obtaining a permit to do such work from the 
Authority Having Jurisdiction. 


1601.5.2 Maintenance Log. A maintenance log for gray 
water, and on-site treated nonpotable water systems required 


to have a permit in accordance with Section 1601.3 shall be 
maintained by the property owner and be available for 
inspection. The property owner or designated appointee shall 
ensure that a record of testing, inspection and maintenance in 
accordance with Table 1601.5 is maintained in the log. The 
log will indicate the frequency of inspection and maintenance 


for each system. 


1601.10 Abandonment. Where alternate water source sys- 
tems for nonpotable use are abandoned, the procedure for 
abandonment shall be as required by the Authority Having 
Jurisdiction. Components of the abandoned system includ- 
ing, but not limited to, pipe, tubing, fittings and valves shall 
not be used for potable water systems. 


1602.0 Gray Water Systems, is not adopted. Gray water 
shall not be used for irrigation except as permitted by the 
department of health rules. 


((Part-H 

4643 oupeteble Reuse Water Svstenis—_Generak 
(A}-Fhe-provisions-of Part H of this - chapter shalt apply 
he installation. ‘anal oaa] ie of 

potable reuseswater_intended te-supphuses-such-asawater 

elesetsurinals—and trap-_primers_for fleor_drains_and fleor 

sinks irrigation, industrial _preeesses 


aa egies Sin Ares bere er eens 
table -reuseswater-system-witheut approval by the Authority 
Havine Jurisdietiom 
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wastewatercompeonent that has 
beeradequately and relably treated, se-thatit can be-used for 
GreywaterorGrayWater—Domestictype flows from 
bathtubs, showers, bathroom sinks washing machines, dish- 
washers and kitchener utiity sinks _Graywater-dees_ net 
include flow from-atotet er urinal REW 90-46-0410) and 
Other-nenpetablewastewater-seurees from apphances 
water. 


4645.0-Permit.—t shall be anlawful for any_persente-con- 
struct sel aher E E E r 


S ee ee ee 
work fromthe Authority Having Jurisdiction. 
1616.0-D ; | Specifications The Authoris- H 


ing torisdiction- shall be permitedto+requite-anyoral of the 
folowing information tobe inchided-with or inthe plot plan 
re gn eee ee 


Pos A-plot plan drawn _te-seale_and completely dimen- 


Sened: a T E E 


S7 & exitiary ater supply end Ha Konpoleble 
reusedswater-supph_and metersdrain tines_and locations-of 
build lto bli i 
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the-words CAUTION: RECLAIMED WATER DONOF DRINK 


Fhe-minimunt sizeof the letters andtensth of the color field 


uppercase tetterine to-read “CAUHON: NONPOFABEE 
RECLAIMED WATER, DONOF DRINK" in intervals notte 
exceed five fect-(1,524 mm). Ad -valves; eee 


beinstaled in the-eppesite-_end of the room -containine the 
served fixtures_from the potable watertisers_or eppesitte 
ees E AE R A 


1647.0 Pipe M UPipe _Identifieation-_N. bl 
reused-watersystems-shaleomplywith-Sections-+6H7and 
416472. 


4647-4 Pipe-Materiat._Reclaimedavaterand nenpotable 
waterteuse-pipe,_vabres-and fittines shalt conform tethe 
requirements-of Sections 6040-6050 and 606-0- 

4617.2-1 Reelaimed-Water-_ Reclaimed watersystems shalt 
have-e-purple backeround vith black upperease lettering with 


requiredfiter. 
TEEF Overen The-colection reservoir shalt be 


pe N hee ea na 2 Sr Re Np aM TE 
Fhe-overflew-shah be indirectly connected tethe sanitary 
drainage-systent 


4648-4+-4-Drain- A drain shall be located-atthe lowest point 


ofthe colection reserveitand- shall be indirecth-connectedto 
the-sanitary_drainace system —The drain-shall be the same 
diameterasthe overflow_pipe required in Section 16184 3. 
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4618.4.6-Makeup-Water, Potableawater shall be-supphedas 
asouree-ofmakeup-water fof 


nonpotable-water-systems-that 
serve-_phimbine fixtures—Fhe-potable-supplyshaH-be-prfo- 
Lacainst backflow À th C] A full 


oe. e eed ene eee ee "Beried 
AEN E Oi heb ob E E Bs er 


Fhis-sien-shalt-be-pested in ateeation thatis-visible to 


anyoneworkine on -of near nonpotable reuse swater-equip- 
a 


4649.3-Where-water-clesets_and/or-ainals-_arefhished with 
nonpetable reuseswater, the fixture shall be labeled: 
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4619-4-Vah-e—Aceess Door Signs: Each nonpotable reuse 
water-valve-within-e-wall shall have its access door into-the 

with-a-warnHie sien-approxinately shcinehes 
by-sbcinehes- 152 4152 am ith weording n-onehalt 
ineh_(12-7 mm) fetters_on-a_purple_backeround Fhe size, 
shape, and format ofthe sien shall be substantially the same 
as-that specified in subsection {B) abeve—The signs shalt be 
attached inside the access-_deorframeand shall hang in the 
eee a one EE a 


shal-be-performed_onbeth the potable and nenpotable reuse 
watersystems—he potable and nonpotable reuse swatersys- 
tems-shall be isolated from each _otherand independently 


AE AN eaigt a aaa el 
seals-are-stit] in_place_and intact Valve control deersisns 


4620.2.2-Cress-Connection—Fest._The folowing procedure 
shalt be foHowed by the applheantin the presenceof the 


Authority Having _hirsdiction-and other authorities having 
parisdiction _te—determine whether 


a-eress_conmection 
occurred- 

(G Fhepotable-watersystem-shalbe-activatedand-pres- 
surized Fhe nenpotable reuse water-system shal be shut 
dowr-and completely drained 
ASA ee dae aang Ac eee tan ar eae 


a-potablewateroutletwould indicate that itis-connectedto 
the nenpotable reuseswater-system: 
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TE for How dusine thetectand crane ond sfthe 
period 

()Fhe-potable-water-system-shatHHthen-be-completely 
drained- 


(i}The-nonpotable-reuse-water-system-shallthen-be 


pressurized fora minimum period-oftime-speeified-by-the 
: JurisdictiomwhHethepotable-watersystem 


GHH Fixtures potable and reclaimed shall be tested and 
inspected for flew. Flew from any potable watersystem-out 
tet-shalLindicate-a-_eress-connection Ne flow from atienpe- 


x)}-Fhe—drain-on the potable water—systent_shall be 
checked for flow during the test and at the end ofthe period. 
OH there is ne-flow detected in-anyofthe frxturesthat 


ee ee 
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4624.0-Seope:_Appheations for raimwaterharvesting are 
isi elie iar ales For tis FeesOr eae! 


o 


waterclesetsurinals_hese bibbs, industrial appheations_and 
irrigation _purpeses—Other uses_may be alowed-awhen first 
aed RE EN ae 


Gy Potable Water niin to she building al Be hi 
dewn-atthe-meter- 


i) Th ; hall landdi 
connected- 


E UnA 
6}The-potable-water-systemshall-be-chlorinated-with 


eisternis-essential forthe health ofthe system: 
en the-sutter-or-dewnspout system _te-prevent the aceumula- 
tion ofleaves_needles_or-ether- debris in the system. 


wenty o se e e attest shal be 
system-shall be- permitted tebe recharged. 


ae Hi : c4 bl 
system, folowing the procedures_tsted subsection 1620.0 
BH sha be required Annual eress-connectiontestins, 
JOR ne Hie OE secs se seca te ET 


si condi don do hor EONS it Teng event shail he tost 
eccuttess_often than once in four- years—Alternatetesting 


} i | . d 44 i] . . G : 
tern te-the-destenated _fixtures- 
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4625.43-Sereen.—Corresion resistant wire-or other approved 


h kavi age tad ad cae. 
1625.14 Slepe-or Slopinge. Having a slope greater thant in 
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ee oe ee A 
the first 0.02 inch -of rainfall per 24 _heur period per-square 
feetefreefarea-_and shal be diverted away fromthe cistern: 
Discharge of any divertedavater shalt goto ateoeation 
approved by the Administrative Authority: 


Bee ah bonni 
2-A first fish is net required for systemsused-exchr 


ofarainwaterharvesting systent: An electrical permit forthe 
pump-or-ether electrical controls-a_buiding permit fer-eis- 
sina E e Orea ATOE D HEIDO a 


tppeation-Fheto: ssa aa ommust oep: 


system: 
+Siteorplotplanneludingsiteelevations- 


2-Adiagramoftherainwater harvesting systemGinetud- 
ing-piping-and equipment and domestic potable water sys- 
tems; e MTGE 


p) 9 ’ 


> 2 ? 


apts l ; l 
Cisterns-that-aretocated-ontop-ofebuilding-strueture-or-eis- 


Informatiominadditionto-thatlisted-above-may-be-nee- 
essary Hr seme instancesThe size and complexity ofthe 


building; STL aaa 


theawater-colHeeted has been usedin phimbing fixtures indus- 
trialappleationsorused foritication purposes- the parts-of 
the-colection and distribution system inchide the roof sur 
face -sutters-and dewnspouts, roof washer cistern, pump-and 


vested from +oof surfaces Harvest shall net eceurfromthe 
+Any-vehicularor pedestrian area: 
2Surfaceswaterruneff oer 


meet-material specifications found_in-the Uniform Plumbing 


Copper_er-_zine_cutters_and _dewaspeutsshal net be 


adebris-sereen that protects the roofwasher from the ntra- 


LBS Sie NCIC ST EEG EN ait NE 
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4628-444 All cisterns shal betisted foruseawith potable 


4628.4.2-4 For abeve-sradecisterns, the ratio of the cistern 
size shall not be greater than t-t height to-width, -provided 
mae f 1 dae eet 3 | foundati 


3 


the -heicht mayexceed the width subject te-approvalefthe 


steve "api aa annaa taaan 
vated-eroundwatertevets- 


4628.4.4 Pretection.—Cisterns-shal be protected from -sun- 


So ten ag err a nee 
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4628-5 Pump: Where-a-pump is provided in-_conjunetion 


PTE AnD hess Fittings 
and other-system-compenents shall bested foruse-con- 


beinstalled redd lieabl i À lards- 


to-preventtamperite_Where-an_openineis_ provided that 
could alow the-entry_of personnel the opening shall be 
maarked,"DANGER—CONFINED- SPACE." 


Each sigi shall-contain- one-half inch (12-7) letters ofa 


bo Gt Seta ne Piet EN canon OF te agny Shar DE 
epa a o Ee Ce ane SERRER 
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Fhis-sien-shalt-be-pested in ateeationthatis-visible to 
cer er ea 


cen ROSE T BOER re 


46340-System-Maintenanee: Rainwater harvesting systems 
shall besmaintained in functioning -orderfer the tife ofthe 
lana oe A NEES E 


Gde 


+32 yster Abandonment ihe oer eo farte 
harvesting-system-elects-to-cease-use-of; or_failste-_properly 


appreval(s)-)) 1604.1 General. The provisions of this sec- 


: llati 


tion shall apply to the installation, construction, alteration, 
and repair of on-site treated nonpotable water systems 
intended to supply uses such as water closets, urinals, trap 
primers for floor drains and floor sinks, and other uses 
approved by the authority having jurisdiction. 
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NEW SECTION 


WAC 51-56-1700 Chapter 17—Nonpotable rainwa- 
ter catchment systems. 


1702.0 Nonpotable Rainwater Catchment Systems. 


1702.1 General. The installation, construction, alteration, 
and repair of rainwater catchments systems intended to sup- 
ply uses such as water closets, urinals, trap primers for floor 
drains and floor sinks, irrigation, industrial processes, water 
features, cooling tower makeup and other uses shall be 
approved by the authority having jurisdiction. 


EXCEPTION: Exterior irrigation piping. 


1702.2 Permit. It shall be unlawful for a person to construct, 
install, alter, or cause to be constructed, installed, or altered a 
nonpotable rainwater catchment system in a building or on a 
premises without first obtaining a permit to do such work 
from the authority having jurisdiction. 


EXCEPTIONS: 1. A permit is not required for exterior rainwater 


catchment systems used for outdoor drip and subsur- 
face irrigation with a maximum storage capacity of 
360 gallons (1363 L). 

2. A plumbing permit is not required for rainwater 
catchment systems for single family dwellings where 
outlets, piping, and system components are located on 
the exterior of the building. This does not exempt the 
need for permits where required for electrical connec- 
tions, tank supports, or enclosures. 


1702.2.1 Plumbing Plan Submission. No permit for a rain- 
water catchment system shall be issued until complete 
plumbing plans, with data satisfactory to the Authority Hav- 
ing Jurisdiction, have been submitted and approved. 


1702.12 Abandonment. Where nonpotable rainwater catch- 
ment systems are abandoned, the procedure for abandonment 
shall be as required by the Authority Having Jurisdiction. 
Components of the abandoned system including, but not lim- 
ited to, pipe, tubing, fittings and valves shall not be used for 
potable water systems. 


NEW SECTION 


WAC 51-56-90700 Installation Standard 7-03— 
Polyethylene cold water building supply and yard piping. 


2.6.1 Location. Polyethylene piping may terminate within a 
building or structure. The connection to the potable water 
distribution system shall be accessible, except that it may be 
buried underground outside of the building or structure in an 
accessible location. Barbed insert fittings with hose clamps 
are prohibited within a building. 


NEW SECTION 


WAC 51-56-90800 Installation Standard 8-03—PVC 
cold water building supply and yard piping. 


2.7.1 Location. PVC piping may terminate within a building 
or structure. The connection to the potable water distribution 
system shall be accessible, except that it may be buried 
underground outside of the building or structure in an acces- 
sible location. 
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NEW SECTION 


WAC 51-56-92000 Installation Standard 20-2010— 
CPVC solvent cemented hot and cold water distribution 
systems. 


2.1.2 Primer. Listed primers shall be used that are compati- 
ble with the type of listed CPVC cement and pipe used. The 
primer shall be a true solvent for CPVC, containing no slow- 
drying ingredient. Cleaners shall not be allowed to be used as 
a substitute or equivalent for a listed primer. 


EXCEPTION: Listed solvent cements that do not require the use of 
primer shall be permitted for use with CPVC pipe and 
fittings, manufactured in accordance with ASTM 
D2845, 1/2 inch through 2 inches in diameter. 

REPEALER 


The following chapter of the Washington Administrative 
Code is repealed: 


WAC 51-57-001 Authority. 

WAC 51-57-002 Purpose. 

WAC 51-57-003 Uniform Plumbing Code 
Standards. 


WAC 51-57-004 Conflicts between Appendix 


I and the manufacturer's 
installation instructions. 


WAC 51-57-007 
WAC 51-57-008 
WAC 51-57-202000 


Exceptions. 
Implementation. 


Installation Standard 20- 
200—CPVC solvent 
cemented hot and cold water 
distribution systems. 


WAC 51-57-790000 Installation Standard 7-03— 
Polyethylene cold water 
building supply and yard pip- 


ing. 


WAC 51-57-895000 Installation Standard 8-03— 
PVC cold water building 


supply and yard piping. 
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PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 11:03 a.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2013. 

Purpose: Adoption and amendment of the 2012 Interna- 
tional Energy Conservation Code, Residential, chapter 51- 
11R WAC. This also includes repeal of the 2009 Washington 
State Energy Code, chapter 51-11 WAC. 

Citation of Existing Rules Affected by this Order: 
Repealing chapter 51-11 WAC. 

Statutory Authority for Adoption: 
and 19.27A.045. 


RCW 19.27A.020 
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Other Authority: Chapters 19.27 and 34.05 RCW. 


Adopted under notice filed as WSR 12-16-086 on July 
31, 2012. 


Changes Other than Editing from Proposed to Adopted 
Version: 1. WAC 51-11R-40211, 51-11R-40213, Tables 
R402.1.1 and R402.1.3: Data for climate zones outside of 
Washington state was removed for ease of use. Only Climate 
Zone 5/Marine 4 and Climate Zone 6 are applicable in this 
state. 


2. WAC 51-11R-40551, Table R405.5.2(1): Based on 
public comments received, the heating, cooling and service 
water heating systems columns were modified to include the 
specification that equipment must meet minimum federal 
efficiency standards for the standard reference design in the 
simulated performance path. 


3. WAC 51-11R-50000, Chapter 5: The reference for 
NFRC standards 100, 200 and 400 were corrected to the 2010 
editions per the International Code Council Errata. 


A final cost-benefit analysis is available by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
phone (360) 407-9277, fax (360) 586-9088, e-mail sbcc@ga. 
wa.gov, or see https://fortress.wa.gov/ga/apps/SBCC/File. 
ashx?cid=2328. 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 91, Amended 0, Repealed 151. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 91, Amended 0, Repealed 151. 

Date Adopted: November 30, 2012. 


C. Ray Allshouse 
Council Chair 


Chapter 51-11R WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE 2012 EDITION OF THE INTERNA- 
TIONAL ENERGY CONSERVATION CODE, RESI- 

DENTIAL 


NEW SECTION 
WAC 51-11R-10000 Chapter 1 [RE]—Scope and 
administration. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 51-11R-10100 Section R101—Scope and gen- 
eral requirements. 


R101.1 Title. This code shall be known as the International 
Energy Conservation Code of THE STATE OF WASHINGTON, 
and shall be cited as such. It is referred to herein as "this 
code." 


R101.2 Scope. This code applies to residential buildings and 
the buildings sites and associated systems and equipment. 
This code shall be the maximum and minimum energy code 
for residential construction in each town, city and county. 


R101.3 Intent. This code shall regulate the design and con- 
struction of buildings for the effective use and conservation 
of energy over the useful life of each building. This code is 
intended to provide flexibility to permit the use of innovative 
approaches and techniques to achieve this objective. This 
code is not intended to abridge safety, health or environmen- 
tal requirements contained in other applicable codes or ordi- 
nances. 


R101.4 Applicability. Where, in any specific case, different 
sections of this code specify different materials, methods of 
construction or other requirements, the most restrictive shall 
govern. Where there is a conflict between a general require- 
ment and a specific requirement, the specific requirement 
shall govern. 


R101.4.1 Existing buildings. Except as specified in this 
chapter, this code shall not be used to require the removal, 
alteration or abandonment of, nor prevent the continued use 
and maintenance of, an existing building or building system 
lawfully in existence at the time of adoption of this code. 


R101.4.2 Historic buildings. The building official may 
modify the specific requirements of this code for historic 
buildings and require in lieu of alternate requirements which 
will result in a reasonable degree of energy efficiency. This 
modification may be allowed for those buildings or structures 
that are listed in the state or national register of historic 
places; designated as a historic property under local or state 
designation law or survey; certified as a contributing resource 
with a national register listed or locally designated historic 
district; or with an opinion or certification that the property is 
eligible to be listed on the national or state registers of his- 
toric places either individually or as a contributing building 
to a historic district by the state historic preservation officer 
or the keeper of the national register of historic places. 


R101.4.3 Additions, alterations, renovations or repairs. 
Additions, alterations, renovations or repairs to an existing 
building, building system or portion thereof shall conform to 
the provisions of this code as they relate to new construction 
without requiring the unaltered portion(s) of the existing 
building or building system to comply with this code. Addi- 
tions, alterations, renovations or repairs shall not create an 
unsafe or hazardous condition or overload existing building 
systems. An addition shall be deemed to comply with this 
code if the addition alone complies or if the existing building 
and addition comply with this code as a single building. 


Permanent 


Washington State Register, Issue 13-04 


EXCEPTION: The following need not comply provided the energy 
use of the building is not increased: 

1. Storm windows installed over existing fenestration. 
2. Glass only replacements in an existing sash and 
frame. 

3. Existing ceiling, wall or floor cavities exposed dur- 
ing construction provided that these cavities are filled 
with insulation. 2x4 framed walls shall be insulated to 
a minimum of R-15 and 2x6 framed walls shall be 
insulated to a minimum of R-21. 

4. Construction where the existing roof, wall or floor 
cavity is not exposed. 

5. Reroofing for roofs where neither the sheathing nor 
the insulation is exposed. Roofs without insulation in 
the cavity and where the sheathing or insulation is 
exposed during reroofing shall be insulated either 
above or below the sheathing. 

6. Replacement of existing doors that separate condi- 
tioned space from the exterior shall not require the 
installation of a vestibule or revolving door, provided, 
however, that an existing vestibule that separates a 
conditioned space from the exterior shall not be 
removed. 

7. Alterations that replace less than 60 percent of the 
luminaires in a space, provided that such alterations 
do not increase the installed interior lighting power. 

8. Alterations that replace only the bulb and ballast 
within the existing luminaires in a space provided that 
the alteration does not increase the installed interior 
lighting power. 


The building official may approve designs of alterations 
or repairs which do not fully conform with all of the require- 
ments of this code where in the opinion of the building offi- 
cial full compliance is physically impossible and/or econom- 
ically impractical and: 

1. The alteration or repair improves the energy efficiency 
of the building; or 

2. The alteration or repair is energy efficient and is nec- 
essary for the health, safety, and welfare of the general pub- 
lic. 


R101.4.3.1 Mechanical systems. When a space-condition- 
ing system is altered by the installation or replacement of 
space-conditioning equipment (including replacement of the 
air handler, outdoor condensing unit of a split system air con- 
ditioner or heat pump, cooling or heating coil, or the furnace 
heat exchanger), the duct system that is connected to the new 
or replacement space-conditioning equipment shall be tested 
as specified in WSU RS-33. The test results shall be pro- 
vided to the building official and the homeowner. 


EXCEPTIONS: 1. Duct systems that are documented to have been pre- 


viously sealed as confirmed through field verification 
and diagnostic testing in accordance with procedures 
in WSU RS-33. 

2. Ducts with less than 40 linear feet in unconditioned 
spaces. 

3. Existing duct systems constructed, insulated or 
sealed with asbestos. 

4. Additions of less than 750 square feet. 


R101.4.4 Change in occupancy or use. Any space not 
within the scope of Section R101.2 which is converted to 
space that is within the scope of Section R101.2 shall be 
brought into full compliance with this code. 

Spaces undergoing a change in occupancy that would 
result in an increase in demand for either fossil fuel or electri- 
cal energy shall comply with this code. 
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R101.4.5 Change in space conditioning. Any noncondi- 
tioned space that is altered to become conditioned space shall 
be required to be brought into full compliance with this code. 


R101.4.6 Mixed occupancy. Where a building includes both 
residential and commercial occupancies, each occupancy 
shall be separately considered and meet the applicable provi- 
sions of the IECC - Commercial and Residential Provisions. 


R101.5 Compliance. Residential buildings shall meet the 
provisions of IECC - Residential Provisions. Commercial 
buildings shall meet the provisions of IECC - Commercial 
Provisions. 


R101.5.1 Compliance materials. The code official shall be 
permitted to approve specific computer software, work- 
sheets, compliance manuals and other similar materials that 
meet the intent of this code. 


R101.5.2 Low energy buildings. The following buildings, 
or portions thereof, separated from the remainder of the 
building by building thermal envelope assemblies complying 
with this code shall be exempt from the building thermal 
envelope provisions of this code. 

1. Those with a peak design rate of energy usage less 
than 3.4 Btu/h ° ft? (10.7 W/m?) or 1.0 watt/ft? (10.7 W/m?) of 
floor area for space conditioning purposes. 

2. Those that do not contain conditioned space. 

3. Greenhouses isolated from any conditioned space and 
not intended for occupancy. 


NEW SECTION 


WAC 51-11R-10200 Section R102—Alternate mate- 
rials—Method of construction, design or insulating sys- 
tems. 


R102.1 General. This code is not intended to prevent the use 
of any material, method of construction, design or insulating 
system not specifically prescribed herein, provided that such 
construction, design or insulating system has been approved 
by the code official as meeting the intent of this code. 


NEW SECTION 


WAC 51-11R-10300 Section R103—Construction 
documents. 


R103.1 General. Construction documents and other sup- 
porting data shall be submitted in one or more sets with each 
application for a permit. The construction documents shall 
be prepared by a registered design professional where 
required by the statutes of the jurisdiction in which the proj- 
ect is to be constructed. Where special conditions exist, the 
code official is authorized to require necessary construction 
documents to be prepared by a registered design professional. 


EXCEPTION: The code official is authorized to waive the require- 
ments for construction documents or other supporting 
data if the code official determines they are not neces- 


sary to confirm compliance with this code. 


R103.2 Information on construction documents. Con- 
struction documents shall be drawn to scale upon suitable 
material. Electronic media documents are permitted to be 
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submitted when approved by the code official. Construction 
documents shall be of sufficient clarity to indicate the loca- 
tion, nature and extent of the work proposed, and show in suf- 
ficient detail pertinent data and features of the building, sys- 
tems and equipment as herein governed. Details shall 
include, but are not limited to, as applicable, insulation mate- 
rials and their R-values; fenestration U-factors and SHGCs; 
area-weighted U-factor and SHGC calculations; mechanical 
system design criteria; mechanical and service water heating 
system and equipment types, sizes and efficiencies; econo- 
mizer description; equipment and systems controls; fan 
motor horsepower (hp) and controls; duct sealing, duct and 
pipe insulation and location; lighting fixture schedule with 
wattage and control narrative; and air sealing details. 


R103.3 Examination of documents. The code official shall 
examine or cause to be examined the accompanying con- 
struction documents and shall ascertain whether the construc- 
tion indicated and described is in accordance with the 
requirements of this code and other pertinent laws or ordi- 
nances. 


R103.3.1 Approval of construction documents. When the 
code official issues a permit where construction documents 
are required, the construction documents shall be endorsed in 
writing and stamped "Reviewed for Code Compliance." 
Such approved construction documents shall not be changed, 
modified or altered without authorization from the code offi- 
cial. Work shall be done in accordance with the approved 
construction documents. 


One set of construction documents so reviewed shall be 
retained by the code official. The other set shall be returned 
to the applicant, kept at the site of work and shall be open to 
inspection by the code official or a duly authorized represen- 
tative. 


R103.3.2 Previous approvals. This code shall not require 
changes in the construction documents, construction or des- 
ignated occupancy of a structure for which a lawful permit 
has been heretofore issued or otherwise lawfully authorized, 
and the construction of which has been pursued in good faith 
within 180 days after the effective date of this code and has 
not been abandoned. 


R103.3.3 Phased approval. The code official shall have the 
authority to issue a permit for the construction of part of an 
energy conservation system before the construction docu- 
ments for the entire system have been submitted or approved, 
provided adequate information and detailed statements have 
been filed complying with all pertinent requirements of this 
code. The holders of such permit shall proceed at their own 
risk without assurance that the permit for the entire energy 
conservation system will be granted. 


R103.4 Amended construction documents. Changes made 
during construction that are not in compliance with the 
approved construction documents shall be resubmitted for 
approval as an amended set of construction documents. 


R103.5 Retention of construction documents. One set of 
approved construction documents shall be retained by the 
code official for a period of not less than 180 days from date 
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of completion of the permitted work, or as required by state 
or local laws. 


NEW SECTION 
WAC 51-11R-10400 Section R104—Inspections. 


R104.1 General. Construction or work for which a permit is 
required shall be subject to inspection by the code official. 


R104.2 Required approvals. Work shall not be done 
beyond the point indicated in each successive inspection 
without first obtaining the approval of the code official. The 
code official, upon notification, shall make the requested 
inspections and shall either indicate the portion of the con- 
struction that is satisfactory as completed, or notify the per- 
mit holder or his or her agent wherein the same fails to com- 
ply with this code. Any portions that do not comply shall be 
corrected and such portion shall not be covered or concealed 
until authorized by the code official. 


R104.2.1 Wall insulation inspection. The building official, 
upon notification, shall make a wall insulation inspection in 
addition to those inspections required in Section R109 of the 
International Residential Code. This inspection shall be 
made after all wall and cavity insulation is in place and prior 
to cover. 


R104.3 Final inspection. The building shall have a final 
inspection and not be occupied until approved. 


R104.4 Reinspection. A building shall be reinspected when 
determined necessary by the code official. 


R104.5 Approved inspection agencies. The code official is 
authorized to accept reports of approved inspection agencies, 
provided such agencies satisfy the requirements as to qualifi- 
cations and reliability. 


R104.6 Inspection requests. It shall be the duty of the 
holder of the permit or their duly authorized agent to notify 
the code official when work is ready for inspection. It shall 
be the duty of the permit holder to provide access to and 
means for inspections of such work that are required by this 
code. 


R104.7 Reinspection and testing. Where any work or 
installation does not pass an initial test or inspection, the nec- 
essary corrections shall be made so as to achieve compliance 
with this code. The work or installation shall then be resub- 
mitted to the code official for inspection and testing. 


R104.8 Approval. After the prescribed tests and inspections 
indicate that the work complies in all respects with this code, 
a notice of approval shall be issued by the code official. 


R104.8.1 Revocation. The code official is authorized to, in 
writing, suspend or revoke a notice of approval issued under 
the provisions of this code wherever the certificate is issued 
in error, or on the basis of incorrect information supplied, or 
where it is determined that the building or structure, premise, 
or portion thereof is in violation of any ordinance or regula- 
tion or any of the provisions of this code. 
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NEW SECTION 
WAC 51-11R-10500 Section R105—Validity. 


R105.1 General. Ifa portion of this code is held to be illegal 
or void, such a decision shall not affect the validity of the 
remainder of this code. 


NEW SECTION 


WAC 51-11R-10600 Section R106—Referenced 
standards. 


R106.1 Referenced codes and standards. The codes and 
standards referenced in this code shall be those listed in 
Chapter 5, and such codes and standards shall be considered 
as part of the requirements of this code to the prescribed 
extent of each such reference and as further regulated in Sec- 
tions R106.1.1 and R106.1.2. 


R106.1.1 Conflicts. Where differences occur between provi- 
sions of this code and referenced codes and standards, the 
provisions of this code shall apply. 


R106.1.2 Provisions in referenced codes and standards. 
Where the extent of the reference to a referenced code or 
standard includes subject matter that is within the scope of 
this code, the provisions of this code, as applicable, shall take 
precedence over the provisions in the referenced code or stan- 
dard. 


R106.2 Conflicting requirements. Where the provisions of 
this code and the referenced standards conflict, the provisions 
of this code shall take precedence. 


R106.3 Application of references. References to chapter or 
section numbers, or to provisions not specifically identified 
by number, shall be construed to refer to such chapter, section 
or provision of this code. 


R106.4 Other laws. The provisions of this code shall not be 
deemed to nullify any provisions of local, state or federal law. 
In addition to the requirements of this code, all occupancies 
shall conform to the provisions included in the state building 
code (chapter 19.27 RCW). In case of conflicts among codes 
enumerated in RCW 19.27.031 (1) through (4) and this code, 
an earlier named code shall govern over those following. In 
the case of conflict between the duct sealing and insulation 
requirements of this code and the duct insulation require- 
ments of Sections 603 and 604 of the International Mechani- 
cal Code, the duct insulation requirements of this code shall 
govern. 


NEW SECTION 
WAC 51-11R-10700 Section R107—Fees. 


R107.1 Fees. A permit shall not be issued until the fees pre- 
scribed in Section R107.2 have been paid, nor shall an 
amendment to a permit be released until the additional fee, if 
any, has been paid. 


R107.2 Schedule of permit fees. A fee for each permit shall 
be paid as required, in accordance with the schedule as estab- 
lished by the applicable governing authority. 
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R107.3 Work commencing before permit issuance. Any 
person who commences any work before obtaining the neces- 
sary permits shall be subject to an additional fee established 
by the code official, which shall be in addition to the required 
permit fees. 


R107.4 Related fees. The payment of the fee for the con- 
struction, alteration, removal or demolition of work done in 
connection to or concurrently with the work or activity autho- 
rized by a permit shall not relieve the applicant or holder of 
the permit from the payment of other fees that are prescribed 
by law. 


R107.5 Refunds. The code official is authorized to establish 
a refund policy. 


NEW SECTION 


WAC 51-11R-10800 Section R108—Stop work 
order. 


R108.1 Authority. Whenever the code official finds any 
work regulated by this code being performed in a manner 
either contrary to the provisions of this code or dangerous or 
unsafe, the code official is authorized to issue a stop work 
order. 


R108.2 Issuance. The stop work order shall be in writing 
and shall be given to the owner of the property involved, or to 
the owner's agent, or to the person doing the work. Upon 
issuance of a stop work order, the cited work shall immedi- 
ately cease. The stop work order shall state the reason for the 
order, and the conditions under which the cited work will be 
permitted to resume. 


R108.3 Emergencies. Where an emergency exists, the code 
official shall not be required to give a written notice prior to 
stopping the work. 


R108.4 Failure to comply. Any person who shall continue 
any work after having been served with a stop work order, 
except such work as that person is directed to perform to 
remove a violation or unsafe condition, shall be liable to a 
fine as established by the applicable governing entity. 


NEW SECTION 


WAC 51-11R-10900 Section R109—Board of 
appeals. 


R109.1 General. In order to hear and decide appeals of 
orders, decisions or determinations made by the code official 
relative to the application and interpretation of this code, 
there shall be and is hereby created a board of appeals. The 
code official shall be an ex officio member of said board but 
shall have no vote on any matter before the board. The board 
of appeals shall be appointed by the governing body and shall 
hold office at its pleasure. The board shall adopt rules of pro- 
cedure for conducting its business, and shall render all deci- 
sions and findings in writing to the appellant with a duplicate 
copy to the code official. 


R109.2 Limitations on authority. An application for appeal 
shall be based on a claim that the true intent of this code or 
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the rules legally adopted thereunder have been incorrectly 
interpreted, the provisions of this code do not fully apply or 
an equally good or better form of construction is proposed. 
The board shall have no authority to waive requirements of 
this code. 


R109.3 Qualifications. The board of appeals shall consist of 
members who are qualified by experience and training and 
are not employees of the jurisdiction. 


NEW SECTION 


WAC 51-11R-11000 Section R110—Violations. It 
shall be unlawful for any person, firm, or corporation to erect 
or construct any building, or remodel or rehabilitate any 
existing building or structure in the state, or allow the same to 
be done, contrary to or in violation of any of the provisions of 
this code. 


NEW SECTION 


WAC 51-11R-11100 Section R111—Liability. Noth- 
ing contained in this code is intended to be nor shall be con- 
strued to create or form the basis for any liability on the part 
of any city or county or its officers, employees or agents for 
any injury or damage resulting from the failure of a building 
to conform to the provisions of this code. 


NEW SECTION 
WAC 51-11R-20000 Chapter 2 [RE]—Definitions. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11R-20100 Section R201—General. 


R201.1 Scope. Unless stated otherwise, the following words 
and terms in this code shall have the meanings indicated in 
this chapter. 


R201.2 Interchangeability. Words used in the present tense 
include the future; words in the masculine gender include the 
feminine and neuter; the singular number includes the plural 
and the plural includes the singular. 


R201.3 Terms defined in other codes. Terms that are not 
defined in this code but are defined in the International 
Building Code, International Fire Code, International Fuel 
Gas Code, International Mechanical Code, Uniform Plumb- 
ing Code or the International Residential Code shall have the 
meanings ascribed to them in those codes. 


R201.4 Terms not defined. Terms not defined by this chap- 
ter shall have ordinarily accepted meanings such as the con- 
text implies. 


NEW SECTION 


WAC 51-11R-20200 Section R202—General defini- 
tions. 
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NEW SECTION 


WAC 51-11R-20201 Section R202.1—A. 
ABOVE-GRADE WALL. A wall enclosing conditioned space 
that is not a below-grade wall. This includes between-floor 
spandrels, peripheral edges of floors, roof and basement knee 
walls, dormer walls, gable end walls, walls enclosing a man- 
sard roof and skylight shafts. 

ACCESSIBLE. Admitting close approach as a result of not 
being guarded by locked doors, elevation or other effective 
means (see "Readily accessible"). 

ADDITION. An extension or increase in the conditioned space 
floor area or height of a building or structure. 

ADVANCED FRAMED WALLS. Studs framed on 24-inch cen- 
ters with double top plate and single bottom plate. Corners 
use two studs or other means of fully insulating corners, and 
one stud is used to support each header. Headers consist of 
double 2x material with R-10 insulation between the header 
and exterior sheathing. Interior partition wall/exterior wall 
intersections are fully insulated in the exterior wall. (See 
Standard Framing and Appendix A, of this code.) 

AIR BARRIER. Material(s) assembled and joined together to 
provide a barrier to air leakage through the building enve- 
lope. An air barrier may be a single material or a combina- 
tion of materials. 

ALTERATION. Any construction or renovation to an existing 
structure other than repair or addition that requires a permit. 
Also, a change in a mechanical system that involves an exten- 
sion, addition or change to the arrangement, type or purpose 
of the original installation that requires a permit. 
APPROVED. Approval by the code official as a result of 
investigation and tests conducted by him or her, or by reason 
of accepted principles or tests by nationally recognized orga- 
nizations. 

AUTOMATIC. Self-acting, operating by its own mechanism 
when actuated by some impersonal influence, as, for exam- 
ple, a change in current strength, pressure, temperature or 
mechanical configuration (see "Manual"). 


NEW SECTION 


WAC 51-11R-20202 Section R202.2—B. 
BASEMENT WALL. See above-grade wall and below-grade 
wall. 
BELOW-GRADE WALL. That portion of a wall in the building 
envelope that is entirely below the finish grade and in contact 
with the ground. 
BUILDING. Any structure used or intended for supporting or 
sheltering any use or occupancy, including any mechanical 
systems, service water heating systems and electric power 
and lighting systems located on the building site and support- 
ing the building. 
BUILDING SITE. A contiguous area of land that is under the 
ownership or control of one entity. 
BUILDING THERMAL ENVELOPE. The below-grade walls, 
above-grade walls, floor, roof, and any other building ele- 
ments that enclose conditioned space or provides a boundary 
between conditioned space and exempt or unconditioned 
space. 
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NEW SECTION 


WAC 51-11R-20203 Section R202.3—C. 
C-FACTOR (THERMAL CONDUCTANCE). The coefficient of 
heat transmission (surface to surface) through a building 
component or assembly, equal to the time rate of heat flow 
per unit area and the unit temperature difference between the 
warm side and cold side surfaces (Btu/h ft? x °F) [W/(m? x 
K)]. 
CODE OFFICIAL. The officer or other designated authority 
charged with the administration and enforcement of this 
code, or a duly authorized representative. 
COMMERCIAL BUILDING. For this code, all buildings that are 
not included in the definition of "Residential buildings." 
CONDITIONED FLOOR AREA. The horizontal projection of 
the floors associated with the conditioned space. 
CONDITIONED SPACE. An area or room within a building 
being heated or cooled, containing uninsulated ducts, or with 
a fixed opening directly into an adjacent conditioned space. 
CONTINUOUS AIR BARRIER. A combination of materials and 
assemblies that restrict or prevent the passage of air through 
the building thermal envelope. 
CONTINUOUS INSULATION (c.i.). Insulation that is continuous 
across all structural members without thermal bridges other 
than fasteners and service openings. It is installed on the inte- 
rior or exterior or is integral to any opaque surface of the 
building envelope. 
CURTAIN WALL. Fenestration products used to create an 
external nonload-bearing wall that is designed to separate the 
exterior and interior environments. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11R-20204 Section R202.4—D. 
DEMAND RECIRCULATION WATER SYSTEM. A water distri- 
bution system where pump(s) prime the service hot water 
piping with heated water upon demand for hot water. 
DUCT. A tube or conduit utilized for conveying air. The air 
passages of self-contained systems are not to be construed as 
air ducts. 
DUCT SYSTEM. A continuous passageway for the transmis- 
sion of air that, in addition to ducts, includes duct fittings, 
dampers, plenums, fans and accessory air-handling equip- 
ment and appliances. 
DWELLING UNIT. A single unit providing complete indepen- 
dent living facilities for one or more persons, including per- 
manent provisions for living, sleeping, eating, cooking and 
sanitation. 


NEW SECTION 


WAC 51-11R-20205 Section R202.5—E. 
ENERGY ANALYSIS. A method for estimating the annual 
energy use of the proposed design and standard reference 
design based on estimates of energy use. 
ENERGY COST. The total estimated annual cost for purchased 
energy for the building functions regulated by this code, 
including applicable demand charges. 
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ENERGY SIMULATION TOOL. An approved software pro- 
gram or calculation-based methodology that projects the 
annual energy use of a building. 

ENTRANCE DOOR. Fenestration products used for ingress, 
egress and access in nonresidential buildings including, but 
not limited to, exterior entrances that utilize latching hard- 
ware and automatic closers and contain over 50 percent glass 
specifically designed to withstand heavy use and possibly 
abuse. 

EXTERIOR WALL. Walls including both above-grade walls 
and below-grade walls. 


NEW SECTION 


WAC 51-11R-20206 Section R202.6—F. 
FENESTRATION. Skylights, roof windows, vertical windows 
(fixed or moveable), opaque doors, glazed doors, glazed 
block and combination opaque/glazed doors. Fenestration 
includes products with glass and nonglass glazing materials. 
FENESTRATION AREA. Total area of the fenestration mea- 
sured using the rough opening, and including the glazing, 
sash and frame. 
FENESTRATION PRODUCT, FIELD-FABRICATED. A fenestra- 
tion product whose frame is made at the construction site of 
standard dimensional lumber or other materials that were not 
previously cut, or otherwise formed with the specific inten- 
tion of being used to fabricate a fenestration product or exte- 
rior door. Field fabricated does not include site-built fenes- 
tration. 
FENESTRATION PRODUCT, SITE-BUILT. A fenestration 
designed to be made up of field-glazed or field-assembled 
units using specific factory cut or otherwise factory-formed 
framing and glazing units. Examples of site-built fenestra- 
tion include storefront systems, curtain walls, and atrium roof 
systems. 
F-FACTOR. The perimeter heat loss factor for slab-on-grade 
floors (Btu/h x ft x °F) [W/(m x K)]. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11R-20207 Section R202.7—G. 


NEW SECTION 


WAC 51-11R-20208 Section R202.8—H. 
HEATED SLAB-ON-GRADE FLOOR. Slab-on-grade floor con- 
struction in which the heating elements, hydronic tubing, or 
hot air distribution system is in contact with, or placed within 
or under, the slab. 
HIGH-EFFICACY LAMPS. Compact fluorescent lamps, T-8 or 
smaller diameter linear fluorescent lamps, or lamps with a 
minimum efficacy of: 

1. 60 lumens per watt for lamps over 40 watts; 

2. 50 lumens per watt for lamps over 15 watts to 40 
watts; and 

3. 40 lumens per watt for lamps 15 watts or less. 
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NEW SECTION 


WAC 51-11R-20209 Section R202.9—I. 
INFILTRATION. The uncontrolled inward air leakage into a 
building caused by the pressure effects of wind or the effect 
of differences in the indoor and outdoor air density or both. 
INSULATING SHEATHING. An insulating board with a core 
material having a minimum R-value of R-2. 

INTEGRATED ENERGY EFFICIENCY RATIO (IEER). A single- 
number figure of merit expressing cooling part-load EER 
efficiency for unitary air-conditioning and heat pump equip- 
ment on the basis of weighted operation at various load 
capacities for the equipment. 

INTERMEDIATE FRAMED WALLS. Studs framed on 16-inch 
centers with double top plate and single bottom plate. Cor- 
ners use two studs or other means of fully insulating corners, 
and each opening is framed by two studs. Headers shall be 
insulated to R-10. 


NEW SECTION 
WAC 51-11R-20210 Section R202.10—J. 


NEW SECTION 
WAC 51-11R-20211 Section 202.11—K. 


NEW SECTION 


WAC 51-11R-20212 Section R202.12—L. 
LABELED. Equipment, materials or products to which have 
been affixed a label, seal, symbol or other identifying mark of 
a nationally recognized testing laboratory, inspection agency 
or other organization concerned with product evaluation that 
maintains periodic inspection of the production of the above- 
labeled items and whose labeling indicates either that the 
equipment, material or product meets identified standards or 
has been tested and found suitable for a specified purpose. 
LISTED. Equipment, materials, products or services included 
in a list published by an organization acceptable to the code 
official and concerned with evaluation of products or services 
that maintains periodic inspection of production of listed 
equipment or materials or periodic evaluation of services and 
whose listing states either that the equipment, material, prod- 
uct or service meets identified standards or has been tested 
and found suitable for a specified purpose. 
LOW-VOLTAGE LIGHTING. A lighting system consisting of 
an isolating power supply, the low voltage luminaires, and 
associated equipment that are all identified for the use. The 
output circuits of the power supply operate at 30 volts (42.4 
volts peak) or less under all load conditions. 


NEW SECTION 


WAC 51-11R-20213 Section R202.13—M. 
MANUAL. Capable of being operated by personal interven- 
tion (see "Automatic"). 


NEW SECTION 
WAC 51-11R-20214 Section R202.14—N. 
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NEW SECTION 
WAC 51-11R-20215 Section R202.15—O. 


NEW SECTION 


WAC 51-11R-20216 Section R202.16—P. 
PROPOSED DESIGN. A description of the proposed building 
used to estimate annual energy use for determining compli- 
ance based on total building performance. 


NEW SECTION 
WAC 51-11R-20217 Section R202.17—Q. 


NEW SECTION 


WAC 51-11R-20218 Section R202.18—R. 
READILY ACCESSIBLE. Capable of being reached quickly for 
operation, renewal or inspection without requiring those to 
whom ready access is requisite to climb over or remove 
obstacles or to resort to portable ladders or access equipment 
(see "Accessible"). 
REPAIR. The reconstruction or renewal of any part of an 
existing building. 
RESIDENTIAL BUILDING. For this code, includes detached 
one- and two-family dwellings and multiple single-family 
dwellings (townhouses) as well as Group R-2, R-3 and R-4 
buildings three stories or less in height above grade plane. 
ROOF ASSEMBLY. A system designed to provide weather 
protection and resistance to design loads. The system con- 
sists of a roof covering and roof deck or a single component 
serving as both the roof covering and the roof deck. A roof 
assembly includes the roof covering, underlayment, roof 
deck, insulation, vapor retarder and interior finish. 
R-VALUE (THERMAL RESISTANCE). The inverse of the time 
rate of heat flow through a body from one of its bounding sur- 
faces to the other surface for a unit temperature difference 
between the two surfaces, under steady state conditions, per 
unit area (A ° ft? * °F/Btu) [(m? * K)/W]. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11R-20219 Section R202.19—S. 

SERVICE WATER HEATING. Supply of hot water for purposes 
other than comfort heating. 

SKYLIGHT. Glass or other transparent or translucent glazing 
material installed at a slope of less than 60 degrees (1.05 rad) 
from horizontal. Glazing material in skylights, including unit 
skylights, solariums, sunrooms, roofs and sloped walls is 
included in this definition. 

SLAB-ON-GRADE FLOOR. That portion of a slab floor of the 
building envelope that is in contact with the ground and that 
is either above grade or is less than or equal to 24 inches 
below the final elevation of the nearest exterior grade. 
SMALL BUSINESS. Any business entity (including a sole pro- 
prietorship, corporation, partnership or other legal entity) 
which is owned and operated independently from all other 
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businesses, which has the purpose of making a profit, and 
which has fifty or fewer employees. 

SOLAR HEAT GAIN COEFFICIENT (SHGC). The ratio of the 
solar heat gain entering the space through the fenestration 
assembly to the incident solar radiation. Solar heat gain 
includes directly transmitted solar heat and absorbed solar 
radiation which is then reradiated, conducted or convected 
into the space. 

STANDARD FRAMING. All framing practices not defined as 
"intermediate" or "advanced" shall be considered standard. 
(See Advanced Framed Wall, Intermediate Framed 
Wall). 

STANDARD REFERENCE DESIGN. A version of the proposed 
design that meets the minimum requirements of this code and 
is used to determine the maximum annual energy use require- 
ment for compliance based on total building performance. 


NEW SECTION 


WAC 51-11R-20220 Section R202.20—T. 
THERMAL ISOLATION. Physical and space conditioning sep- 
aration from conditioned space(s). The conditioned space(s) 
shall be controlled as separate zones for heating and cooling 
or conditioned by separate equipment. 
THERMOSTAT. An automatic control device used to maintain 
temperature at a fixed or adjustable set point. 


NEW SECTION 


WAC 51-11R-20221 Section R202.21—U. 

U-FACTOR (THERMAL TRANSMITTANCE). The coefficient of 
heat transmission (air to air) through a building component or 
assembly, equal to the time rate of heat flow per unit area and 
unit temperature difference between the warm side and cold 
side air films (Btu/h ° ft? * °F) [W/(m? « K)]. 

UNHEATED SLAB-ON-GRADE FLOOR. A slab-on-grade floor 
that is not a heated slab-on-grade floor. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11R-20222 Section R202.22—V. 
VENTILATION. The natural or mechanical process of supply- 
ing conditioned or unconditioned air to, or removing such air 
from, any space. 

VENTILATION AIR. That portion of supply air that comes 
from outside (outdoors) plus any recirculated air that has 
been treated to maintain the desired quality of air within a 
designated space. 

VERTICAL FENESTRATION. All fenestration other than sky- 
lights. 

VISIBLE TRANSMITTANCE [VT]. The ratio of visible light 
entering the space through the fenestration product assembly 
to the incident visible light, visible transmittance, includes 
the effects of glazing material and frame and is expressed as 
a number between 0 and 1. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 51-11R-20223 Section R202.23—W. 
WHOLE HOUSE MECHANICAL VENTILATION SYSTEM. An 
exhaust system, supply system, or combination thereof that is 
designed to mechanically exchange indoor air with outdoor 
air when operating continuously or through a programmed 
intermittent schedule to satisfy the whole house ventilation 
rates. 


NEW SECTION 


WAC 51-11R-20224 Section R202.24—XYZ. 
ZONE. A space or group of spaces within a building with 
heating or cooling requirements that are sufficiently similar 
so that desired conditions can be maintained throughout 
using a single controlling device. 


NEW SECTION 


WAC 51-11R-30000 Chapter 3 [RE]—General 
requirements. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11R-30100 Section R301—Climate zones. 


R301.1 General. Climate zones from Table R301.1 shall be 
used in determining the applicable requirements from Chap- 
ter 4. Locations not in Table R301.1 (outside the United 
States) shall be assigned a climate zone based on Section 
R301.3. 


R301.2 Warm humid counties. Warm humid counties are 
identified in Table R301.1 by an asterisk. 


R301.3 International climate zones. The climate zone for 
any location outside the United States shall be determined by 
applying Table R301.3(1) and then Table R301.3(2). 


TABLE R301.1 
CLIMATE ZONES, MOISTURE REGIMES, AND WARM-HUMID 
DESIGNATIONS BY STATE AND COUNTY 


Key: A - Moist, B - Dry, C - Marine. Absence of moisture designation 
indicates moisture regime is irrelevant. Asterisk (*) indicates a warm- 
humid location. 


WASHINGTON 

5B Adams 4C Grays Harbor 4C Pierce 

5B Asotin 4C Island 4C San Juan 
5B Benton 4C Jefferson 4C Skagit 

5B Chelan 4C King 5B Skamania 
4C Clallam 4C Kitsap 4C Snohomish 
4C Clark 5B Kittitas 5B Spokane 
5B Columbia 5B Klickitat 6B Stevens 

4C Cowlitz 4C Lewis 4C Thurston 
5B Douglas 5B Lincoln 4C Wahkiakum 
6B Ferry 4C Mason 5B Walla Walla 
5B Franklin 6B Okanogan 4C Whatcom 
5B Garfield AC Pacific 5B Whitman 
5B Grant 6B Pend Oreille 5B Yakima 
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NEW SECTION 


WAC 51-11R-30200 Section R302—Design condi- 
tions. 


R302.1 Interior design conditions. The interior design tem- 
peratures used for heating and cooling load calculations shall 
be a maximum of 72°F (22°C) for heating and minimum of 
75°F (24°C) for cooling. 


R302.2 Exterior design conditions. The heating or cooling 
outdoor design temperatures shall be selected from Appendix 
C 


NEW SECTION 


WAC 51-11R-30300 Section R303—Materials, sys- 
tems and equipment. 


NEW SECTION 
WAC 51-11R-30310 Section R303.1—Identification. 


R303.1 Identification. Materials, systems and equipment 
shall be identified in a manner that will allow a determination 
of compliance with the applicable provisions of this code. 


R303.1.1 Building thermal envelope insulation. An R- 
value identification mark shall be applied by the manufac- 
turer to each piece of building thermal envelope insulation 12 
inches (305 mm) or greater in width. Alternately, the insula- 
tion installers shall provide a certification listing the type, 
manufacturer and R-value of insulation installed in each ele- 
ment of the building thermal envelope. For blown or sprayed 
insulation (fiberglass and cellulose), the initial installed 
thickness, settled thickness, settled R-value, installed density, 
coverage area and number of bags installed shall be /isted on 
the certification. For sprayed polyurethane foam (SPF) insu- 
lation, the installed thickness of the areas covered and R- 
value of installed thickness shall be /isted on the certification. 
The insulation installer shall sign, date and post the certifica- 
tion in a conspicuous location on the job site. 


R303.1.1.1 Blown or sprayed roof/ceiling insulation. The 
thickness of blown-in or sprayed roof/ceiling insulation 
(fiberglass or cellulose) shall be written in inches (mm) on 
markers that are installed at least one for every 300 square 
feet (28 m?) throughout the attic space. The markers shall be 
affixed to the trusses or joists and marked with the minimum 
initial installed thickness with numbers a minimum of 1 inch 
(25 mm) in height. Each marker shall face the attic access 
opening. Spray polyurethane foam thickness and installed R- 
value shall be /isted on certification provided by the insula- 
tion installer. 


R303.1.2 Insulation mark installation. Insulating materials 
shall be installed such that the manufacturer's R-value mark is 
readily observable upon inspection. 


R303.1.3 Fenestration product rating. U-factors of fenes- 
tration products (windows, doors and skylights) shall be 
determined in accordance with NFRC 100 by an accredited, 
independent laboratory, and labeled and certified by the man- 
ufacturer. Products lacking such a labeled U-factor shall be 
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assigned a default U-factor from Table R303.1.3(1), 
R303.1.3(2) or R303.1.3(4). The solar heat gain coefficient 
(SHGC) and visible transmittance (VT) of glazed fenestra- 
tion products (windows, glazed doors and skylights) shall be 
determined in accordance with NFRC 200 by an accredited, 
independent laboratory, and labeled and certified by the man- 
ufacturer. Products lacking such a labeled SHGC or VT shall 
be assigned a default SHGC or VT from Table R303.1.3(3). 


EXCEPTION: Units without NFRC ratings produced by a small busi- 


ness may be assigned default U-factors from Table 
R303.1.3(5) for vertical fenestration. 


R303.1.4 Insulation product rating. The thermal resistance 
(R-value) of insulation shall be determined in accordance 
with the U.S. Federal Trade Commission R-value rule 
(C.F.R. Title 16, Part 460) in units of h x ft? x °F/Btu at a 
mean temperature of 75°F (24°C). 


NEW SECTION 


WAC 51-11R-30311 Table R303.1.3(1)—Default 
glazed fenestration U-factor. 


NEW SECTION 
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TABLE R303.1.3(1) 
DEFAULT GLAZED FENESTRATION U-FACTOR 


SINGLE DOUBLE 
FRAME TYPE PANE PANE 
Metal 1.20 0.80 SKYLIGHT 
Metal with 1.10 0.65 See Table 
Thermal Break? R303.1.3(4) 
Nonmetal or 0.95 0.55 
Metal Clad 
Glazed Block 0.60 


*Metal Thermal Break = A metal thermal break framed window shall 
incorporate the following minimum design characteristics: 

1) The thermal conductivity of the thermal break material shall be not 
more than 3.6 Btu-in/h/ft2/°F; 

2) The thermal break material must produce a gap in the frame mate- 
rial of not less than 0.210 inches; and 

3) All metal framing members of the products exposed to interior and 
exterior air shall incorporate a thermal break meeting the criteria in a) 
and b) above. 


WAC 51-11R-30312 Table R303.1.3(2)—Default door U-factors. 


TABLE R303.1.3(2) 
DEFAULT DOOR U-FACTORS 


Double 
Double Glazing 
Double Glazing with 
No Glazing with 1/2 e= 0.10, 
Glazed Single with 1/4 in. in. 1/2 in. 
Door Type Fenestration Glazing Airspace Airspace Argon 
SWINGING DOORS (Rough opening - 38 in. x 82 in.) 
Slab Doors 
Wood slab in wood frame* 0.46 
6% glazed fenestration (22 in. x 8 - 0.48 0.47 0.46 0.44 
in. lite) 
25% glazed fenestration (22 in. x - 0.58 0.48 0.46 0.42 
36 in. lite) 
45% glazed fenestration (22 in. x - 0.69 0.49 0.46 0.39 
64 in. lite) 
More than 50% glazed fenestration Use Table R303.1.3(1) 
Insulated steel slab with wood edge in 0.16 
wood frame* 
6% glazed fenestration (22 in. x 8 - 0.21 0.20 0.19 0.18 
in. lite) 
25% glazed fenestration (22 in. x - 0.39 0.28 0.26 0.23 
36 in. lite) 
45% glazed fenestration (22 in. x - 0.58 0.38 0.35 0.26 
64 in. lite) 
More than 50% glazed fenestration Use Table R303.1.3(1) 
Foam insulated steel slab with metal edge 0.37 
in steel frame? 
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Double 
Double Glazing 
Double Glazing with 
No Glazing with 1/2 e= 0.10, 
Glazed Single with 1/4 in. in. 1/2 in. 
Door Type Fenestration Glazing Airspace Airspace Argon 
6% glazed fenestration (22 in. x 8 - 0.44 0.42 0.41 0.39 
in. lite) 
25% glazed fenestration (22 in. x - 0.55 0.50 0.48 0.44 
36 in. lite) 
45% glazed fenestration (22 in. x - 0.71 0.59 0.56 0.48 
64 in. lite) 
More than 50% glazed fenestration Use Table R303.1.3(1) 
Cardboard honeycomb slab with metal 0.61 
edge in steel frame? 
Style and Rail Doors 
Sliding glass doors/French doors Use Table R303.1.3(1) 
Site-Assembled Style and Rail Doors 
Aluminum in aluminum frame - 1.32 0.99 0.93 0.79 
Aluminum in aluminum frame with ther- - 1.13 0.80 0.74 0.63 
mal break 
Note: Appendix A Tables A107.1(2) through A107.1(4) may also be used if applicable. 
Thermally broken sill (add 0.03 for nonthermally broken sill). 
b Nonthermally broken sill. 
£ Nominal U-factors are through the center of the insulated panel before consideration of thermal bridges around the edges of the door section 
and due to the frame. 
NEW SECTION 
WAC 51-11R-30313 Table R303.1.3(3)—Default glazed fenestration SHGC and VT. 
TABLE R303.1.3(3) 
DEFAULT GLAZED FENESTRATION SHGC AND VT 
SINGLE GLAZED | DOUBLE GLAZED | GLAZED 
Clear Tinted Clear Tinted BLOCK 
SHGC 0.8 0.7 0.7 0.6 0.6 
VT 0.6 0.3 0.6 0.3 0.6 
NEW SECTION 
WAC 51-11R-30314 Table R303.1.3(4)—Default U-factors for skylights. 
TABLE R303.1.3(4) 
DEFAULT U-FACTORS FOR SKYLIGHTS 
Frame Type 
Wood or Vinyl- 
Aluminum Aluminum Reinforced Clad Wood/Vinyl 
Without Thermal | With Thermal | Vinyl/Aluminum- Without 
Fenestration Type Break Break Clad Wood or Vinyl Reinforcing 
Single Glazing 
glass U-1.58 U-1.51 U-1.40 U-1.18 
acrylic/polycarb U-1.52 U-1.45 U-1.34 U-1.11 
Double Glazing 
air U-1.05 U-0.89 U-0.84 U-0.67 
argon U-1.02 U-0.86 U-0.80 U-0.64 
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Frame Type 
Wood or Vinyl- 
Aluminum Aluminum Reinforced Clad Wood/Vinyl 
Without Thermal | With Thermal | Vinyl/Aluminum- Without 
Fenestration Type Break Break Clad Wood or Vinyl Reinforcing 
Double Glazing, e = 0.20 
air U-0.96 U-0.80 U-0.75 U-0.59 
argon U-0.91 U-0.75 U-0.70 U-0.54 
Double Glazing, e = 0.10 
air U-0.94 U-0.79 U-0.74 U-0.58 
argon U-0.89 U-0.73 U-0.68 U-0.52 
Double Glazing, e = 0.05 
air U-0.93 U-0.78 U-0.73 U-0.56 
argon U-0.87 U-0.71 U-0.66 U-0.50 
Triple Glazing 
air U-0.90 U-0.70 U-0.67 U-0.51 
argon U-0.87 U-0.69 U-0.64 U-0.48 
Triple Glazing, e = 0.20 
air U-0.86 U-0.68 U-0.63 U-0.47 
argon U-0.82 U-0.63 U-0.59 U-0.43 
Triple Glazing, e = 0.20 on 2 surfaces 
air U-0.82 U-0.64 U-0.60 U-0.44 
argon U-0.79 U-0.60 U-0.56 U-0.40 
Triple Glazing, e = 0.10 on 2 surfaces 
air U-0.81 U-0.62 U-0.58 U-0.42 
argon U-0.77 U-0.58 U-0.54 U-0.38 
Quadruple Glazing, e = 0.10 on 2 sur- 
faces 
air U-0.78 U-0.59 U-0.55 U-0.39 
argon U-0.74 U-0.56 U-0.52 U-0.36 
krypton U-0.70 U-0.52 U-0.48 U-0.32 
Notes for Table R303.1.3(4) 
1. U-factors are applicable to both glass and plastic, flat and domed units, all spacers and gaps. 
2. Emissivities shall be less than or equal to the value specified. 
3. Gap fill shall be assumed to be air unless there is a minimum of 90% argon or krypton. 
4. Aluminum frame with thermal break is as defined in footnote 1 to Table R303.1.3(1). 
NEW SECTION 
WAC 51-11R-30315 Table R303.1.3(5)—Small business compliance default table. 
TABLE R303.1.3(5) 
SMALL BUSINESS COMPLIANCE TABLE 
DEFAULT U-FACTORS FOR VERTICAL FENESTRATION 
Vertical Fenestration Description Frame Type 
Aluminum Wood/Vinyl/ 
Panes Low-e! Spacer Fill Any Frame Thermal Break? Fiberglass 
Double? A Any Argon 0.48 0.41 0.32 
B Any Argon 0.46 0.39 0.30 
C Any Argon 0.44 0.37 0.28 
C High Argon 0.42 0.35 Deemed to comply’ 
Performance 
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Vertical Fenestration Description Frame Type 
Aluminum Wood/Vinyl/ 
Panes Low-e! Spacer Fill Any Frame Thermal Break? Fiberglass 

Triple* A Any Air 0.50 0.44 0.26 
B Any Air 0.45 0.39 0.22 

C Any Air 0.41 0.34 0.20 

Any double Any Air 0.35 0.32 0.18 

low-e 


' Low-eA (emissivity) shall be 0.24 to 0.16. 
Low-eB (emissivity) shall be 0.15 to 0.08. 
Low-eC (emissivity) shall be 0.07 or less. 


2 Aluminum Thermal Break = An aluminum thermal break framed window shall incorporate the following minimum design characteristics: 


a) The thermal conductivity of the thermal break material shall be not more than 3.6 Btu-in/h/ft?/°F; 
b) The thermal break material must produce a gap in the frame material of not less than 0.210 inches; and 


c) All metal framing members of the products exposed to interior and exterior air shall incorporate a thermal break meeting the criteria in a and b above. 


3 A minimum air space of 0.375 inches between panes of glass is required for double glazing. 


4 A minimum air space of 0.25 inches between panes of glass is required for triple glazing. 


$ Deemed to comply glazing shall not be used for performance compliance. 


NEW SECTION 
WAC 51-11R-30320 Section R303.2—Installation. 


R303.2 Installation. All materials, systems and equipment 
shall be installed in accordance with the manufacturer's 
installation instructions and the International Building Code 
or International Residential Code, as applicable. 


R303.2.1 Protection of exposed foundation insulation. 
Insulation applied to the exterior of basement walls, crawl- 
space walls and the perimeter of slab-on-grade floors shall 
have a rigid, opaque and weather-resistant protective cover- 
ing to prevent the degradation of the insulation's thermal per- 
formance. The protective covering shall cover the exposed 
exterior insulation and extend a minimum of 6 inches (153 
mm) below grade. 


NEW SECTION 


WAC 51-11R-30330 Section R303.3—Maintenance 
information. 


R303.3 Maintenance information. Maintenance instruc- 
tions shall be furnished for equipment and systems that 
require preventive maintenance. Required regular mainte- 
nance actions shall be clearly stated and incorporated on a 
readily accessible label. The label shall include the title or 
publication number for the operation and maintenance man- 
ual for that particular model and type of product. 


NEW SECTION 


WAC 51-11R-40000 Chapter 4 [RE]—Residential 
energy efficiency. 
Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11R-40100 Section R401—General. 
R401.1 Scope. This chapter applies to residential buildings. 


R401.2 Compliance. Projects shall comply with sections 
identified as "mandatory" and with either sections identified 
as "prescriptive" or the performance approach in Section 
R405. In addition, one- and two-family dwellings and town- 
houses, as defined in Section 101.2 of the International Resi- 
dential Code, shall comply with Section R406. 


R401.3 Certificate (Mandatory). A permanent certificate 
shall be completed and posted on or within three feet of the 
electrical distribution panel by the builder or registered 
design professional. The certificate shall be completed by the 
builder or registered design professional and shall not cover 
or obstruct the visibility of the circuit directory label, service 
disconnect label or other required labels. The certificate shall 
list the predominant R-values of insulation installed in or on 
ceiling/roof, walls, foundation (slab, below-grade wall, 
and/or floor) and ducts outside conditioned spaces; U-factors 
for fenestration and the solar heat gain coefficient (SHGC) of 
fenestration, and the results from any required duct system 
and building envelope air leakage testing done on the build- 
ing. Where there is more than one value for each component, 
the certificate shall list the value covering the largest area. 
The certificate shall list the types and efficiencies of heating, 
cooling and service water heating equipment. Where a gas- 
fired unvented room heater, electric furnace, or baseboard 
electric heater is installed in the residence, the certificate 
shall list "gas-fired unvented room heater," "electric furnace" 
or "baseboard electric heater," as appropriate. An efficiency 
shall not be listed for gas-fired unvented room heaters, elec- 
tric furnaces or electric baseboard heaters. 


NEW SECTION 


WAC 51-11R-40200 Section R402—Building ther- 
mal envelope. 
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NEW SECTION 
WAC 51-11R-40210 Section R402.1—General. 


R402.1 General (Prescriptive). The building thermal enve- 
lope shall meet the requirements of Sections R402.1.1 
through R402.1.4. 


R402.1.1 Insulation and fenestration criteria. The build- 
ing thermal envelope shall meet the requirements of Table 
R402.1.1 based on the climate zone specified in Chapter 3. 


R402.1.2 R-value computation. Insulation material used in 
layers, such as framing cavity insulation and insulating 
sheathing, shall be summed to compute the component R- 
value. The manufacturer's settled R-value shall be used for 
blown insulation. Computed R-values shall not include an R- 
value for other building materials or air films. 


R402.1.3 U-factor alternative. An assembly with a U-factor 
equal to or less than that specified in Table R402.1.3 shall be 
permitted as an alternative to the R-value in Table R402.1.1. 
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R402.1.4 Total UA alternative. Ifthe total building thermal 
envelope UA (sum of U-factor times assembly area) is less 
than or equal to the total UA resulting from using the U-fac- 
tors in Table R402.1.3 (multiplied by the same assembly area 
as in the proposed building), the building shall be considered 
in compliance with Table R402.1.1. The U-factors for typi- 
cal construction assemblies are included in Appendix A in 
chapter 51-11C WAC. These values shall be used for all cal- 
culations. Where proposed construction assemblies are not 
represented in Appendix A, values shall be calculated in 
accordance with the ASHRAE Handbook of Fundamentals 
using the framing factors listed in Appendix A where appli- 
cable and shall include the thermal bridging effects of fram- 
ing materials. The SHGC requirements shall be met in addi- 
tion to UA compliance. When using REScheck, the U-fac- 
tors calculated by the software based on component R-value 
descriptions are acceptable. For the base building UA calcu- 
lation, the maximum glazing area is 15% of the floor area. 


WAC 51-11R-40211 Table R402.1.1—Insulation and fenestration requirements by component. 


TABLE R402.1.1 
INSULATION AND FENESTRATION REQUIREMENTS BY COMPONENT? 


Wood 
Frame Below- Slab 
Fenestration Skylight? | Glazed Fenestra- | Ceiling Wall& *! Mass Wall Floor |Grade®¥ Wall| R-Value & 
Climate Zone U-Factor” U-Factor tion SHGC™ ° R-Value! | R-Value R-Value! R-Value R-Value Depth 
5 and Marine 4 0.30 0.50 NR 49 21 int 21/21 308 10/15/ 10, 2 ft 
2lint+TB 
6 0.30 0.50 NR 49 21+5ci 2145" 308 10/15/ 10, 4 ft 
2lint+TB 


For SI:1 foot = 304.8 mm, ci = continuous insulation, int = intermediate framing. 


è R-values are minimums. U-factors and SHGC are maximums. When insulation is installed in a cavity which is less than the label or design thick- 
ness of the insulation, the compressed R-value of the insulation from Appendix Table A101.4 shall not be less than the R-value specified in the table. 


> The fenestration U-factor column excludes skylights. The SHGC column applies to all glazed fenestration. Exception: Skylights may be excluded 


from glazed fenestration SHGC requirements in Climate Zones 1 through 3 where the SHGC for such skylights does not exceed 0.30. 


©"10/15/21+TB" means R-10 continuous insulation on the exterior of the wall, or R-15 on the continuous insulation on the interior of the wall, or R- 


21 cavity insulation plus a thermal break between the slab and the basement wall at the interior of the basement wall. "10/15/21+TB" shall be per- 
mitted to be met with R-13 cavity insulation on the interior of the basement wall plus R-5 continuous insulation on the interior or exterior of the wall. 


"10/13" means R-10 continuous insulation on the interior or exterior of the home or R-13 cavity insulation at the interior of the basement wall. "TB" 


means thermal break between floor slab and basement wall. 


d R-10 continuous insulation is required under heated slab on grade floors. See R402.2.9.1. 


© There are no SHGC requirements in the Marine Zone. 


f Basement wall insulation is not required in warm-humid locations as defined by Figure R301.1 and Table R301.1. 


& Reserved. 


h First value is cavity insulation, second is continuous insulation or insulated siding, so "13+5" means R-13 cavity insulation plus R-5 continuous 


insulation or insulated siding. If structural sheathing covers 40 percent or less of the exterior, continuous insulation R-value shall be permitted to be 


reduced by no more than R-3 in the locations where structural sheathing is used to maintain a consistent total sheathing thickness. 


i The second R-value applies when more than half the insulation is on the interior of the mass wall. 


j For single rafter- or joist-vaulted ceilings, the insulation may be reduced to R-38. 


k Int. (intermediate framing) denotes standard framing 16 inches on center with headers insulated with a minimum of R-10 insulation. 


! Log and solid timber walls with a minimum average thickness of 3.5 inches are exempt from this insulation requirement. 
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WAC 51-11R-40213 Table R402.1.3—Equivalent U-factors. 


TABLE R402.1.3 
EQUIVALENT U-FACTORS? 
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Below- 
Fenestration Skylight Ceiling Frame Wall | Mass Wall Floor Grade Wall 
Climate Zone U-Factor U-Factor U-Factor U-Factor U-Factor> U-Factor U-Factor 
5 and Marine 4 0.30 0.50 0.026 0.056 0.056 0.029 0.042 
6 0.30 0.50 0.026 0.044 0.044 0.029 0.042 


è Nonfenestration U-factors shall be obtained from measurement, calculation or an approved source or as specified in Section R402.1.3. 


b Reserved. 


€ Basement wall U-factor of 0.360 in warm-humid locations as defined by Figure R301.1 and Table R301.1. 


NEW SECTION 


WAC 51-11R-40220 Section R402.2—Specific insu- 
lation requirements. 


R402.2 Specific insulation requirements (Prescriptive). 
In addition to the requirements of Section R402.1, insulation 
shall meet the specific requirements of Sections R402.2.1 
through R402.2.12. 


R402.2.1 Ceilings with attic spaces. When Section 
R402.1.1 would require R-38 in the ceiling, R-30 shall be 
deemed to satisfy the requirement for R-38 wherever the full 
height of uncompressed R-30 insulation extends over the 
wall top plate at the eaves. Similarly, R-38 shall be deemed 
to satisfy the requirement for R-49 wherever the full height of 
uncompressed R-38 insulation extends over the wall top plate 
at the eaves. This reduction shall not apply to the U-factor 
alternative approach in Section R402.1.3 and the total UA 
alternative in Section R402. 1.4. 


R402.2.1.1 Loose insulation in attic spaces. Open-blown or 
poured loose fill insulation may be used in attic spaces where 
the slope of the ceiling is not more than 3 feet in 12 and there 
is at least 30 inches of clear distance from the top of the bot- 
tom chord of the truss or ceiling joist to the underside of the 
sheathing at the roof ridge. 


R402.2.3 Eave baffle. For air permeable insulations in 
vented attics, a baffle shall be installed adjacent to soffit and 
eave vents. Baffles shall maintain an opening equal or 
greater than the size of the vent. The baffle shall extend over 
the top of the attic insulation. The baffle shall be permitted to 
be any solid material. 


R402.2.4 Access hatches and doors. Access doors from 
conditioned spaces to unconditioned spaces (e.g., attics and 
crawl spaces) shall be weatherstripped and insulated to a 
level equivalent to the insulation on the surrounding surfaces. 
Access shall be provided to all equipment that prevents dam- 
aging or compressing the insulation. A wood framed or 
equivalent baffle or retainer is required to be provided when 
loose fill insulation is installed, the purpose of which is to 
prevent the loose fill insulation from spilling into the living 
space when the attic access is opened, and to provide a per- 
manent means of maintaining the installed R-value of the 
loose fill insulation. 
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R402.2.5 Mass walls. Mass walls for the purposes of this 
chapter shall be considered above-grade walls of concrete 
block, concrete, insulated concrete form (ICF), masonry cav- 
ity, brick (other than brick veneer), earth (adobe, compressed 
earth block, rammed earth) and solid timber/logs. 


R402.2.6 Steel-frame ceilings, walls, and floors. Steel- 
frame ceilings, walls, and floors shall meet the U-factor 
requirements of Table R402.1.3. 


R402.2.7 Floors. Floor insulation shall be installed to main- 
tain permanent contact with the underside of the subfloor 
decking. Insulation supports shall be installed so spacing is 
no more than 24-inches on center. Foundation vents shall be 
placed so that the top of the vent is below the lower surface of 
the floor insulation. 


EXCEPTIONS: 1. When foundation vents are not placed so that the 


top of the vent is below the lower surface of the floor 
insulation, a permanently attached baffle shall be 
installed at an angle of 30° from horizontal, to divert 
air flow below the lower surface of the floor insula- 
tion. 

2. Substantial contact with the surface being insulated 
is not required in enclosed floor/ceiling assemblies 
containing ducts where full R-value insulation is 
installed between the duct and the exterior surface. 


R402.2.8 Basement walls. Below-grade exterior wall insu- 
lation used on the exterior (cold) side of the wall shall extend 
from the top of the below-grade wall to the top of the footing 
and shall be approved for below-grade use. Above-grade 
insulation shall be protected. Insulation used on the interior 
(warm) side of the wall shall extend from the top of the 
below-grade wall to the below-grade floor level and shall 
include R-5 rigid board providing a thermal break between 
the concrete wall and the slab. 


R402.2.9 Slab-on-grade floors. The minimum thermal 
resistance (R-value) of the insulation around the perimeter of 
unheated or heated slab-on-grade floors shall be as specified 
in Table C402.1.1. The insulation shall be placed on the out- 
side of the foundation or on the inside of the foundation wall. 
The insulation shall extend downward from the top of the 
slab for a minimum distance as shown in the table or to the 
top of the footing, whichever is less, or downward to at least 
the bottom of the slab and then horizontally to the interior or 
exterior for the total distance shown in the table. A two-inch 
by two-inch (maximum) pressure treated nailer may be 


Permanent 


WSR 13-04-055 


placed at the finished floor elevation for attachment of inte- 
rior finish materials. Insulation extending away from the 
building shall be protected by pavement or by a minimum of 
10 inches (254 mm) of soil. 


R402.2.9.1 Heated slab-on-grade floors (Mandatory). 
The entire area of a heated slab-on-grade floor shall be ther- 
mally isolated from the soil with a minimum of R-10 insula- 
tion. The insulation shall be an approved product for its 
intended use. Ifa soil gas control system is present below the 
heated slab-on-grade floor, which results in increased con- 
vective flow below the heated slab-on-grade floor, the heated 
slab-on-grade floor shall be thermally isolated from the sub- 
slab gravel layer. R-10 heated slab-on-grade floor insulation 
is required for all compliance paths. 


R402.2.10 Reserved. 


R402.2.11 Masonry veneer. Insulation shall not be required 
on the horizontal portion of the foundation that supports a 
masonry veneer. 


NEW SECTION 
WAC 51-11R-40230 Section R402.3—Fenestration. 


R402.3 Fenestration (Prescriptive). In addition to the 
requirements of Section R402, fenestration shall comply with 
Sections R402.3.1 through R402.3.6. 


R402.3.1 U-factor. An area-weighted average of fenestra- 
tion products shall be permitted to satisfy the U-factor 
requirements. 


R402.3.2 Glazed fenestration SHGC. An area-weighted 
average of fenestration products more than 50 percent glazed 
shall be permitted to satisfy the SHGC requirements. 


R402.3.3 Glazed fenestration exemption. Up to 15 square 
feet (1.4 m?) of glazed fenestration per dwelling unit shall be 
permitted to be exempt from U-factor and SHGC require- 
ments in Section R402.1.1. This exemption shall not apply to 
the U-factor alternative approach in Section R402.1.3 and the 
total UA alternative in Section R402.1.4. 


R402.3.4 Opaque door exemption. One side-hinged 
opaque door assembly up to 24 square feet (2.22 m?) in area 
is exempted from the U-factor requirement in Section 
R402.1.1. This exemption shall not apply to the U-factor 
alternative approach in Section R402.1.3 and the total UA 
alternative in Section R402.1.4. 


R402.3.5 Reserved. 


R402.3.6 Replacement fenestration. Where some or all of 
an existing fenestration unit is replaced with a new fenestra- 
tion product, including sash and glazing, the replacement fen- 
estration unit shall meet the applicable requirements for U- 
factor and SHGC in Table R402.1.1. 


NEW SECTION 
WAC 51-11R-40240 Section R402.4—Air leakage. 


R402.4 Air leakage (Mandatory). The building thermal 
envelope shall be constructed to limit air leakage in accor- 
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dance with the requirements of Sections R402.4.1 through 
R402.4.4. 


R402.4.1 Building thermal envelope. The building thermal 
envelope shall comply with Sections R402.4.1.1 and 
R402.4.1.2. The sealing methods between dissimilar materi- 
als shall allow for differential expansion and contraction. 


R402.4.1.1 Installation. The components of the building 
thermal envelope as listed in Table R402.4.1.1 shall be 
installed in accordance with the manufacturer's instructions 
and the criteria listed in Table R402.4.1.1, as applicable to the 
method of construction. Where required by the code official, 
an approved third party shall inspect all components and ver- 
ify compliance. 


R402.4.1.2 Testing. The building or dwelling unit shall be 
tested and verified as having an air leakage rate of not 
exceeding 5 air changes per hour. Testing shall be conducted 
with a blower door at a pressure of 0.2 inches w.g. (50 Pas- 
cals). Where required by the code official, testing shall be 
conducted by an approved third party. A written report of the 
results of the test shall be signed by the party conducting the 
test and provided to the code official. Testing shall be per- 
formed at any time after creation of all penetrations of the 
building thermal envelope. Once visual inspection has con- 
firmed sealing (see Table R402.4.1.1), operable windows and 
doors manufactured by small business shall be permitted to 
be sealed off at the frame prior to the test. 


During testing: 

1. Exterior windows and doors, fireplace and stove doors 
shall be closed, but not sealed, beyond the intended weather- 
stripping or other infiltration control measures; 

2. Dampers including exhaust, intake, makeup air, back- 
draft and flue dampers shall be closed, but not sealed beyond 
intended infiltration control measures; 

3. Interior doors, if installed at the time of the test, shall 
be open, access hatches to conditioned crawl spaces and con- 
ditioned attics shall be open; 

4. Exterior openings for continuous ventilation systems 
and heat recovery ventilators shall be closed and sealed; 

5. Heating and cooling systems, if installed at the time of 
the test, shall be turned off; and 

6. Supply and return registers, if installed at the time of 
the test, shall be fully open. 


R402.4.2 Fireplaces. New wood-burning fireplaces shall 
have tight-fitting flue dampers and outdoor combustion air. 


R402.4.3 Air leakage of fenestration. Windows, skylights 
and sliding glass doors shall have an air infiltration rate of no 
more than 0.3 cfm per square foot (1.5 L/s/m?), and swinging 
doors no more than 0.5 cfm per square foot (2.6 L/s/m?), 
when tested according to NFRC 400 or AAMA/WDMA/ 
CSA 101/1.S.2/A440 by an accredited, independent labora- 
tory and listed and labeled by the manufacturer. 


EXCEPTIONS: 1. Field-fabricated fenestration products (windows, 
skylights and doors). 

2. Custom exterior fenestration products manufac- 
tured by a small business provided they meet the 
applicable provisions of Chapter 24 of the Interna- 


tional Building Code. 
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3. Custom exterior windows and doors manufactured 
by a small business provided they meet the applicable 
provisions of chapter 24 of the International Building 
Code. Once visual inspection has confirmed the pres- 
ence of a gasket, operable windows and doors manu- 
factured by small business shall be permitted to be 
sealed off at the frame prior to the test. 
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R402.4.4 Recessed lighting. Recessed luminaires installed 
in the building thermal envelope shall be Type IC-rated and 
certified under ASTM E283 as having an air leakage rate not 
more than 2.0 cfm (0.944 L/s) when tested at a 1.57 psf (75 
Pa) pressure differential and shall have a label attached show- 
ing compliance with this test method. All recessed lumi- 
naires shall be sealed with a gasket or caulk between the 
housing and the interior wall or ceiling covering. 


WAC 51-11R-40241 Table R402.4.1.1—Air barrier and insulation installation. 


TABLE R402.4.1.1 


AIR BARRIER AND INSULATION INSTALLATION 


COMPONENT 


CRITERIA“ 


Air barrier and thermal barrier 


A continuous air barrier shall be installed in the building envelope. Exterior 
thermal envelope contains a continuous air barrier. Breaks or joints in the air 
barrier shall be sealed. Air-permeable insulation shall not be used as a sealing 
material. 


Cavity insulation installation 


All cavities in the thermal envelope shall be filled with insulation. The density 
of the insulation shall be at the manufacturers' product recommendation and said 
density shall be maintained for all volume of each cavity. Batt type insulation 
will show no voids or gaps and maintain an even density for the entire cavity. 
Batt insulation shall be installed in the recommended cavity depth. Where an 
obstruction in the cavity due to services, blocking, bracing or other obstruction 
exists, the batt product will be cut to fit the remaining depth of the cavity. 
Where the batt is cut around obstructions, loose fill insulation shall be placed to 
fill any surface or concealed voids, and at the manufacturers’ specified density. 
Where faced batt is used, the installation tabs must be stapled to the face of the 
stud. There shall be no compression to the batt at the edges of the cavity due to 
inset stapling installation tabs. 

Insulation that upon installation readily conforms to available space shall be 
installed filling the entire cavity and within the manufacturers' density recom- 
mendation. 


Ceiling/attic 


The air barrier in any dropped ceiling/soffit shall be aligned with the insulation 
and any gaps in the air barrier sealed. Access openings, drop down stair or knee 
wall doors to unconditioned attic spaces shall be sealed. Batt insulation 
installed in attic roof assemblies may be compressed at exterior wall lines to 
allow for required attic ventilation. 


Walls 


Corners and headers shall be insulated and the junction of the foundation and sill 
plate shall be sealed. The junction of the top plate and top of exterior walls shall 
be sealed. Exterior thermal envelope insulation for framed walls shall be 
installed in substantial contact and continuous alignment with the air barrier. 
Knee walls shall be sealed. 


Windows, skylights and doors 


The space between window/door jambs and framing and skylights and framing 
shall be sealed. 


Rim joists 


Rim joists shall be insulated and include the air barrier. 


Floors (including above-garage and cantile- 
vered floors) 


Insulation shall be installed to maintain permanent contact with underside of 
subfloor decking. The air barrier shall be installed at any exposed edge of insu- 
lation. 


Crawl space walls 


Where provided in lieu of floor insulation, insulation shall be permanently 
attached to the crawlspace walls. Exposed earth in unvented crawl spaces shall 
be covered with a Class I vapor retarder with overlapping joints taped. 


Shafts, penetrations 


Duct shafts, utility penetrations, and flue shafts opening to exterior or uncondi- 
tioned space shall be sealed. 
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COMPONENT 


CRITERIA“ 


Narrow cavities 


Batts in narrow cavities shall be cut to fit and installed to the correct density 
without any voids or gaps or compression. Narrow cavities shall be filled by 
insulation that on installation readily conforms to the available cavity space. 


Garage separation 


Air sealing shall be provided between the garage and conditioned spaces. 


Recessed lighting 


Recessed light fixtures installed in the building thermal envelope shall be air 
tight, IC rated, and sealed to the drywall. 


Plumbing and wiring 


Batt insulation shall be cut neatly to fit around wiring and plumbing in exterior 
walls. There shall be no voids or gaps or compression where cut to fit. Insula- 
tion that on installation readily conforms to available space shall extend behind 
piping and wiring. 


Shower/tub on exterior wall 


Exterior walls adjacent to showers and tubs shall be insulated and the air barrier 
installed separating them from the showers and tubs. 


Electrical/phone box on exterior walls 


The air barrier shall be installed behind electrical or communication boxes or air 
sealed boxes shall be installed. 


HVAC register boots HVAC register boots that penetrate building thermal envelope shall be sealed to 
the subfloor or drywall. 
Fireplace An air barrier shall be installed on fireplace walls. Fireplaces shall have gas- 


keted doors. 


è In addition, inspection of log walls shall be in accordance with the provisions of ICC-400. 


NEW SECTION 


WAC 51-11R-40250 Section R402.5—Maximum fen- 
estration U-factor and SHGC. 


R402.5 Maximum fenestration U-factor and SHGC 
(Mandatory). The area-weighted average maximum fenes- 
tration U-factor permitted using tradeoffs from Section 
R402.1.4 or R405 shall be 0.48 in Climate Zones 4 and 5 and 
0.40 in Climate Zones 6 through 8 for vertical fenestration, 
and 0.75 in Climate Zones 4 through 8 for skylights. The 
area-weighted average maximum fenestration SHGC permit- 
ted using tradeoffs from Section R405 in Climate Zones 1 
through 3 shall be 0.50. 


NEW SECTION 
WAC 51-11R-40300 Section R403—Systems. 


NEW SECTION 
WAC 51-11R-40310 Section R403.1—Controls. 


R403.1 Controls (Mandatory). At least one thermostat 
shall be provided for each separate heating and cooling sys- 
tem. 


R403.1.1 Programmable thermostat. Where the primary 
heating system is a forced-air furnace, at least one thermostat 
per dwelling unit shall be capable of controlling the heating 
and cooling system on a daily schedule to maintain different 
temperature set points at different times of the day. The ther- 
mostat shall allow for, at a minimum, a 5-2 programmable 
schedule (weekdays/weekends) and be capable of providing 
at least two programmable setback periods per day. This 
thermostat shall include the capability to set back or tempo- 
rarily operate the system to maintain zone temperatures down 
to 55°F (13°C) or up to 85°F (29°C). The thermostat shall 
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initially be programmed with a heating temperature set point 
no higher than 70°F (21°C) and a cooling temperature set 
point no lower than 78°F (26°C). The thermostat and/or con- 
trol system shall have an adjustable deadband of not less than 
10°F. 


EXCEPTIONS: 1. Systems controlled by an occupant sensor that is 


capable of shutting the system off when no occupant is 
sensed for a period of up to 30 minutes. 


2. Systems controlled solely by a manually operated 
timer capable of operating the system for no more than 
two hours. 


R403.1.2 Heat pump supplementary heat (Mandatory). 
Unitary air cooled heat pumps shall include controls that 
minimize supplemental heat usage during start-up, set-up, 
and defrost conditions. These controls shall anticipate need 
for heat and use compression heating as the first stage of heat. 
Controls shall indicate when supplemental heating is being 
used through visual means (e.g., LED indicators). Heat 
pumps equipped with supplementary heaters shall be 
installed with controls that prevent supplemental heater oper- 
ation above 40°F. At final inspection the auxiliary heat lock 
out control shall be set to 35°F or less. 


NEW SECTION 
WAC 51-11R-40320 Section R403.2—Ducts. 


R403.2 Ducts. Ducts and air handlers shall be in accordance 
with Sections R403.2.1 through R403.2.3. 


R403.2.1 Insulation (Prescriptive). Ducts shall be insulated 
to a minimum of R-8. 


EXCEPTION: Ducts or portions thereof located completely inside 
the building thermal envelope. Ducts located in crawl 


spaces do not qualify for this exception. 
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R403.2.2 Sealing (Mandatory). Ducts, air handlers, and fil- 
ter boxes shall be sealed. Joints and seams shall comply with 
either the International Mechanical Code or International 
Residential Code, as applicable. 


EXCEPTIONS: 1. Air-impermeable spray foam products shall be per- 


mitted to be applied without additional joint seals. 

2. Where a duct connection is made that is partially 
inaccessible, three screws or rivets shall be equally 
spaced on the exposed portion of the joint so as to pre- 
vent a hinge effect. 

3. Continuously welded and locking-type longitudinal 
joints and seams in ducts operating at static pressures 
less than 2 inches of water column (500 Pa) pressure 
classification shall not require additional closure sys- 
tems. 


Ducts shall be leak tested in accordance with WSU RS- 
33, using the maximum duct leakage rates specified. Duct 
tightness shall be verified by either of the following: 

1. Postconstruction test: Total leakage shall be less than 
or equal to 4 cfm (113.3 L/min) per 100 square feet (9.29 m?) 
of conditioned floor area when tested at a pressure differen- 
tial of 0.1 inches w.g. (25 Pa) across the entire system, 
including the manufacturer's air handler enclosure. All regis- 
ter boots shall be taped or otherwise sealed during the test. 
Leakage to outdoors shall be less than or equal to 4 cfm 
(133.3 L/min) per 100 square feet of conditioned floor area. 

2. Rough-in test: Total leakage shall be less than or 
equal to 4 cfm (113.3 L/min) per 100 square feet (9.29 m?) of 
conditioned floor area when tested at a pressure differential 
of 0.1 inches w.g. (25 Pa) across the system, including the 
manufacturer's air handler enclosure. All registers shall be 
taped or otherwise sealed during the test. If the air handler is 
not installed at the time of the test, total leakage shall be less 
than or equal to 3 cfm (85 L/min) per 100 square feet (9.29 
m°) of conditioned floor area. 


EXCEPTION: The total leakage test is not required for ducts and air 


handlers located entirely within the building thermal 
envelope. Ducts located in crawl spaces do not qual- 
ify for this exception. 


R403.2.2.1 Sealed air handler. Air handlers shall have a 
manufacturer's designation for an air leakage of no more than 
2 percent of the design air flow rate when tested in accor- 
dance with ASHRAE 193. 


R403.2.3 Building cavities (Mandatory). Building framing 
cavities shall not be used as ducts or plenums. Installation of 
ducts in exterior walls, floors or ceilings shall not displace 
required envelope insulation. 


NEW SECTION 


WAC 51-11R-40330 Section R403.3—Mechanical 
system piping insulation. 


R403.3 Mechanical system piping insulation (Manda- 
tory). Mechanical system piping capable of carrying fluids 
above 105°F (41°C) or below 55°F (13°C) shall be insulated 
to a minimum of R-6. 


R403.3.1 Protection of piping insulation. Piping insulation 
exposed to weather shall be protected from damage, includ- 
ing that caused by sunlight, moisture, equipment mainte- 
nance, and wind, and shall provide shielding from solar radi- 
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ation that can cause degradation of the material. Adhesive 
tape shall not be permitted. 


NEW SECTION 


WAC 51-11R-40340 Section R403.4—Service hot 
water systems. 
R403.4 Service hot water systems. Energy conservation 


measures for service hot water systems shall be in accordance 
with Sections R403.4.1 and R403.4.2. 


R403.4.1 Circulating hot water systems (Mandatory). 
Circulating hot water systems shall be provided with an auto- 
matic or readily accessible manual switch that can turn off 
the hot water circulating pump when the system is not in use. 


R403.4.2 Hot water pipe insulation (Prescriptive). Insula- 
tion for hot water pipe shall have a minimum thermal resis- 
tance (R-value) of R-4. 


R403.4.3 Electric water heater insulation. All electric 
water heaters in unheated spaces or on concrete floors shall 
be placed on an incompressible, insulated surface with a min- 
imum thermal resistance of R-10. 


NEW SECTION 


WAC 51-11R-40350 Section R403.5—Mechanical 
ventilation. 


R403.5 Mechanical ventilation (Mandatory). The building 
shall be provided with ventilation that meets the requirements 
of the International Residential Code or International 
Mechanical Code, as applicable, or with other approved 
means of ventilation. Outdoor air intakes and exhausts shall 
have automatic or gravity dampers that close when the venti- 
lation system is not operating. 


R403.5.1 Whole-house mechanical ventilation system fan 
efficacy. Mechanical ventilation system fans shall meet the 
efficacy requirements of Table R403.5.1. 


EXCEPTION: Where mechanical ventilation fans are integral to 


tested and listed HVAC equipment, they shall be pow- 
ered by an electronically commutated motor. 


NEW SECTION 


WAC 51-11R-40351 Table R403.5.1—Mechanical 
ventilation system fan efficacy. 


TABLE R403.5.1 
MECHANICAL VENTILATION SYSTEM FAN EFFICACY 


Air Flow Rate Minimum Air Flow Rate 
Minimum Efficacy Maximum 

Fan Location (cfm) (cfm/watt) (cfm) 

Range hoods Any 2.8 Any 

In-line fan Any 2.8 Any 

Bathroom, util- 10 1.4 <90 
ity room 

Bathroom, util- 90 2.8 Any 
ity room 


For SI: 1 cfm = 28.3 L/min. 
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NEW SECTION 


WAC 51-11R-40360 Section R403.6—Equipment 
sizing. 
R403.6 Equipment sizing (Mandatory). Heating and cool- 
ing equipment shall be sized in accordance with ACCA Man- 
ual S based on building loads calculated in accordance with 
ACCA Manual J or other approved heating and cooling cal- 
culation methodologies. 


NEW SECTION 


WAC 51-11R-40370 Section R403.7—Systems serv- 
ing multiple dwelling units. 


R403.7 Systems serving multiple dwelling units (Manda- 
tory). Systems serving multiple dwelling units shall comply 
with Sections C403 and C404 of the IECC—Commercial 
Provisions in lieu of Section R403. 


NEW SECTION 


WAC 51-11R-40380 Section R403.8—Snow melt sys- 
tem controls. 
R403.8 Snow melt system controls (Mandatory). Snow 
and ice-melting systems, supplied through energy service to 
the building, shall include automatic controls capable of shut- 
ting off the system when the pavement temperature is above 
50°F, and no precipitation is falling and an automatic or man- 
ual control that will allow shutoff when the outdoor tempera- 
ture is above 40°F. 


NEW SECTION 


WAC 51-11R-40390 Section R403.9—Pools and in- 
ground spas. 
R403.9 Pools and in-ground permanently installed spas 
(Mandatory). Pools and in-ground permanently installed 
spas shall comply with Sections R403.9.1 through 
R403.9.4.2. 


R403.9.1 Heaters. All heaters shall be equipped with a read- 
ily accessible on-off switch that is mounted outside of the 
heater to allow shutting off the heater without adjusting the 
thermostat setting. Gas-fired heaters shall not be equipped 
with constant burning pilot lights. 


R403.9.2 Time switches. Time switches or other control 
method that can automatically turn off and on heaters and 
pumps according to a preset schedule shall be installed on all 
heaters and pumps. Heaters, pumps and motors that have 
built in timers shall be deemed in compliance with this 
requirement. 


EXCEPTIONS: 1. Where public health standards require 24-hour 
pump operation. 
2. Where pumps are required to operate solar- and 


waste-heat-recovery pool heating systems. 


R403.9.3 Covers. Heated pools and in-ground permanently 
installed spas shall be provided with a vapor-retardant cover. 


EXCEPTION: Pools deriving over 70 percent of the energy for heat- 


ing from site-recovered energy, such as a heat pump or 
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solar energy source computed over an operating sea- 
son. 


R403.9.4 Residential pool pumps. Pool pump motors may 
not be split-phase or capacitor start-induction run type. 


R403.9.4.1 Two-speed capability. 

1. Pump motors: Pool pump motors with a capacity of 1 
hp or more shall have the capability of operating at two or 
more speeds with low speed having a rotation rate that is no 
more than one-half of the motor's maximum rotation rate. 

2. Pump controls: Pool pump motor controls shall have 
the capability of operating the pool pump with at least two 
speeds. The default circulation speed shall be the lowest 
speed, with a high speed override capability being for a tem- 
porary period not to exceed one normal cycle. 


R403.9.4.2 Pump operation. Circulating water systems 
shall be controlled so that the circulation pump(s) can be con- 
veniently turned off, automatically or manually, when the 
water system is not in operation. 


NEW SECTION 


WAC 51-11R-40400 Section R404—Electrical power 
and lighting systems. 


NEW SECTION 


WAC 51-11R-40410 Section R404.1—Lighting 
equipment. 


R404.1 Lighting equipment (Mandatory). A minimum of 
75 percent of permanently installed lamps in lighting fixtures 
shall be high-efficacy lamps. 


R404.1.1 Lighting equipment (Mandatory). Fuel gas 
lighting systems shall not have continuously burning pilot 
lights. 


NEW SECTION 


WAC 51-11R-40500 Section R405—Simulated per- 
formance alternative (Performance). 


NEW SECTION 
WAC 51-11R-40510 Section R405.1—Scope. 


R405.1 Scope. This section establishes criteria for compli- 
ance using simulated energy performance analysis. Such 
analysis shall include heating, cooling, and service water 
heating energy only. 


NEW SECTION 


WAC 51-11R-40520 Section R405.2—Mandatory 
requirements. 


R405.2 Mandatory requirements. Compliance with this 
section requires that the mandatory provisions identified in 
Section R401.2 be met. All supply and return ducts not com- 
pletely inside the building thermal envelope shall be insu- 
lated to a minimum of R-8. 
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NEW SECTION 


WAC 51-11R-40530 Section R405.3—Performance- 
based compliance. 


R405.3 Performance-based compliance. Compliance 
based on simulated energy performance requires that a pro- 
posed residence (proposed design) be shown to have an 
annual energy consumption based on site energy expressed in 
Btu and Btu per square foot of conditioned floor area as fol- 
lows: 

1. For structures less than 1,500 square feet of condi- 
tioned floor area, the annual energy consumption shall be less 
than or equal to 97 percent of the annual energy consumption 
of the standard reference design. 

2. For structures 1,500 to 5,000 square feet of condi- 
tioned floor area, the annual energy consumption shall be no 
more than 89 percent of the standard reference design. 

3. For structures over 5,000 square feet of conditioned 
floor area, the annual energy consumption shall be no more 
than 83 percent of the standard reference design. 


NEW SECTION 


WAC 51-11R-40540 Section R405.4—Documenta- 
tion. 


R405.4 Documentation. Documentation of the software 
used for the performance design and the parameters for the 
building shall be in accordance with Sections R405.4.1 
through R405.4.3. 


R405.4.1 Compliance software tools. Documentation veri- 
fying that the methods and accuracy of the compliance soft- 
ware tools conform to the provisions of this section shall be 
provided to the code official. 


R405.4.2 Compliance report. Compliance software tools 
shall generate a report that documents that the proposed 
design complies with Section R405.3. The compliance doc- 
umentation shall include the following information: 

1. Address or other identification of the residence; 
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2. An inspection checklist documenting the building 
component characteristics of the proposed design as listed in 
Table R405.5.2(1). The inspection checklist shall show 
results for both the standard reference design and the pro- 
posed design, and shall document all inputs entered by the 
user necessary to reproduce the results; 

3. Name of individual completing the compliance report; 
and 

4. Name and version of the compliance software tool. 


EXCEPTION: Multiple orientations. When an otherwise identical 


building model is offered in multiple orientations, 
compliance for any orientation shall be permitted by 
documenting that the building meets the performance 
requirements in each of the four cardinal (north, east, 
south and west) orientations. 


R405.4.3 Additional documentation. The code official 
shall be permitted to require the following documents: 

1. Documentation of the building component character- 
istics of the standard reference design. 

2. A certification signed by the builder providing the 
building component characteristics of the proposed design as 
given in Table R405.5.2(1). 

3. Documentation of the actual values used in the soft- 
ware calculations for the proposed design. 


NEW SECTION 


WAC 51-11R-40550 Section R405.5—Calculation 
procedure. 


R405.5 Calculation procedure. Calculations of the perfor- 
mance design shall be in accordance with Sections R405.5.1 
and R405.5.2. 


R405.5.1 General. Except as specified by this section, the 
standard reference design and proposed design shall be con- 
figured and analyzed using identical methods and techniques. 


R405.5.2 Residence specifications. The standard reference 
design and proposed design shall be configured and analyzed 
as specified by Table R405.5.2(1). Table R405.5.2(1) shall 
include by reference all notes contained in Table R402.1.1. 


WAC 51-11R-40551 Table R405.5.2(1)—Specifications for the standard reference and proposed designs. 


TABLE R405.5.2(1) 
SPECIFICATIONS FOR THE STANDARD REFERENCE AND PROPOSED DESIGNS 


BUILDING COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 
Above-grade walls Type: Mass wall if proposed wall is mass; otherwise wood As proposed 
frame. As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table R402.1.3 As proposed 
Solar absorptance = 0.75 As proposed 
Remittance = 0.90 
Below-grade walls Type: Same as proposed As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table R402.1.3, with insulation layer on interior | As proposed 
side of walls. 
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BUILDING COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 

Above-grade floors Type: Wood frame As proposed 

Gross area: Same as proposed As proposed 

U-factor: From Table R402.1.3 As proposed 
Ceilings Type: Wood frame As proposed 

Gross area: Same as proposed As proposed 

U-factor: From Table R402.1.3 As proposed 
Roofs Type: Composition shingle on wood sheathing As proposed 

Gross area: Same as proposed As proposed 

Solar absorptance = 0.75 As proposed 

Emittance = 0.90 As proposed 
Attics Type: Vented with aperture = 1 ft? per 300 ft? ceiling area As proposed 
Foundations Type: Same as proposed foundation wall area above and below- | As proposed 

grade 

Soil characteristics: Same as proposed. As proposed 
Doors Area: 40 ft? As proposed 

Orientation: North As proposed 

U-factor: Same as fenestration from Table R402.1.3. As proposed 
Glazing? Total area? = As proposed 

(a) The proposed glazing area; where proposed glazing area is 

less than 15% of the conditioned floor area. 

(b) 15% of the conditioned floor area; where the proposed glaz- 

ing area is 15% or more of the conditioned floor area. 

Orientation: Equally distributed to four cardinal compass orien- | As proposed 

tations 

N, E, S & W). 

U-factor: From Table R402.1.3 As proposed 

SHGC: From Table R402.1.1 except that for climates with no | As proposed 

requirement (NR) SHGC = 0.40 shall be used. 

Interior shade fraction: 0.92 - (0.21 x SHGC for the standard 0.92 - (0.21 x SHGC as pro- 

reference design) posed) 

External shading: None As proposed 
Skylights None As proposed 


Air exchange rate 


Air leakage rate of 5 air changes per hour at a pressure of 0.2 
inches w.g. (50 Pa). The mechanical ventilation rate shall be in 
addition to the air leakage rate and the same as in the proposed 
design, but no greater than 0.01 x CFA +7.5 x (Np. + 1) 
where: 

CFA = conditioned floor area 

N, = number of bedrooms 

- Energy recovery shall not be assumed for mechanical ventila- 
tion. 


For residences that are not 
tested, the same air leakage 
rate as the standard reference 
design. For tested residences, 
the measured air exchange 
rate’. The mechanical ventila- 
tion rate“ shall be in addition 
to the air leakage rate and 
shall be as proposed. 


Mechanical ventilation 


None, except where mechanical ventilation is specified by the 
proposed design, in which case: 

Annual vent fan energy use: 

kWh/yr = .03942 x CFA + 29.565 x (Np, + 1) 


where: 
CFA =conditioned floor area 
N, = number of bedrooms 


As proposed 


Internal gains 


IGain = 17,900 + 23.8 x CFA + 4104 x N, (Btu/day per dwell- 
ing unit) 


Same as standard reference 
design 
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BUILDING COMPONENT 


STANDARD REFERENCE DESIGN 


PROPOSED DESIGN 


Internal mass 


An internal mass for furniture and contents of 8 pounds per 
square foot of floor area. 


Same as standard reference 
design, plus any additional 
mass specifically designed as 
a thermal storage element? but 
not integral to the building 
envelope or structure. 


Structural mass 


For masonry floor slabs, 80% of floor area covered by R-2 car- 
pet and pad, and 20% of floor directly exposed to room air. 
For masonry basement walls, as proposed, but with insulation 
required by Table R402.1.3 located on the interior side of the 
walls. 

For other walls, for ceilings, floors, and interior walls, wood 
frame construction. 


As proposed 


As proposed 


As proposed 


Heating systems 8 


Where the proposed design utilizes electric heating without a 
heat pump the standard reference design shall be an air source 
heat pump meeting the requirements of Section C403 of the 
IECC—Commercial Provisions. 

For all other systems, the same system type as proposed, and the 
same system efficiency required by prevailing minimum federal 
standard. 

Capacity: Sized in accordance with Section R403.6 


As proposed 


Cooling systems‘ 


Same system type as proposed. Same system efficiency as 
required by prevailing minimum federal standard. 
Capacity: Sized in accordance with Section R403.6. 


As proposed 


Service water heating! s» i 


Same system type as proposed. Same system efficiency as 
required by prevailing minimum federal standard. 
Use: Same as proposed design 


As proposed 
gal/day = 30 + (10 x N,,) 


Thermal distribution sys- 
tems 


Thermal distribution system 
efficiency shall be as tested or 
as specified in Table 
R405.5.2(2) if not tested. 
Duct insulation shall be as 
proposed. 


Thermostat 


Type: Manual, cooling temperature setpoint = 75°F; 
Heating temperature setpoint = 72°F 


Same as standard reference 


For SI:1 square foot= 0.93 m?, 1 British thermal unit = 1055 J, 1 


°C = (°F-3)/1.8, 1 degree = 0.79 rad 


(Above-grade thermal boundary gross wall 
area)/(above-grade boundary wall area + 0.5 x below- 


(Above-grade thermal boundary wall area)/(above-grade 
thermal boundary wall area + common wall area) or 


FA = 
pound per square foot = 4.88 kg/m?, 1 gallon (U.S.) = 3.785 L, 
grade boundary wall area). 
è Glazing shall be defined as sunlight-transmitting fenestration, BS 
including the area of sash, curbing or other framing elements, that 
enclose conditioned space. Glazing includes the area of sunlight- 0.56, whichever is greater. 
and where: 


transmitting fenestration assemblies in walls bounding condi- 
tioned basements. For doors where the sunlight-transmitting 
opening is less than 50 percent of the door area, the glazing area 
is the sunlight-transmitting opening area. For all other doors, the 
glazing area is the rough frame opening area for the door includ- 
ing the door and the frame. 


For residences with conditioned basements, R-2 and R-4 resi- 
dences and townhouses, the following formula shall be used to 


determine glazing area: 


AF=A,x FAX F 
where: 

AF 

A 


Total glazing area. 


4 Standard reference design total glazing area. 


nent not in contact with soil. 


unit. 


L and CFA are in the same units. 


Thermal boundary wall is any wall that separates conditioned space from 
unconditioned space or ambient conditions. 


Above-grade thermal boundary wall is any thermal boundary wall compo- 


Below-grade boundary wall is any thermal boundary wall in soil contact. 


Common wall area is the area of walls shared with an adjoining dwelling 


° Where required by the code official, testing shall be conducted 
by an approved party. Hourly calculations as specified in the 
ASHRAE Handbook of Fundamentals, or the equivalent, shall be 
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used to determine the energy loads resulting from infiltration. 
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d The combined air exchange rate for infiltration and mechanical 
ventilation shall be determined in accordance with Equation 43 of 
2001 ASHRAE Handbook of Fundamentals, page 26.24 and the 
"Whole-house Ventilation" provisions of 2001 ASHRAE Hand- 
book of Fundamentals, page 26.19 for intermittent mechanical 
ventilation. 


© Thermal storage element shall mean a component not part of the 
floors, walls or ceilings that is part of a passive solar system, and 
that provides thermal storage such as enclosed water columns, 
rock beds, or phase-change containers. A thermal storage ele- 
ment must be in the same room as fenestration that faces within 
15 degrees (0.26 rad) of true south, or must be connected to such 
a room with pipes or ducts that allow the element to be actively 
charged. 


For a proposed design with multiple heating, cooling or water 
heating systems using different fuel types, the applicable stan- 
dard reference design system capacities and fuel types shall be 
weighted in accordance with their respective loads as calculated 
by accepted engineering practice for each equipment and fuel 
type present. 


8 For a proposed design without a proposed heating system, a 
heating system with the prevailing federal minimum efficiency 
shall be assumed for both the standard reference design and pro- 
posed design. 


4 For a proposed design home without a proposed cooling system, 
an electric air conditioner with the prevailing federal minimum 
efficiency shall be assumed for both the standard reference 
design and the proposed design. 


i For a proposed design with a nonstorage-type water heater, a 40- 
gallon storage-type water heater with the prevailing federal min- 
imum energy factor for the same fuel as the predominant heating 
fuel type shall be assumed. For the case of a proposed design 
without a proposed water heater, a 40-gallon storage-type water 
heater with the prevailing federal minimum efficiency for the 
same fuel as the predominant heating fuel type shall be assumed 
for both the proposed design and standard reference design. 


NEW SECTION 


WAC 51-11R-40552 Table R405.5.2(2)—Default dis- 
tribution system efficiencies for proposed designs. 


TABLE R405.5.2(2) 
DEFAULT DISTRIBUTION SYSTEM EFFICIENCIES FOR PRO- 
POSED DESIGNS? 
DISTRIBUTION SYSTEM 
CONFIGURATION AND FORCED AIR HYDRONIC 
CONDITION SYSTEMS SYSTEMS? 
Distribution system components - 0.95 
located in unconditioned space 
Untested distribution systems 0.88 1 
entirely located in conditioned 
space® 
"Ductless” systems‘ 1 - 


For SI:1 cubic foot per minute = 0.47 L/s, 1 square foot = 0.093m?, 1 
pound per square inch = 6895 Pa, 1 inch water gauge = 1250 Pa. 


è Default values given by this table are for untested distribution 
systems, which must still meet minimum requirements for duct 
system insulation. 


> Hydronic systems shall mean those systems that distribute heat- 
ing and cooling energy directly to individual spaces using liquids 
pumped through closed-loop piping and that do not depend on 
ducted, forced airflow to maintain space temperatures. 


€ Entire system in conditioned space shall mean that no compo- 
nent of the distribution system, including the air-handler unit, is 
located outside of the conditioned space. 
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d Ductless systems shall be allowed to have forced airflow across 
a coil but shall not have any ducted airflow external to the manu- 
facturer's air-handler enclosure. 


NEW SECTION 


WAC 51-11R-40560 Section R405.6—Calculation 
software tools. 


R405.6 Calculation software tools. Calculation software, 
where used, shall be in accordance with Sections R405.6.1 
through R405.6.3. 


R405.6.1 Minimum capabilities. Calculation procedures 
used to comply with this section shall be software tools capa- 
ble of calculating the annual energy consumption ofall build- 
ing elements that differ between the standard reference 
design and the proposed design and shall include the follow- 
ing capabilities: 

1. Calculation of whole-building (as a single zone) sizing 
for the heating and cooling equipment in the standard refer- 
ence design residence in accordance with Section R403.6. 

2. Calculations that account for the effects of indoor and 
outdoor temperatures and part-load ratios on the performance 
of heating, ventilating and air-conditioning equipment based 
on climate and equipment sizing. 

3. Printed code official inspection checklist listing each 
of the proposed design component characteristics from Table 
R405.5.2(1) determined by the analysis to provide compli- 
ance, along with their respective performance ratings (e.g., R- 
value, U-factor, SHGC, HSPF, AFUE, SEER, EF, etc.). 


R405.6.2 Specific approval. Performance analysis tools 
meeting the applicable sections of Section R405 shall be per- 
mitted to be approved. Tools are permitted to be approved 
based on meeting a specified threshold for a jurisdiction. The 
code official shall be permitted to approve tools for a speci- 
fied application or limited scope. 


R405.6.3 Input values. When calculations require input val- 
ues not specified by Sections R402, R403, R404 and R405, 
those input values shall be taken from an approved source. 


NEW SECTION 


WAC 51-11R-40600 Section R406—Additional 
energy efficiency requirements. 


NEW SECTION 
WAC 51-11R-40610 Section R406.1—Scope. 


R406.1 Scope. This section establishes options for addi- 
tional criteria to be met for one- and two-family dwellings 
and townhouses, as defined in Section 101.2 of the Interna- 
tional Residential Code to demonstrate compliance with this 
code. 
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NEW SECTION 
WAC 51-11R-40620 Section R406.2—Additional energy efficiency requirements. 


R406.2 Additional energy efficiency requirements (Mandatory). Each dwelling unit in one- and two-family dwellings and 
townhouses, as defined in Section 101.2 of the International Residential Code shall comply with sufficient options from Table 
R406.2 so as to achieve the following minimum number of credits: 


1. Small Dwelling Unit: 0.5 points 


Dwelling units less than 1500 square feet in conditioned floor area 
with less than 300 square feet of fenestration area. Additions to 
existing building that are less than 750 square feet of heated floor 
area. 


2. Medium Dwelling Unit: 1.5 points 
All dwelling units that are not included in #1 or #3. 
3. Large Dwelling Unit: 2.5 points 
Dwelling units exceeding 5000 square feet of conditioned floor area. 
The drawings included with the building permit application shall identify which options have been selected and the point 


value of each option, regardless of whether separate mechanical, plumbing, electrical, or other permits are utilized for the proj- 
ect. 


NEW SECTION 
WAC 51-11R-40621 Table R406.2—Energy credits. 


TABLE 406.2 
ENERGY CREDITS (DEBITS) 


OPTION DESCRIPTION CREDIT(S) 


la EFFICIENT BUILDING ENVELOPE la: 0.5 
Prescriptive compliance is based on Table R402.1.1 with the following modifications: 
Fenestration U = 0.28 

Floor R-38 

Slab on grade R-10 perimeter and under entire slab 

Below grade slab R-10 perimeter and under entire slab 

or 

Compliance based on Section R402.1.4: Reduce the Total UA by 5%. 


1b EFFICIENT BUILDING ENVELOPE 1b: 1.0 
Prescriptive compliance is based on Table R402.1.1 with the following modifications: 
Fenestration U = 0.25 

Wall R-21 plus R-4 

Floor R-38 

Basement wall R-21 int plus R-5 ci 

Slab on grade R-10 perimeter and under entire slab 

Below grade slab R-10 perimeter and under entire slab 

or 

Compliance based on Section R402.1.4: Reduce the Total UA by 15%. 


lc EFFICIENT BUILDING ENVELOPE 1c: 2.0 
Prescriptive compliance is based on Table R402.1.1 with the following modifications: Fenestration U = 0.22 
Ceiling and single-rafter or joist-vaulted R-49 advanced 

Wood frame wall R-21 int plus R-12 ci 

Floor R-38 

Basement wall R-21 int plus R-12 ci 

Slab on grade R-10 perimeter and under entire slab 

Below grade slab R-10 perimeter and under entire slab 

or 

Compliance based on Section R402.1.4: Reduce the Total UA by 30%. 


2a AIR LEAKAGE CONTROL AND EFFICIENT VENTILATION 2a: 0.5 
Compliance based on R402.4.1.2: Reduce the tested air leakage to 4.0 air changes per hour maximum 
and 

All whole house ventilation requirements as determined by Section M1507.3 of the International Residen- 
tial Code shall be met with a high efficiency fan (maximum 0.35 watts/cfm), not interlocked with the furnace 
fan ventilation systems using a furnace including an ECM motor are allowed, provided that they are con- 
trolled to operate at low speed in ventilation only mode. 
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OPTION 


DESCRIPTION 


CREDIT(S) 


To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the option being selected and shall specify the maximum tested building air leakage and shall show 
the heat recovery ventilation system. 


2b 


AIR LEAKAGE CONTROL AND EFFICIENT VENTILATION 2b: 

Compliance based on Section R402.4.1.2: Reduce the tested air leakage to 2.0 air changes per hour maxi- 
mum 

and 

All whole house ventilation requirements as determined by Section M1507.3 of the International Residen- 
tial Code shall be met with a heat recovery ventilation system with minimum sensible heat recovery effi- 
ciency of 0.70. 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the maximum tested building air leakage and shall show the heat recovery ventilation system. 


1.0 


2c 


AIR LEAKAGE CONTROL AND EFFICIENT VENTILATION 2c: 

Compliance based on Section R402.4.1.2: Reduce the tested air leakage to 1.5 air changes per hour maxi- 
mum 

and 

All whole house ventilation requirements as determined by Section M1507.3 of the International Residen- 
tial Code shall be met with a heat recovery ventilation system with minimum sensible heat recovery effi- 
ciency of 0.85. 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the maximum tested building air leakage and shall show the heat recovery ventilation system. 


1.5 


3a 


HIGH EFFICIENCY HVAC EQUIPMENT 3a: 

Gas, propane or oil-fired furnace with minimum AFUE of 95% 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the heating equipment type and the minimum equipment efficiency. 


0.5 


3b 


HIGH EFFICIENCY HVAC EQUIPMENT 3b: 

Air-source heat pump with minimum HSPF of 8.5 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the heating equipment type and the minimum equipment efficiency. 


1.0 


3c 


HIGH EFFICIENCY HVAC EQUIPMENT 3c: 

Closed-loop ground source heat pump; with a minimum COP of 3.3 

or 

Open loop water source heat pump with a maximum pumping hydraulic head of 150 feet and minimum COP 
of 3.6 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the heating equipment type and the minimum equipment efficiency. 


2.0 


3d 


HIGH EFFICIENCY HVAC EQUIPMENT 3d: 

DUCTLESS SPLIT SYSTEM HEAT PUMPS, ZONAL CONTROL: 

In homes where the primary space heating system is zonal electric heating, a ductless heat pump system shall 
be installed and provide heating to at least one zone of the housing unit. 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the heating equipment type and the minimum equipment efficiency. 


1.0 


HIGH EFFICIENCY HVAC DISTRIBUTION SYSTEM:? 

All heating and cooling system components installed inside the conditioned space. All combustion equip- 
ment shall be direct vent or sealed combustion. 

Locating system components in conditioned crawl spaces is not permitted under this option. 

Electric resistance heat is not permitted under this option. 

Direct combustion heating equipment with AFUE less than 80% is not permitted under this option. 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the heating equipment type and shall show the location of the heating and cooling equipment and all 
the ductwork. 


1.0 


Sa 


EFFICIENT WATER HEATING 5a: 

Water heating system shall include one of the following: 

Gas, propane or oil water heater with a minimum EF of 0.62 

or 

Electric water heater with a minimum EF of 0.93. 

and for both cases 

All showerhead and kitchen sink faucets installed in the house shall be rated at 1.75 GPM or less. All other 
lavatory faucets shall be rated at 1.0 GPM or less.> 

To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the water heater equipment type and the minimum equipment efficiency and shall specify the maxi- 
mum flow rates for all showerheads, kitchen sink faucets, and other lavatory faucets. 


0.5 
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OPTION DESCRIPTION CREDIT(S) 
5b EFFICIENT WATER HEATING 5b: 1.5 
Water heating system shall include one of the following: 
Gas, propane or oil water heater with a minimum FF of 0.82 
or 
Solar water heating supplementing a minimum standard water heater. Solar water heating will provide a 
rated minimum savings of 85 therms or 2000 kWh based on the Solar Rating and Certification Corporation 
(SRCC) Annual Performance of OG-300 Certified Solar Water Heating Systems 
or 
Electric heat pump water heater with a minimum EF of 2.0 and meeting the standards of NEEA's Northern 
Climate Specifications for Heat Pump Water Heaters 
or 
Water heater heated by ground source heat pump meeting the requirements of Option 3c. 
To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
specify the water heater equipment type and the minimum equipment efficiency and, for solar water heating 
systems, the calculation of the minimum energy savings. 
6 RENEWABLE ELECTRIC ENERGY: 0.5 
For each 1200 kWh of electrical generation provided annually by on-site wind or solar equipment a 0.5 
credit shall be allowed, up to 3 credits. Generation shall be calculated as follows: 
For solar electric systems, the design shall be demonstrated to meet this requirement using the National 
Renewable Energy Laboratory calculator PVWATTs. Documentation noting solar access shall be included 
on the plans. 
For wind generation projects designs shall document annual power generation based on the following fac- 
tors: 
The wind turbine power curve; average annual wind speed at the site; frequency distribution of the wind 
speed at the site and height of the tower. 
To qualify to claim this credit, the building permit drawings shall specify the option being selected and shall 
show the photovoltaic or wind turbine equipment type, provide documentation of solar and wind access, and 
include a calculation of the minimum annual energy power production. 
Footnotes: è Interior Duct Placement. Ducts included as Option 4 of Table R406.2 shall be placed wholly within the heated envelope of the housing unit. 


EXCEPTION: 


The placement shall be inspected and certified to receive the credits associated with this option. 


Ducts complying with this section may have up to 5% of the total linear feet of ducts located in the exterior cavities or buffer spaces of the 
dwelling. If this exception is used the ducts will be tested to the following standards: 


Post-construction test: Leakage to outdoors shall be less than or equal to 1 CFM per 100 ft? of conditioned floor area when tested at a pressure 
differential of 0.1 inches w.g. (25 Pa) across the entire system, including the manufacturer's air handler enclosure. All register boots shall be 
taped or otherwise sealed during the test. 


> Plumbing Fixtures Flow Ratings. Low flow plumbing fixtures (water closets and urinals) and fittings (faucets and showerheads) shall com- 
ply with the following requirements: 


1 Residential bathroom lavatory sink faucets: Maximum flow rate - 3.8 L/min (1.0 gal/min) when tested in accordance with ASME 
A112.18.1/CSA B125.1. 


2 Residential kitchen faucets: Maximum flow rate - 6.6 L/min (1.75 gal/min) when tested in accordance with ASME A112.18.1/CSA B125.1. 
3 Residential showerheads: Maximum flow rate - 6.6 L/min (1.75 gal/min) when tested in accordance with ASME A112.18.1/CSA B125.1. 


NEW SECTION 


WAC 51-11R-50000 Chapter 5—Referenced standards. This chapter lists the standards that are referenced in various 
sections of this document. The standards are listed herein by the promulgating agency of the standard, the standard identifica- 
tion, the effective date and title, and the section or sections of this document that reference the standard. The application of the 
referenced standards shall be as specified in Section R106. 


AAMA American Architectural Manufacturers Association 
1827 Walden Office Square 
Suite 550 
Schaumburg, IL 60173-4268 
Standard reference number Title Referenced in code section number 
AAMA/WDMA/CSA North American Fenestration Standard/Specifica- 
101/1.S.2/A C440-11 tions for Windows, Doors and Unit Skylights = = = ~—........ R402.4.3 
ACCA Air Conditioning Contractors of America 
2800 Shirlington Road, Suite 300 
Arlington, VA 22206 
Standard reference number Title Referenced in code section number 
Manual J-11 Residential Load Calculation Eighth Edition ttt ee ees R403.6 
Manual S-10 Residential Equipment ee R403.6 
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ASHRAE 


American Society of Heating, Refrigerating and Air-Conditioning Engineers, 


Inc. 
1791 Tullie Circle, N.E. 
Atlanta, GA 30329-2305 


Standard reference number 


Title 


Referenced in code section number 


ASHRAE-2009 


ASHRAE 193-2010 


ASHRAE Handbook of Fundamentals R402.1.4, 
Table R405.5.2(1) 


Method of Test for Determining the Airtightness of 


HVAC Equipment 2 ee R403.2.2.1 
ASTM ASTM International 
100 Barr Harbor Drive 
West Conshohocken, PA 19428-2859 
Standard reference number Title Referenced in code section number 


E 283-04 


Test Method for Determining the Rate of Air Leak- 
age Through Exterior Windows, Curtain Walls and 
Doors Under Specified Pressure Differences 
Across the Specimen 


R402.4.4 


CSA 


Canadian Standards Association 
5060 Spectrum Way 
Mississauga, Ontario, Canada L4W 5N6 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA North American Fenestration Standard/Specifica- 
101/1.8.2/A440-11 tion for Windows, Doors and Unit Skylights == iw R402.4.3 
ICC International Code Council, Inc. 
500 New Jersey Avenue, N.W. 
6th Floor 
Washington, DC 20001 
Standard reference number Title Referenced in code section number 


IBC-12 


International Building Code 


R201.3, R303.2, R402.2.10 


ICC 400-12 Standard on the Design and Construction of Log 
Structures ee Table R402.4.1.1 

IFC-12 International Fire Code sss eee R201.3 

IFGC-12 International Fuel Gas Code ——s—s—“—sSsSsSSSSSSS ee R201.3 

IMC-12 International Mechanical Code  ———“—sSS ee R201.3, R403.2.2, R403.5 

IRC-12 International Residential Code  ——s—s—sSS ee R104.2.1, R201.3, R303.2, R401.2, 
R403.2.2, R403.5, R406.1, R406.2, 

Table R406.2 
NEEA Northwest Energy Efficiency Alliance 


421 S.W. 6th Ave., Suite 600 
Portland, OR 97204 


Standard reference number 


Title 


Referenced in code section number 


NEEA-2011 


Northern Climate Specification for Heat Pump 
Water Heaters, Vers. 4.0 


Table R406.2 


NFRC 


National Fenestration Rating Council, Inc. 
6305 Ivy Lane, Suite 140 
Greenbelt, MD 20770 


Standard reference number 


Title 


Referenced in code section number 


100-2010 


200-2010 


400-2010 


Procedure for Determining Fenestration Products 
U-factors 

Procedure for Determining Fenestration Product 
Solar Heat Gain Coefficients and Visible Transmit- 
tance at Normal Incidence 


Procedure for Determining Fenestration Product 
Air Leakage 


R303.1.3 


R303.1.3 


R402.4.3 


US-FTC 


United States-Federal Trade Commission 
600 Pennsylvania Avenue N.W. 
Washington, DC 20580 


Standard reference number 


Title 


Referenced in code section number 


CER. Title 16 
(May 31, 2005) 


R-value 


Rule R303.1.4 
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WDMA Window and Door Manufacturers Association 


Des Plaines, IL 60018 


1400 East Touhy Avenue, Suite 470 


Standard reference number Title Referenced in code section number 
AAMA/WDMA/CSA North American Fenestration Standard/Specifica- 

101/1.S.2/A440-11 tion for Windows, Doors and Unit Skylights = =... R402.4.3 

WSU Washington State University Energy Extension Program 


905 Plum Street S.E., Bldg 3 
P.O. Box 43165 
Olympia, WA 98506-3166 


Standard reference number Title Referenced in code section number 
WSU RS 33 Duct Testing Standard for New and Existing Con- 
struction Publication No. WSUEEP12-016 = ~—.......... R403.2.2 
NEW SECTION Outdoor Design | Outdoor Design 
WAC 51-11R-60000 Appendix C—Exterior design Temp Heating | Temp Cooling 
conditions. As required by Section R302.2, the heating or Location (°F) (°F) 
cooling outdoor design temperatures shall be selected from Davenport 5 92 
Table C-1. Edmonds 24 82 
Ellensburg AP 2 90 
NEW SECTION Elma 24 88 
WAC 51-11R-60100 Table C-1—Outdoor design Ephrata AP 7 97 
temperatures for Washington. Everett Paine AFB 21 79 
TABLE C-1 Forks 1E 23 81 
OUTDOOR DESIGN TEMPERATURES Glacier RS 13 82 
Outdoor Design | Outdoor Design Glenoma (Kosmos) 18 89 
Temp Heating | Temp Cooling Goldendale 7 94 
Location (°F) (°F) Grays River Hatch- 24 86 
Aberdeen 20NNE 25 83 ery 
Anacortes 24 72 Greenwater 1.4 84 
Anatone -4 89 Grotto 21 84 
Auburn 25 84 Hoquiam AP 26 79 
Battleground 19 91 Inchelium 2NW 0 92 
Bellevue 24 83 John Day Dam 19 100 
Bellingham 2N 19 78 Kent 21 85 
Blaine 17 73 Kirkland 17 83 
Bremerton 29 83 La Grande 23 88 
Burlington 19 77 Leavenworth -3 93 
Chehalis 21 87 Little Goose Dam 22 101 
Chelan 10 89 Long Beach 3NNE 25 77 
Cheney 4 94 Longview 24 87 
Chesaw -11 81 Lower Granite Dam 14 98 
Clarkston 10 94 Lower Monument 18 103 
Cle Elum 1 91 Dam 
Colfax INW 2 94 Marysville 23 79 
Colville AP 29) 92 Metaline Falls -1 89 
Concrete 19 83 Methow 2W 1 89 
Connell 4NNW 6 100 Nespelem 2S A 93 
Cougar 5E 25 93 Newhalem 19 89 
Dallesport AP 14 99 Newport -5 92 
Darrington RS 13 85 Northport 2 92 
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Outdoor Design | Outdoor Design Outdoor Design | Outdoor Design 
Temp Heating | Temp Cooling Temp Heating | Temp Cooling 
Location (°F) (°F) Location (°F) (°F) 
Oak Harbor 16 74 Wenatchee CO 10 92 
Odessa 7 100 Whidbey Island 11 71 
Olga 2SE 24 71 Willapa Harbor 26 81 
Olympia AP 17 85 Wilson Creek 3 96 
Omak 2NW 3 90 Winthrop 1WSW -12 91 
Oroville 5 93 Yakima AP 11 94 
Othello 9 98 ABBREVIATIONS: 
Packwood 16 90 AFB Air Force Base 
Plain -3 89 AP Airport 
Pleasant View 16 98 CO City Office 
Pomeroy 3 95 RS Ranger Station i 
Port Angeles 8 75 Typical: "4(miles)NE 
Port Townsend 25 76 REDEARTR 
Prosser 12 97 mF 
Puyallup 19 86 The following chapter of the Washington Administrative 
Quilcene 25W 23 83 Codedstepcald: 
Quinault RS 25 84 WAC 51-11-0100 Chapter 1—Administration 
Rainier, Longmire 15 85 and enforcement. 
Paradise RS 8 71 WAC 51-11-0101 Section 101—Scope and 
Raymond 28 81 general requirements. 
Redmond 2 WAC 51-11-0102 Materials and equipment. 
Republic -9 87 
Richland ll 101 WAC 51-11-0103 Alternate materials—Method 
Ritzvill of construction, design or 
HANS 6 99 insulating systems. 
Satus Pass 10 90 . ; 
Seattle: SeaTac AP 24 83 WAC 51-11-0104 Plans and specifications. 
Sedro Woolley 1E 19 78 WAC 51-11-0105 Inspections and enforcement. 
Sequim 23 78 WAC 51-11-0106 Violations. 
= = = WAC 51-11-0107 Liabili 
Smyma 8 102 beak ep: 
Snohomish 21 81 WAC 51-11-0108 Conflicts with other codes. 
Snoqualmie Pass 6 80 WAC 51-11-0109 Severability. 
Spokane AP 4 92 Se 
WAC 51-11-02 hapter 2—Definitions. 
Spekanie:CO 10 96 00 Chapter efinitions 
Stampede Pass 7 16 WAC 51-11-0201 Scope. 
Stehekin 3NW 12 85 WAC 51-11-0300 Chapter 3—Design condi- 
Stevens Pass 6 77 tions. 
Tacoma CO 29 82 WAC 51-11-0301 Design criteria. 
Tatoosh Island 31 63 WAC 51-11-0302 Th I desi 
Toledo AP 7 84 -11- ermal design parameters. 
Vancouver 22 88 WAC 51-11-0303 Mechanical ventilation. 
Vashon Island 28 78 WAC 51-11-0400 Chapter 4—Building design 
Walla Walla AP 6 96 by systems analysis. 
Waterville 1 88 WAC 51-11-0401 Scope. 
Wellpinit 1 93 : 
WAC 51-11-0402 Systems analysis. 
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Chapter 5—Building design 
by component performance 
approach. 


Scope. 


Building envelope require- 
ments. 


Mechanical systems. 
Domestic water systems. 
Lighting. 


Equation 1—Single-family 
residential. 


Equation 2—All occupan- 
cies. 


Equation 3—Single-family 
residential. 


Equation 4—Reserved. 
Equation 5—Reserved. 
Table 5-1. 

Table 5-2—Reserved. 
Table 5-3—Reserved. 
Table 5-4—Reserved. 
Table 5-S—Reserved. 
Table 5-6—Reserved. 
Table 5-7—Reserved. 
Table 5-8—Reserved. 
Table 5-9Q—Reserved. 
Table 5-10—Reserved. 
Table 5-11. 

Table 5-12. 

Table 5-13—Reserved. 


Chapter 6 building design by 
prescriptive requirements 
approach. 


Scope. 


Building envelope require- 
ments for single-family resi- 
dential. 


Mechanical systems for sin- 
gle-family residential. 


Domestic water systems. 
Lighting. 

Table 6-1. 

Chapter 7—Standards. 
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WAC 51-11-0701 
WAC 51-11-0800 


WAC 51-11-0900 


WAC 51-11-1000 
WAC 51-11-1001 
WAC 51-11-1002 


WAC 51-11-1003 


WAC 51-11-1004 


WAC 51-11-1005 


WAC 51-11-1006 


WAC 51-11-1007 
WAC 51-11-1008 
WAC 51-11-1009 
WAC 51-11-1100 
WAC 51-11-1110 
WAC 51-11-1120 
WAC 51-11-1130 


WAC 51-11-1131 


WAC 51-11-1132 
WAC 51-11-1133 
WAC 51-11-1134 
WAC 51-11-1135 
WAC 51-11-1140 
WAC 51-11-1141 
WAC 51-11-1142 
WAC 51-11-1143 
WAC 51-11-1144 
WAC 51-11-1150 
WAC 51-11-1160 
WAC 51-11-1200 
WAC 51-11-1301 
WAC 51-11-1302 
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Scope. 


Section 0800—Suggested 
software for chapter 4 sys- 
tems analysis approach. 


Chapter 0900—Additional 
residential energy efficiency 
requirements. 


Chapter 10. 
Section 1001 General. 


Section 1002: Below grade 
walls and slabs. 


Section 1003: On-grade slab 
floors. 


Section 1004: Floors over 
unconditioned space. 


Section 1005: Above-grade 
walls. 


Section 1006 Default U-fac- 
tors for glazing and doors. 


Section 1007 Ceilings. 
Section 1008 Air infiltration. 
Section 1009 Mass. 

Title. 

Purpose and intent. 

Scope. 


Application to existing build- 
ings. 


Additions to existing build- 
ings. 


Alterations and repairs. 
Change of occupancy or use. 
Historic buildings. 
Commissioning. 
Enforcement. 

Plans and specifications. 
Materials and equipment. 
Inspections. 

Violations. 

Conflicts with other codes. 
Severability and liability. 
Reserved. 

Scope. 

Space heat type. 
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WAC 51-11-1303 
WAC 51-11-1310 
WAC 51-11-1311 
WAC 51-11-1312 
WAC 51-11-1313 
WAC 51-11-1314 
WAC 51-11-1320 


WAC 51-11-1321 
WAC 51-11-1322 
WAC 51-11-1323 
WAC 51-11-1330 


WAC 51-11-1331 
WAC 51-11-1332 
WAC 51-11-1333 
WAC 51-11-1334 


WAC 51-11-1401 
WAC 51-11-1402 
WAC 51-11-1410 
WAC 51-11-1411 


WAC 51-11-1412 
WAC 51-11-1413 
WAC 51-11-1414 
WAC 51-11-1415 
WAC 51-11-1416 


WAC 51-11-1420 


WAC 51-11-1421 
WAC 51-11-1422 
WAC 51-11-1423 
WAC 51-11-1424 


WAC 51-11-1430 
WAC 51-11-1431 
WAC 51-11-1432 
WAC 51-11-1433 
WAC 51-11-1434 
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Climate zones. 
General requirements. 
Insulation. 

Glazing and doors. 
Moisture control. 

Air leakage. 


Prescriptive building enve- 
lope option. 


General. 
Opaque envelope. 
Glazing. 


Component performance 
building envelope option. 


General. 
Component U-factors. 
UA calculations. 


Solar heat gain coefficient 
rate calculations. 


Scope. 
Mechanical ventilation. 
General requirements. 


HVAC equipment perfor- 
mance requirements. 


Controls. 
Economizers. 
Ducting systems. 
Piping systems. 


Commissioning and comple- 
tion requirements. 


Simple systems (packaged 
unitary equipment). 


System type. 
Controls. 
Economizers. 


Separate air distribution sys- 
tems. 


Complex systems. 
System type. 
Controls. 
Economizers. 


Separate air distribution sys- 
tems. 


[66] 


WAC 51-11-1435 


WAC 51-11-1436 
WAC 51-11-1437 
WAC 51-11-1438 
WAC 51-11-1439 
WAC 51-11-1440 
WAC 51-11-1441 
WAC 51-11-1442 
WAC 51-11-1443 
WAC 51-11-1444 


WAC 51-11-1445 


WAC 51-11-1446 
WAC 51-11-1450 
WAC 51-11-1451 
WAC 51-11-1452 
WAC 51-11-1453 
WAC 51-11-1454 
WAC 51-11-1460 
WAC 51-11-1501 
WAC 51-11-1510 
WAC 51-11-1511 
WAC 51-11-1512 
WAC 51-11-1513 
WAC 51-11-1514 
WAC 51-11-1520 
WAC 51-11-1521 


WAC 51-11-1522 


WAC 51-11-1530 


WAC 51-11-1531 


WAC 51-11-1532 


WAC 51-11-99901 
WAC 51-11-99902 


Simultaneous heating and 
cooling. 


Heat recovery. 

Electric motor efficiency. 
System criteria. 

Exhaust systems. 
Domestic water systems. 
Water heater installation. 
Shut-off controls. 

Pipe insulation. 


Conservation of water and 
pumping energy. 


Heat recovery for domestic 
water systems. 


Domestic hot water meters. 
Heated pools. 

General. 

Pool water heaters. 
Controls. 

Pool covers and insulation. 
Cold storage. 

Scope. 

General requirements. 
Electric motors. 

Exempt lighting. 

Lighting controls. 

Exit signs. 

Prescriptive lighting option. 


Prescriptive interior lighting 
requirements. 


Prescriptive exterior lighting 
requirements. 


Lighting power allowance 
option. 


Interior lighting power 
allowance. 


Exterior lighting power 
allowance. 


Section 1—General. 


Section 2—Simulation gen- 
eral requirements. 
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WAC 51-11-99903 Section 3—Calculation of 
the proposed and baseline 


building performance. 


WAC 51-11-99904 Section 4—Suggested soft- 
ware for systems analysis 


approach. 


WSR 13-04-056 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 11:04 a.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2013. 

Purpose: Adoption and amendment of the 2012 Interna- 
tional Energy Conservation Code, Commercial, chapter 51- 
11C WAC. The residential portion is adopted under chapter 
51-11R WAC in a separate filing. The filing for chapter 51- 
11R WAC includes the repeal of the 2009 Washington State 
Energy Code, chapter 51-11 WAC. 

Statutory Authority for Adoption: RCW 19.27A.020 
and 19.27A.025. 

Other Authority: Chapters 19.27 and 34.05 RCW. 

Adopted under notice filed as WSR 12-16-088 on July 
31, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: 1. WAC 51-11C-10140, Section C101.4.3: Based 
on testimony received, the lighting alterations in existing 
buildings language was clarified and coordinated with the 
percentage requirements in Section C101.4.3.1. 

2. WAC 51-11C-10140, Section C101.4.4: Based on 
testimony received by the council, the language regarding 
change in use or occupancy was clarified. An exception was 
also added to allow a ten percent higher energy use for exist- 
ing buildings when using either the component performance 
method or total building performance method to comply with 
the code. This makes it much easier to comply and rehabili- 
tate existing buildings. 

3. WAC 51-11C-10140, Section C101.4.5: This section 
was coordinated with requirements for semi-heated spaces. 
An exception was also added to allow a ten percent higher 
energy use for existing buildings when using either the com- 
ponent performance method or total building performance 
method to comply with the code. 

4. WAC 51-11C-10150, Section C101.5.2: Based on 
testimony received, low energy buildings were exempted 
from all thermal envelope requirements, not just the wall 
requirements. 

5. WAC S51-11C-10150, Section C101.5.2.1: This sec- 
tion was added to coordinate with the requirements for semi- 
heated space. 

6. WAC 51-11C-20204, Definition of Daylight Zone: 
Based on testimony received, the description of under atrium 
glazing (which was proposed in 2011 and tabled at that time) 
was included in this definition to assist in the design of multi- 
story atriums. 

7. WAC 51-11C-20212, Definition of Low Voltage 
Lighting: Based on testimony received, the definition of low 
voltage lighting was modified to remove the amperage refer- 
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ence. It was suggested there are products available with rat- 
ings above the twenty-five amp specification. 

8. WAC 51-11C-20219, Definition of Semi-Heated 
Space: Based on testimony provided, the definition of semi- 
heated space was modified and simplified to apply a single 
set of criteria to all climate zones. 

9. WAC 51-11C-30100, Section C301: Sections C301.2 
(Warm humid counties) and C301.3 (International climate 
zones) were removed for clarity since these designations are 
not used in Washington state. 

10. WAC 51-11C-402131, Equation C402.1: Target UA 
- Based on testimony received, the formula was adjusted to 
split out vertical glazing and skylights, to correlate with 
IECC language. 

11. WAC 51-11C-402121, Table C402.1.2: Mass Wall 
Envelope Requirements - The Council, after reviewing all 
testimony regarding mass wall U-values, voted to move for- 
ward with Option 2 and the less stringent requirements for U- 
values. The associated footnote (d) was modified for better 
clarity and enforceability. 

Unheated slabs - the perimeter insulation F-value was 
changed to 0.54. See item 12 for more information. 

12. WAC 51-11C-402220 [51-11C-402200], Table 
C402.2: Based on comments received, the thermal block 
requirement for Roof, Metal Building was changed to R-3.5 
for consistency with ASHRAE. 

13. WAC 51-11C-402220 [51-11C-402200], Table 
C402.2: Based on the cost-benefit analysis performed, the 
perimeter insulation required for unheated slabs was reduced 
from R-20 to R-10. The analysis showed negligible energy 
savings for the proposed increase in insulation. 

14. WAC 51-11C-402200, Table C402.2: Footnote f - 
The table for continuous insulation values using metal fasten- 
ers was modified based on information from an ASHRAE 
study showing less heat loss than previously estimated. In 
addition, the definition for continuous insulation was modi- 
fied to reflect this information. 

15. WAC 51-11C-40225, Section C402.2.5: Corrected 
the mass floor material weight reference (42 120 pcf) per the 
International Code Council errata. 

16. WAC 51-11C-40232, Section C402.3.2: Skylight 
Area - "Storage" was removed from the list of occupancy 
types, and the requirement was limited to single story build- 
ings. The missing equation C4-1 (ICC errata) was also 
added. 

17. WAC 51-11C-40241, Section C402.4.1.2: Air Bar- 
rier Testing - Based on testimony received, the council 
amended this section to require air barrier testing for all com- 
mercial buildings. 

18. WAC 51-11C-403231, Tables C403.2.3.1(1) edito- 
rial corrections: A-D: Correct table title; 

A: Corrected EER value for Air conditioners, water 
cooled >760,000 Btu/hr; IEER value for condensing unit, air 
cooled; removed small duct high velocity (air cooled) cate- 
gory per ASHRAE 90.1 errata 

B: Add "greater than or equal to" symbols; 

D: Correct VRF EER in D: H-2 11.0 

19. WAC 51-11C-403232, Table C403.2.3.1(2): Cor- 
rected through the wall, air cooled (cooling mode) SEER val- 


Permanent 


WSR 13-04-056 


ues per ASHRAE 90.1 errata; removed single duct high 
velocity, air cooled category per ASHRAE 90.1 errata. 

20. WAC 51-11C-403233, Table C403.2.3(3): Cor- 
rected efficiency requirements for PTHP (heating mode) new 
construction per the International Code Council errata; fixed 
references to with/without louvered sides in room air condi- 
tioner categories; added ASHRAE 90.1 labeling require- 
ments for replacement units as alternate in footnote b. 

21. WAC 51-11C-40324, Section C403.2.4: Added ref- 
erence to Sections C403.4.5 through C403.4.10 to the scop- 
ing section to include requirements from WSEC. 

22. WAC 51-11C-403244, Section C403.2.4.4: Shut Off 
Damper Controls - Based on testimony received, an excep- 
tion was added to correlate with the International Mechanical 
Code. 


23. WAC 51-11C-403248, Sections C403.2.4.8 and 
C403.2.4.9: Added missing language from 2009 WSEC to 
the thermostatic control requirements. 

24. WAC 51-11C-403553, Section C403.2.5.3: Garage 
Ventilation - Based on testimony received, the controls were 
correlated with the International Mechanical Code require- 
ments. 


25. WAC 51-11C-403294, Section C403.2.12: Fan and 
Pump Systems - Clarification that the requirements apply to 
motor nameplate horsepower. 

26. WAC 51-11C-40331, Section C403.3.1.1: Econo- 
mizers (Simple systems) - Based on testimony received, lan- 
guage from the 2009 WSEC was included for integrated con- 
trols in equipment >65,000 Btu/h for clarity and to maintain 
the stringency from the WSEC. 

27. WAC 51-11C-40341, Section C403.4.1: Economiz- 
ers - In response to testimony received, the 2009 WSEC 
economizer exception for chilled water systems was retained 
to provide additional flexibility, especially for existing build- 
ings. 

28. WAC 51-11C-40343, Section C403.4.3.4: Econo- 
mizers (Complex systems) - Based on testimony received, 
additional language was provided to add clarification of part 
load requirements for heat pumps. 

29. WAC 51-11C-40345, Section C403.4.5: VAV Sys- 
tem requirements - Based on testimony received, an item was 
added to allow maintaining ventilation rates required by other 
codes or standards. 

30. WAC 51-11C-404021, Table C404.2: Editorial 
adjustments to various errors in the table for greater than/less 
than symbols; correct placement of footnote c in instanta- 
neous water heaters, gas. 

31. WAC 51-11C-40406, Section C404.6: Pipe Insula- 
tion - Based on testimony received, a second exception was 
added for hot water piping outside of the recirculation zone. 


32. WAC 51-11C-40410, Section C404.10: Corrected 
reference in scoping section; corrected reference to ASHRAE 
146. 

33. WAC 51-11C-40501, Section C405.1: Dwelling 
Unit Lighting - Based on testimony received, the original 
IECC requirement for percentage of high efficacy lighting 
was retained, changing from fifty percent to seventy-five per- 
cent of lamps. 
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34. WAC 51-11C-405022, Section C405.2.2.3.3: Added 
this section with "Reserved" to clarify this section of the 
IECC is not adopted. 

35. WAC 51-11C-405023, Section C405.2.3: Emer- 
gency Lighting Controls - Based on testimony received, the 
language in this section was modified to clarify intent. 

36. Sections 51-11C-40600 through 51-11C-40605, Sec- 
tion C406: Commercial Additional Energy Efficiency Mea- 
sures - Based on testimony provided and in light of legal 
questions, this section was not adopted. To coordinate this 
change with the total building performance method, the per- 
centage cited in Section C401.2 was also modified. 

37. WAC 51-11C-407051, Table C407.5.1: Total Build- 
ing Performance method - the following modifications were 
made based on testimony received at the public hearings: 

- The standard reference design specifications for heat 
pumps was modified to include heat pump and package ter- 
minal heat pump reference standards. 

- Modify footnote h to ensure air-source heat pumps with 
auxiliary heat are modeled consistently. 

38. WAC 51-11C-40801, Section C408.1, Commission- 
ing: Added service water heating and energy metering into 
the scoping sections since there are commissioning require- 
ments for these systems. 

39. WAC 51-11C-40901, C409.1: Metering, General - 
Based on testimony provided the threshold for the size of 
buildings requiring metering was increased to 50,000 square 
feet. 

40. WAC 51-11C-40903, C409.3: Metering, end use - 
Based on testimony, an exception was provided to end use 
metering for electrical energy fed through VFDs. 

41. WAC 51-11C-40904, C409.4: Metering, meters - 
Based on testimony provided, adjustments were made to the 
accuracy requirements to be more in line with current capa- 
bilities; the display requirements were modified to allow on- 
line displays and third party services. 

42. WAC 51-11C-40905, C409.5.1.1: Metering, exist- 
ing buildings - The requirements for existing buildings were 
modified to coordinate with the increased size threshold and 
the language simplified. 

43. WAC 51-11C-50000, Chapter 5: Updated Reference 
Standards for NFRC from 2007 to 2010 editions; added 
ANSI/ASME A17.1, IAPMO/UPC and NEMA TP-1. 

44. WAC 51-11C-610337: Table A103.3.7.1(1): Based 
on testimony given at the public hearings, note 5 was added 
to the CMU tables to provide information on the origin of the 
values. 

45. WAC 51-11C-610337: Table A103.3.7.1(2) - Add 
missing footnotes to table for Default U-Factors for Concrete 
and Masonry Walls: Made various corrections to errors in U- 
values. 

Corrected reference for metal clips based on the change 
described in item 14. 

Corrected U-values under continuous insulation, no 
framing. 

46. WAC 51-11C-610337: Table A103.3.7.2 - Add 
missing footnotes to table for Peripheral Edges of Intermedi- 
ate Concrete Floors. 

47. WAC 51-11C-61041, Table A104.1: Corrected U- 
value for Below grade walls, 3.5 foot: 0.0278. 


Washington State Register, Issue 13-04 


48. WAC 51-11C-61081, Section A108.1, Air infiltra- 
tion: Corrected section reference to air leakage requirements 
in the residential code, chapter 51-11R WAC. 

A final cost-benefit analysis is available by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
phone (360) 407-9277, fax (360) 586-9088, e-mail sbcc@ga. 
wa.gov, or see https://fortress.wa.gov/ga/apps/SBCC/File. 
ashx?cid=2422. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 288, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 288, Amended 0, Repealed 0. 

Date Adopted: November 30, 2012. 

C. Ray Allshouse 
Council Chair 


Chapter 51-11C WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE 2012 EDITION OF THE INTERNA- 
TIONAL ENERGY CONSERVATION CODE, COM- 

MERCIAL 


NEW SECTION 


WAC 51-11C-10000 Chapter 1 [CE]—Scope and 
administration. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-10100 Section C101—Scope and gen- 
eral requirements. 


C101.1 Title. This code shall be known as the International 
Energy Conservation Code of [NAME OF JURISDICTION], 
and shall be cited as such. It is referred to herein as "this 
code." 


C101.2 Scope. This code applies to commercial buildings 
and the buildings sites and associated systems and equip- 
ment. 


EXCEPTION: The provisions of this code do not apply to temporary 
growing structures used solely for the commercial 
production of horticultural plants including ornamen- 
tal plants, flowers, vegetables, and fruits. "Temporary 
growing structure" means a structure that has the sides 


and roof covered with polyethylene, polyvinyl, or 
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similar flexible synthetic material and is used to pro- 
vide plants with either frost protection or increased 
heat retention. A temporary growing structure is not 
considered a building for purposes of this code. 


C101.3 Intent. This code shall regulate the design and con- 
struction of buildings for the effective use and conservation 
of energy over the useful life of each building. This code is 
intended to provide flexibility to permit the use of innovative 
approaches and techniques to achieve this objective. This 
code is not intended to abridge safety, health or environmen- 
tal requirements contained in other applicable codes or ordi- 
nances. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11C-10140 Section C101.4—Applicability. 


C101.4 Applicability. Where, in any specific case, different 
sections of this code specify different materials, methods of 
construction or other requirements, the most restrictive shall 
govern. Where there is a conflict between a general require- 
ment and a specific requirement, the specific requirement 
shall govern. 


C101.4.1 Existing buildings. Except as specified in this 
chapter, this code shall not be used to require the removal, 
alteration or abandonment of, nor prevent the continued use 
and maintenance of, an existing building or building system 
lawfully in existence at the time of adoption of this code. 


C101.4.2 Historic buildings. The building official may 
modify the specific requirements of this code for historic 
buildings and require in lieu of alternate requirements which 
will result in a reasonable degree of energy efficiency. This 
modification may be allowed for those buildings or structures 
that are listed in the state or national register of historic 
places; designated as a historic property under local or state 
designation law or survey; certified as a contributing resource 
with a national register listed or locally designated historic 
district; or with an opinion or certification that the property is 
eligible to be listed on the national or state registers of his- 
toric places either individually or as a contributing building 
to a historic district by the state historic preservation officer 
or the keeper of the national register of historic places. 


C101.4.3 Additions, alterations, renovations or repairs. 
Additions, alterations, renovations or repairs to an existing 
building, building system or portion thereof shall conform to 
the provisions of this code as they relate to new construction 
without requiring the unaltered portion(s) of the existing 
building or building system to comply with this code. Addi- 
tions, alterations, renovations or repairs shall not create an 
unsafe or hazardous condition or overload existing building 
systems. An addition shall be deemed to comply with this 
code if the addition alone complies or if the existing building 
and addition comply with this code as a single building. 


EXCEPTION: The following need not comply provided the energy 


use of the building is not increased: 
1. Storm windows installed over existing fenestration. 
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2. Glass only replacements in an existing sash and 
frame. 

3. Existing ceiling, wall or floor cavities exposed dur- 
ing construction provided that these cavities are insu- 
lated to full depth with insulation having a minimum 
nominal value of R-3.0 per inch installed per Section 
C402. 

4. Construction where the existing roof, wall or floor 
cavity is not exposed. 

5. Reroofing for roofs where neither the sheathing nor 
the insulation is exposed. Roofs without insulation in 
the cavity and where the sheathing or insulation is 
exposed during reroofing shall be insulated either 
above or below the sheathing. 

6. Replacement of existing doors that separate condi- 
tioned space from the exterior shall not require the 
installation of a vestibule or revolving door, provided, 
however, that an existing vestibule that separates a 
conditioned space from the exterior shall not be 
removed. 

7. Alterations to lighting systems only that replace 
less than 60 percent of the luminaires in a space, pro- 
vided that such alterations do not increase the installed 
interior lighting power. 

8. Alterations that replace only the bulb and ballast 
within the existing luminaires in a space provided that 
the alteration does not increase the installed interior 
lighting power. 


C101.4.3.1 Lighting and motors. Alterations that replace 
60 percent or more of the luminaires in a space enclosed by 
walls or ceiling-height partitions shall comply with Sections 
C405.5 and C405.6. Where less than 60 percent of the fix- 
tures in a space enclosed by walls or ceiling-height partitions 
are new, the installed lighting wattage shall be maintained or 
reduced. 

Where new wiring is being installed to serve added fix- 
tures and/or fixtures are being relocated to a new circuit, con- 
trols shall comply with Sections C405.2.1, C405.2.2.3, 
C405.2.3, C405.3.4, and as applicable C408.3. In addition, 
office areas less than 300 ft? enclosed by walls or ceiling- 
height partitions, and all meeting and conference rooms, and 
all school classrooms, shall be equipped with occupancy sen- 
sors that comply with Section C405.2.2 and C408.3. Where 
a new lighting panel (or a moved lighting panel) with all new 
raceway and conductor wiring from the panel to the fixtures 
is being installed, controls shall also comply with the other 
requirements in Sections C405.2.2 and C408.3. 

Where new walls or ceiling-height partitions are added 
to an existing space and create a new enclosed space, but the 
lighting fixtures are not being changed, other than being relo- 
cated, the new enclosed space shall have controls that comply 
with Sections C405.2.1, C405.2.2, C405.2.3 and C408.3. 

Those motors which are altered or replaced shall comply 
with Section C403.2.13. 


C101.4.3.2 Mechanical systems. Those parts of systems 
which are altered or replaced shall comply with Section 
C403. Additions or alterations shall not be made to an exist- 
ing mechanical system that will cause the existing mechani- 
cal system to become out of compliance. 

All new systems in existing buildings, including pack- 
aged unitary equipment and packaged split systems, shall 
comply with Section C403. 

Where mechanical cooling is added to a space that was 
not previously cooled, the mechanical cooling system shall 
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comply with the economizer requirements in Section 
C403.3.1 or C403.4.1. 


EXCEPTION: Alternate designs that are not in full compliance with 


this code may be approved when the building official 
determines that existing building or occupancy con- 
straints make full compliance impractical or where 
full compliance would be economically impractical. 


Alterations to existing mechanical cooling systems shall 
not decrease economizer capacity unless the system complies 
with Section C403.3.1 or C403.4.1. In addition, for existing 
mechanical cooling systems that do not comply with Sections 
C403.3.1 or Section 403.4.1, including both the individual 
unit size limits and the total building capacity limits on units 
without economizer, other alterations shall comply with 
Table C101.4.3.1. 


When space cooling equipment is replaced, controls 
shall be installed to provide for integrated operation with 
economizer in accordance with Section C403.3. 


Existing equipment currently in use may be relocated 
within the same floor or same tenant space if removed and 
reinstalled within the same permit. 


C101.4.4 Change in occupancy or use. Spaces undergoing 
a change in occupancy from an F, S or U occupancy to an 
occupancy other than F, S or U shall comply with this code. 
Any space that is converted to a residential dwelling unit or 
portion thereof, from another use or occupancy shall comply 
with this code. Where the use in a space changes from one 
use in Table C405.5.2 (1) or (2) to another use in Table 
C405.5.2 (1) or (2), the installed lighting wattage shall com- 
ply with Section C405.5. 


EXCEPTION: Where the component performance building envelope 
option in Section C402.1.3 is used to comply with this 
section, the Proposed UA is allowed to be up to 110 
percent of the Target UA. Where the total building 
performance option in Section C407 is used to comply 
with this section, the annual energy consumption of 
the proposed design is allowed to be 110 percent of the 
annual energy consumption otherwise allowed by 
Section C407.3 and Section C401.2 (3). 


C101.4.5 Change in space conditioning. Any noncondi- 
tioned space that is altered to become conditioned space or 
semi-heated space shall be required to be brought into full 
compliance with this code. Any semi-heated space that is 
altered to become conditioned space shall be required to be 
brought into full compliance with this code. 


EXCEPTION: Where the component performance building envelope 
option in Section C402.1.3 is used to comply with this 
section, the Proposed UA is allowed to be up to 110 
percent of the Target UA. Where the total building 
performance option in Section C407 is used to comply 
with this section, the annual energy consumption of 
the proposed design is allowed to be 110 percent of the 
annual energy consumption otherwise allowed by 
Section C407.3 and Section C401.2 (3). 


C101.4.6 Mixed occupancy. Where a building includes both 
residential and commercial occupancies, each occupancy 
shall be separately considered and meet the applicable provi- 
sions of IECC—Commercial Provisions or IECC—Residen- 
tial Provisions. 


NEW SECTION 
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WAC 51-11C-10143 Table C101.4.3.1—Economizer compliance options for mechanical alterations. 


Table C101.4.3.1 


Economizer Compliance Options for Mechanical Alterations 


Option B Option C Option D 
Option A (alternate to A) (alternate to A) (alternate to A) 
Replacement unit of the New equipment added 


Any alteration with 
new or replacement 


same type with the same 
or smaller output capac- 


Replacement unit of the 
same type with a larger 


to existing system or 
replacement unit of a 


mizer capability 


Unit Type equipment ity output capacity different type 
1. Packaged Units | Efficiency: min.! Efficiency: min.! Efficiency: min.! Efficiency: min.! 
Economizer: Economizer: Economizer: C403.4.123 | Economizer: C403.4.1? 
C403.4.1? C403.4.1?3 i 
2. Split Systems Efficiency: min.! Efficiency: + 10/5%5 Only for new units Efficiency: min.! 
Economizer: Economizer: Shall not < 54,000 Btu/h replacing | Economizer: C403.4.1? 
C403.4. 17 decrease existing econo- | unit installed prior to 


1991 (one of two): 
Efficiency: + 10/5%5 
Economizer: 50%° 

For units > 54,000 Btu/h 
or any units installed after 
1991: 

Option A 


3. Water Source 
Heat Pump 


Efficiency: min.! 
Economizer: 
C403.4. 12 


(two of three): 
Efficiency: + 10/5%5 
Flow control valve’ 
Economizer: 50%° 


(three of three): 
Efficiency: + 10/5%5 
Flow control valve’ 
Economizer: 50%° 
(except for certain pre- 
1991 systems’) 


Efficiency: min.! 
Economizer: 
C403.4.1?-4 (except for 
certain pre-1991 
systems?) 


4. Hydronic Econ- 


Efficiency: min.! 


Efficiency: + 10/5%5 


Option A 


Efficiency: min.! 


the system has an 
air-cooled chiller 


omizer using Air- | Economizer: 1433? Economizer: Shall not Economizer: 

Cooled Heat decrease existing econo- C403.4.1?-4 
Rejection Equip- mizer capacity 

ment (Dry Cooler) 

5. Air-Handling Efficiency: min.! Economizer: Shall not Option A (except for cer- | Option A (except for 
Unit (including fan | Economizer: decrease existing econo- | tain pre-1991 systems’) certain pre-1991 

coil units) where | C403.4.1? mizer capacity systems’) 


6. Air- Handling 
Unit (including fan 
coil units) and 
Water-cooled Pro- 
cess Equipment, 
where the system 
has a water-cooled 
chiller!” 


Efficiency: min.! 
Economizer: 
C403.4. 12 


Economizer: Shall not 
decrease existing econo- 
mizer capacity 


Option A 

(except for certain pre- 
1991 systems! and certain 
1991-2004 systems?) 


Efficiency: min.! 
Economizer: 
C403.4.1?4 (except for 
certain pre-1991 
systems? and certain 
1991-2004 systems?) 


7. Cooling Tower 


Efficiency: min.! 
Economizer: 
C403.4. 12 


No requirements 


Option A 


Option A 
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Option B Option C Option D 
Option A (alternate to A) (alternate to A) (alternate to A) 
Replacement unit of the New equipment added 


Any alteration with 
new or replacement 


same type with the same 
or smaller output capac- 


Replacement unit of the 
same type with a larger 


to existing system or 
replacement unit of a 


Unit Type equipment ity output capacity different type 
8. Air-Cooled Efficiency: min.! Efficiency: + 5%!! Efficiency (two of two): | Efficiency: min.! 
Chiller Economizer: Economizer: Shall not (1) + 10%” and (2) multi- | Economizer: C403.4.1? 
C403.4. 1? decrease existing econo- | stage Economizer: Shall | ¢ 
mizer capacity not decrease existing 
economizer capacity 
9. Water- Efficiency: min.! Efficiency (one of two): | Efficiency (two of two): | Efficiency: min.! 
Cooled Chiller Economizer: (1) + 10%" or (2) plate | (1) +15%'* and (2) plate | Economizer: C403.4.1? 
C403.4. 1? frame heat exchanger! frame heat exchanger! i 
Economizer: Shall not Economizer: Shall not 
decrease existing econo- | decrease existing econo- 
mizer capacity mizer capacity 
10. Boiler Efficiency: min.! Efficiency: + 8%!6 Efficiency: + 8%!6 Efficiency: min.! 


Economizer: 
C403.4. 12 


mizer capacity 


Economizer: Shall not 
decrease existing econo- 


Economizer: Shall not 
decrease existing econo- 
mizer capacity 


Economizer: C403.4.1? 
4 


' Minimum equipment efficiency shall comply with Section C403.2.3 
and Tables C403.2.3(1) through C403.2.3(9). 


2 System and building shall comply with Section C403.4.1 (including 
both the individual unit size limits and the total building capacity lim- 
its on units without economizer). It is acceptable to comply using one 
of the exceptions to Section C403.4.1. 

3 All equipment replaced in an existing building shall have air econo- 
mizer complying with Sections C403.3.1 and C403.4.1 unless both the 
individual unit size and the total capacity of units without air econo- 
mizer in the building is less than that allowed in Exception 1 to Sec- 
tion C403.3.1. 

4 All separate new equipment added to an existing building shall have 

air economizer complying with Sections C403.3.1 and C403.4.1 

unless both the individual unit size and the total capacity of units with- 
out air economizer in the building is less than that allowed in Excep- 
tion 1 to Section C403.4.1. 

Equipment shall have a capacity-weighted average cooling system 

efficiency: 

a. For units with a cooling capacity below 54,000 Btu/h, a minimum of 
10% greater than the requirements in Tables C403.2.3(1) and 
C403.2.3(2) (1.10 x values in Tables C403.2.3(1) and C403.2.3(2)). 

b. For units with a cooling capacity of 54,000 Btu/h and greater, a mini- 
mum of 5% greater than the requirements in Tables C403.2.3(1) and 
C403.2.3(2) (1.05 x values in Tables C403.2.3(1) and C403.2.3(2)). 
Minimum of 50% air economizer that is ducted in a fully enclosed 
path directly to every heat pump unit in each zone, except that ducts 
may terminate within 12 inches of the intake to an HVAC unit pro- 
vided that they are physically fastened so that the outside air duct is 
directed into the unit intake. If this is an increase in the amount of out- 
side air supplied to this unit, the outside air supply system shall be 
capable of providing this additional outside air and equipped with 
economizer control. 

Have flow control valve to eliminate flow through the heat pumps that 

are not in operation with variable speed pumping control complying 

with Section C403.4.3 for that heat pump. 

— When the total capacity of all units with flow control valves exceeds 

15% of the total system capacity, a variable frequency drive shall be 

installed on the main loop pump. 

— As an alternate to this requirement, have a capacity-weighted aver- 

age cooling system efficiency that is 5% greater than the requirements 

in note 5 (i.e., a minimum of 15%/10% greater than the requirements 
in Tables C403.2.3(1) and C403.2.3(2) (1.15/1.10 x values in Tables 

C403.2.3(1) and C403.2.3(2)). 


u 


a 
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8 Systems installed prior to 1991 without fully utilized capacity are 
allowed to comply with Option B, provided that the individual unit 
cooling capacity does not exceed 90,000 Btu/h. 


Ko 


Economizer not required for systems installed with water economizer 
plate and frame heat exchanger complying with previous codes 
between 1991 and June 2013, provided that the total fan coil load does 
not exceed the existing or added capacity of the heat exchangers. 

For water-cooled process equipment where the manufacturers' specifi- 

cations require colder temperatures than available with waterside 

economizer, that portion of the load is exempt from the economizer 
requirements. 

The air-cooled chiller shall have an IPLV efficiency that is a minimum 

of 5% greater than the IPLV requirements in Table C403.2.3(7) (1.05 

x IPLV values in Table C403.2.3(7)). 

12 The air-cooled chiller shall: 

a. Have an IPLV efficiency that is a minimum of 10% greater than the 
IPLV requirements in Table C403.2.3(7) (1.10 x IPLV values in Table 
C403.2.3(7)); and 

b. Be multistage with a minimum of two compressors. 

The water-cooled chiller shall have an IPLV efficiency that is a mini- 

mum of 10% greater than the IPLV requirements in Table C403.2.3(7) 

(1.10 x IPLV values in Table C403.2.3(7)). 

The water-cooled chiller shall have an IPLV efficiency that is a mini- 

mum of 15% greater than the IPLV requirements in Table 

C403.2.3(7), (1.15 x IPLV values in Table C403.2.3(7)). 

Economizer cooling shall be provided by adding a plate-frame heat 

exchanger on the waterside with a capacity that is a minimum of 20% 

of the chiller capacity at standard AHRI rating conditions. 

The replacement boiler shall have an efficiency that is a minimum of 

8% higher than the value in Table C403.2.3(5) (1.08 x value in Table 

C403.2.3(5)), except for electric boilers. 


NEW SECTION 
WAC 51-11C-10150 Section C101.5—Compliance. 


C101.5 Compliance. Residential buildings shall meet the 
provisions of IECC— Residential Provisions. Commercial 
buildings shall meet the provisions of IECC—Commercial 
Provisions. 
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C101.5.1 Compliance materials. The code official shall be 
permitted to approve specific computer software, work- 
sheets, compliance manuals and other similar materials that 
meet the intent of this code. 


C101.5.2 Low energy buildings. The following buildings, 
or portions thereof, separated from the remainder of the 
building by building thermal envelope assemblies complying 
with this code shall be exempt from all thermal envelope pro- 
visions of this code: 

1. Those that are heated and/or cooled with a peak design 
rate of energy usage less than 3.4 Btu/h ° ft? (10.7 W/m’) or 
1.0 watt/ft? (10.7 W/m?) of floor area for space conditioning 
purposes. 

2. Those that do not contain conditioned space. 

3. Greenhouses isolated from any conditioned space and 
not intended for occupancy. 


C101.5.2.1 Semi-heated spaces. A semi-heated space shall 
meet all of the building thermal envelope requirements, 
except that insulation is not required for opaque wall assem- 
blies. Component performance calculations involving semi- 
heated spaces shall calculate fully insulated opaque walls for 
the Target UA calculation, and Total Building Performance 
calculations involving semi-heated spaces shall calculate 
fully insulated opaque walls for the Standard Reference 
Design. 


NEW SECTION 


WAC 51-11C-10200 Section C102—Alternate mate- 
rials—Method of construction, design or insulating sys- 
tems. 


C102.1 General. This code is not intended to prevent the use 
of any material, method of construction, design or insulating 
system not specifically prescribed herein, provided that such 
construction, design or insulating system has been approved 
by the code official as meeting the intent of this code. 


NEW SECTION 


WAC 51-11C-10300 Section C103—Construction 
documents. 


C103.1 General. Construction documents and other sup- 
porting data shall be submitted in one or more sets with each 
application for a permit. The construction documents shall 
be prepared by a registered design professional where 
required by the statutes of the jurisdiction in which the proj- 
ect is to be constructed. Where special conditions exist, the 
code official is authorized to require necessary construction 
documents to be prepared by a registered design professional. 


EXCEPTION: The code official is authorized to waive the require- 


ments for construction documents or other supporting 
data if the code official determines they are not neces- 
sary to confirm compliance with this code. 


C103.2 Information on construction documents. Con- 
struction documents shall be drawn to scale upon suitable 
material. Electronic media documents are permitted to be 
submitted when approved by the code official. Construction 
documents shall be of sufficient clarity to indicate the loca- 
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tion, nature and extent of the work proposed, and show in suf- 
ficient detail pertinent data and features of the building, sys- 
tems and equipment as herein governed. Details shall 
include, but are not limited to, as applicable, insulation mate- 
rials and their R-values; fenestration U-factors and SHGCs; 
area-weighted U-factor and SHGC calculations; mechanical 
system design criteria; mechanical and service water heating 
system and equipment types, sizes and efficiencies; econo- 
mizer description; equipment and systems controls; fan 
motor horsepower (hp) and controls; duct sealing, duct and 
pipe insulation and location; lighting fixture schedule with 
wattage and control narrative; and air sealing details. 


C103.3 Examination of documents. The code official shall 
examine or cause to be examined the accompanying con- 
struction documents and shall ascertain whether the construc- 
tion indicated and described is in accordance with the 
requirements of this code and other pertinent laws or ordi- 
nances. 


C103.3.1 Approval of construction documents. When the 
code official issues a permit where construction documents 
are required, the construction documents shall be endorsed in 
writing and stamped "Reviewed for Code Compliance." 
Such approved construction documents shall not be changed, 
modified or altered without authorization from the code offi- 
cial. Work shall be done in accordance with the approved 
construction documents. 


One set of construction documents so reviewed shall be 
retained by the code official. The other set shall be returned 
to the applicant, kept at the site of work and shall be open to 
inspection by the code official or a duly authorized represen- 
tative. 


C103.3.2 Previous approvals. This code shall not require 
changes in the construction documents, construction or des- 
ignated occupancy of a structure for which a lawful permit 
has been heretofore issued or otherwise lawfully authorized, 
and the construction of which has been pursued in good faith 
within 180 days after the effective date of this code and has 
not been abandoned. 


C103.3.3 Phased approval. The code official shall have the 
authority to issue a permit for the construction of part of an 
energy conservation system before the construction docu- 
ments for the entire system have been submitted or approved, 
provided adequate information and detailed statements have 
been filed complying with all pertinent requirements of this 
code. The holders of such permit shall proceed at their own 
risk without assurance that the permit for the entire energy 
conservation system will be granted. 


C103.4 Amended construction documents. Changes made 
during construction that are not in compliance with the 
approved construction documents shall be resubmitted for 
approval as an amended set of construction documents. 


C103.5 Retention of construction documents. One set of 
approved construction documents shall be retained by the 
code official for a period of not less than 180 days from date 
of completion of the permitted work, or as required by state 
or local laws. 
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NEW SECTION 
WAC 51-11C-10400 Section C104—Inspections. 


C104.1 General. Construction or work for which a permit is 
required shall be subject to inspection by the code official. 


C104.2 Required approvals. Work shall not be done 
beyond the point indicated in each successive inspection 
without first obtaining the approval of the code official. The 
code official, upon notification, shall make the requested 
inspections and shall either indicate the portion of the con- 
struction that is satisfactory as completed, or notify the per- 
mit holder or his or her agent wherein the same fails to com- 
ply with this code. Any portions that do not comply shall be 
corrected and such portion shall not be covered or concealed 
until authorized by the code official. Where applicable, 
inspections shall include at least: 


C104.2.1 Envelope 


C104.2.1.1 Wall Insulation Inspection: To be made after all 
wall insulation and air vapor retarder sheet or film materials 
are in place, but before any wall covering is placed. 


C104.2.1.2 Glazing Inspection: To be made after glazing 
materials are installed in the building. 


C104.2.1.3 Exterior Roofing Insulation: To be made after 
the installation of the roof insulation, but before concealment. 


C104.2.1.4 Slab/Floor Insulation: To be made after the 
installation of the slab/floor insulation, but before conceal- 
ment. 


C104.2.2 Mechanical 


C104.2.2.1 Mechanical Equipment Efficiency and Econo- 
mizer: To be made after all equipment and controls required 
by this code are installed and prior to the concealment of such 
equipment or controls. 


C104.2.2.2 Mechanical Pipe and Duct Insulation: To be 
made after all pipe and duct insulation is in place, but before 
concealment. 


C104.2.3 Lighting and motors 


C104.2.3.1 Lighting Equipment and Controls: To be made 
after the installation of all lighting equipment and controls 
required by this code, but before concealment of the lighting 
equipment. 


C104.2.3.2 Motor Inspections: To be made after installation 
of all equipment covered by this code, but before conceal- 
ment. 


C104.3 Final inspection. The building shall have a final 
inspection and not be occupied until approved. 


C104.4 Reinspection. A building shall be reinspected when 
determined necessary by the code official. 


C104.5 Approved inspection agencies. The code official is 
authorized to accept reports of approved inspection agencies, 
provided such agencies satisfy the requirements as to qualifi- 
cations and reliability. 
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C104.6 Inspection requests. It shall be the duty of the 
holder of the permit or their duly authorized agent to notify 
the code official when work is ready for inspection. It shall 
be the duty of the permit holder to provide access to and 
means for inspections of such work that are required by this 
code. 


C104.7 Reinspection and testing. Where any work or 
installation does not pass an initial test or inspection, the nec- 
essary corrections shall be made so as to achieve compliance 
with this code. The work or installation shall then be resub- 
mitted to the code official for inspection and testing. 


C104.8 Approval. After the prescribed tests and inspections 
indicate that the work complies in all respects with this code, 
a notice of approval shall be issued by the code official. 


C104.8.1 Revocation. The code official is authorized to, in 
writing, suspend or revoke a notice of approval issued under 
the provisions of this code wherever the certificate is issued 
in error, or on the basis of incorrect information supplied, or 
where it is determined that the building or structure, premise, 
or portion thereof is in violation of any ordinance or regula- 
tion or any of the provisions of this code. 


NEW SECTION 
WAC 51-11C-10500 Section C105—Validity. 


C105.1 General. Ifa portion of this code is held to be illegal 
or void, such a decision shall not affect the validity of the 
remainder of this code. 


NEW SECTION 


WAC 51-11C-10600 Section C106—Referenced 
standards. 


C106.1 Referenced codes and standards. The codes and 
standards referenced in this code shall be those listed in 
Chapter 5, and such codes and standards shall be considered 
as part of the requirements of this code to the prescribed 
extent of each such reference and as further regulated in Sec- 
tions C106.1.1 and C106.1.2. 


C106.1.1 Conflicts. Where differences occur between provi- 
sions of this code and referenced codes and standards, the 
provisions of this code shall apply. 


C106.1.2 Provisions in referenced codes and standards. 
Where the extent of the reference to a referenced code or 
standard includes subject matter that is within the scope of 
this code, the provisions of this code, as applicable, shall take 
precedence over the provisions in the referenced code or stan- 
dard. 


C106.2 Conflicting requirements. Where the provisions of 
this code and the referenced standards conflict, the provisions 
of this code shall take precedence. 


C106.3 Application of references. References to chapter or 
section numbers, or to provisions not specifically identified 
by number, shall be construed to refer to such chapter, section 
or provision of this code. 
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C106.4 Other laws. The provisions of this code shall not be 
deemed to nullify any provisions of local, state or federal law. 
In addition to the requirements of this code, all occupancies 
shall conform to the provisions included in the State Building 
Code (chapter 19.27 RCW). In case of conflicts among the 
codes enumerated in RCW 19.27.031 (1) through (4) and this 
code, an earlier named code shall govern over those follow- 
ing. In the case of conflict between the duct sealing and insu- 
lation requirements of this code and the duct insulation 
requirements of Sections 603 and 604 of the International 
Mechanical Code, the duct insulation requirements of this 
code, or where applicable, a local jurisdiction's energy code 
shall govern. 


NEW SECTION 
WAC 51-11C-10700 Section C107—Fees. 


C107.1 Fees. A permit shall not be issued until the fees pre- 
scribed in Section C107.2 have been paid, nor shall an 
amendment to a permit be released until the additional fee, if 
any, has been paid. 


C107.2 Schedule of permit fees. A fee for each permit shall 
be paid as required, in accordance with the schedule as estab- 
lished by the applicable governing authority. 


C107.3 Work commencing before permit issuance. Any 
person who commences any work before obtaining the neces- 
sary permits shall be subject to an additional fee established 
by the code official, which shall be in addition to the required 
permit fees. 


C107.4 Related fees. The payment of the fee for the con- 
struction, alteration, removal or demolition of work done in 
connection to or concurrently with the work or activity autho- 
rized by a permit shall not relieve the applicant or holder of 
the permit from the payment of other fees that are prescribed 
by law. 


C107.5 Refunds. The code official is authorized to establish 
a refund policy. 


NEW SECTION 


WAC 51-11C-10800 Section C108—Stop work 
order. 


C108.1 Authority. Whenever the code official finds any 
work regulated by this code being performed in a manner 
either contrary to the provisions of this code or dangerous or 
unsafe, the code official is authorized to issue a stop work 
order. 


C108.2 Issuance. The stop work order shall be in writing 
and shall be given to the owner of the property involved, or to 
the owner's agent, or to the person doing the work. Upon 
issuance of a stop work order, the cited work shall immedi- 
ately cease. The stop work order shall state the reason for the 
order, and the conditions under which the cited work will be 
permitted to resume. 
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C108.3 Emergencies. Where an emergency exists, the code 
official shall not be required to give a written notice prior to 
stopping the work. 


C108.4 Failure to comply. Any person who shall continue 
any work after having been served with a stop work order, 
except such work as that person is directed to perform to 
remove a violation or unsafe condition, shall be liable to a 
fine of not less than [AMOUNT] dollars or more than 
[AMOUNT] dollars. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-10900 Section C109—Board of 
appeals. 


C109.1 General. In order to hear and decide appeals of 
orders, decisions or determinations made by the code official 
relative to the application and interpretation of this code, 
there shall be and is hereby created a board of appeals. The 
code official shall be an ex officio member of said board but 
shall have no vote on any matter before the board. The board 
of appeals shall be appointed by the governing body and shall 
hold office at its pleasure. The board shall adopt rules of pro- 
cedure for conducting its business, and shall render all deci- 
sions and findings in writing to the appellant with a duplicate 
copy to the code official. 


C109.2 Limitations on authority. An application for appeal 
shall be based on a claim that the true intent of this code or 
the rules legally adopted thereunder have been incorrectly 
interpreted, the provisions of this code do not fully apply or 
an equally good or better form of construction is proposed. 
The board shall have no authority to waive requirements of 
this code. 


C109.3 Qualifications. The board of appeals shall consist of 
members who are qualified by experience and training and 
are not employees of the jurisdiction. 


NEW SECTION 


WAC 51-11C-11000 Section C110—Violations. It 
shall be unlawful for any person, firm, or corporation to erect 
or construct any building, or remodel or rehabilitate any 
existing building or structure in the state, or allow the same to 
be done, contrary to or in violation of any of the provisions of 
this code. 


NEW SECTION 


WAC 51-11C-11100 Section C111—Liability. Noth- 
ing contained in this code is intended to be nor shall be con- 
strued to create or form the basis for any liability on the part 
of any city or county or its officers, employees or agents for 
any injury or damage resulting from the failure of a building 
to conform to the provisions of this code. 
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NEW SECTION 
WAC 51-11C-20000 Chapter 2 [CE]—Definitions. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11C-20100 Section C201—General. 


C201.1 Scope. Unless stated otherwise, the following words 
and terms in this code shall have the meanings indicated in 
this chapter. 


C201.2 Interchangeability. Words used in the present tense 
include the future; words in the masculine gender include the 
feminine and neuter; the singular number includes the plural 
and the plural includes the singular. 


C201.3 Terms defined in other codes. Terms that are not 
defined in this code but are defined in the International 
Building Code, International Fire Code, International Fuel 
Gas Code, International Mechanical Code, Uniform Plumb- 
ing Code or the International Residential Code shall have the 
meanings ascribed to them in those codes. 


C201.4 Terms not defined. Terms not defined by this chap- 
ter shall have ordinarily accepted meanings such as the con- 
text implies. 


NEW SECTION 


WAC 51-11C-20200 Section C202—General defini- 
tions. 


NEW SECTION 


WAC 51-11C-20201 Section C202.1—A. 
ABOVE-GRADE WALL. A wall enclosing conditioned space 
that is not a below-grade wall. This includes between-floor 
spandrels, peripheral edges of floors, roof and basement knee 
walls, dormer walls, gable end walls, walls enclosing a man- 
sard roof and skylight shafts. 

ACCESSIBLE. Admitting close approach as a result of not 
being guarded by locked doors, elevation or other effective 
means (see "Readily accessible"). 

ADDITION. An extension or increase in the conditioned space 
floor area or height of a building or structure. 

AIR BARRIER. Material(s) assembled and joined together to 
provide a barrier to air leakage through the building enve- 
lope. An air barrier may be a single material or a combina- 
tion of materials. 

ALTERATION. Any construction or renovation to an existing 
structure other than repair or addition that requires a permit. 
Also, a change in a mechanical system that involves an exten- 
sion, addition or change to the arrangement, type or purpose 
of the original installation that requires a permit. 
APPROVED. Approval by the code official as a result of 
investigation and tests conducted by him or her, or by reason 
of accepted principles or tests by nationally recognized orga- 
nizations. 

ATTIC AND OTHER ROOFS. All other roofs, including roofs 
with insulation entirely below (inside of) the roof structure 
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(1.e., attics, cathedral ceilings, and single-rafter ceilings), 
roofs with insulation both above and below the roof structure, 
and roofs without insulation but excluding roofs with insula- 
tion entirely above deck and metal building roofs. 
AUTOMATIC. Self-acting, operating by its own mechanism 
when actuated by some impersonal influence, as, for exam- 
ple, a change in current strength, pressure, temperature or 
mechanical configuration (see "Manual"). 


NEW SECTION 


WAC 51-11C-20202 Section C202.2—B. 
BELOW-GRADE WALL. That portion of a wall in the building 
envelope that is entirely below the finish grade and in contact 
with the ground. 

BUILDING. Any structure used or intended for supporting or 
sheltering any use or occupancy, including any mechanical 
systems, service water heating systems and electric power 
and lighting systems located on the building site and support- 
ing the building. 

BUILDING COMMISSIONING. A process that verifies and doc- 
uments that the selected building systems have been 
designed, installed, and function according to the owner's 
project requirements and construction documents, and to 
minimum code requirements. 

BUILDING ENTRANCE. Any door, set of doors, doorway, or 
other form of portal that is used to gain access to the building 
from the outside by the public. 

BUILDING SITE. A contiguous area of land that is under the 
ownership or control of one entity. 

BUILDING THERMAL ENVELOPE. The below-grade walls, 
above-grade walls, floor, roof, and any other building ele- 
ments that enclose conditioned space or provides a boundary 
between conditioned space, semiheated space and exempt or 
unconditioned space. 


NEW SECTION 


WAC 51-11C-20203 Section C202.3—C. 
C-FACTOR (THERMAL CONDUCTANCE). The coefficient of 
heat transmission (surface to surface) through a building 
component or assembly, equal to the time rate of heat flow 
per unit area and the unit temperature difference between the 
warm side and cold side surfaces (Btu/h ft? x °F) [W/(m? x 
K)]. 
CODE OFFICIAL. The officer or other designated authority 
charged with the administration and enforcement of this 
code, or a duly authorized representative. 
COEFFICIENT OF PERFORMANCE (COP) - COOLING. The 
ratio of the rate of heat removal to the rate of energy input, in 
consistent units, for a complete refrigerating system or some 
specific portion of that system under designated operating 
conditions. 
COEFFICIENT OF PERFORMANCE (COP) - HEATING. The 
ratio of the rate of heat removal to the rate of heat delivered 
to the rate of energy input, in consistent units, for a complete 
heat pump system, including the compressor and, if applica- 
ble, auxiliary heat, under designated operating conditions. 
COMMERCIAL BUILDING. For this code, all buildings that are 
not included in the definition of "Residential buildings." 
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CONDITIONED FLOOR AREA. The horizontal projection of 
the floors associated with the conditioned space. 
CONDITIONED SPACE. An area or room within a building 
being heated or cooled, containing uninsulated ducts, or with 
a fixed opening directly into an adjacent conditioned space. 
CONTINUOUS AIR BARRIER. A combination of materials and 
assemblies that restrict or prevent the passage of air through 
the building thermal envelope. 

CONTINUOUS INSULATION (CI). Insulation that is continuous 
across all structural members without thermal bridges other 
than service openings and penetrations by metal fasteners 
with a cross-sectional area, as measured in the plane of the 
surface, of less than 0.04% of the opaque surface area of the 
assembly. It is installed on the interior or exterior or is inte- 
gral to any opaque surface of the building envelope. 
CURTAIN WALL. Fenestration products used to create an 
external nonload-bearing wall that is designed to separate the 
exterior and interior environments. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-20204 Section C202.4—D. 

DATA ACQUISITION SYSTEM. An electronic system managed 
by the building owner to collect, tabulate and display meter- 
ing information. 

DAYLIGHT ZONE. (See also Fig. C202.4) 

1. Under skylights. The area under skylights whose 
horizontal dimension, in each direction, is equal to the sky- 
light dimension in that direction plus either 70 percent of the 
floor-to-ceiling height or the dimension to a ceiling height 
opaque partition, or one-half the distance to adjacent sky- 
lights or vertical fenestration, whichever is least. 

2. Adjacent to vertical fenestration. The area adjacent 
to vertical fenestration which receives daylight through the 
fenestration. For purposes of this definition and unless more 
detailed analysis is provided, the primary daylight zone depth 
is assumed to extend into the space a distance equal to the 
window head height and the secondary daylighted zone 
extends from the edge of the primary zone to a distance equal 
to two times the window head height or to the nearest ceiling 
height opaque partition, whichever is less. The daylight zone 
width is assumed to be the width of the window plus 2 feet 
(610 mm) on each side, or the window width plus the distance 
to an opaque partition, or the window width plus one-half the 
distance to adjacent skylight or vertical fenestration, which- 
ever is least. 

3. In parking garages. The area within 20 feet of any 
portion of a perimeter wall that has a net opening to wall ratio 
of at least 40 percent and no exterior obstructions within 20 
feet. 

4. Under atrium glazing. The area at the floor directly 
beneath the atrium and the top floor under the atrium whose 
horizontal dimension, in each direction, is equal to the dis- 
tance between the floor and ceiling height. Levels below the 
top floor that are not directly beneath the atrium are unaf- 
fected. 


[77] 


WSR 13-04-056 


Permanent 


WSR 13-04-056 


a) Section View 


Primary Secondary 
Sidelighted Area Sidekghted Area 


Area extends to front of obstruction 
| where obstruction is farther away than 
: 0.7*(CH-OH) but closer than 0.7*CH 


Washington State Register, Issue 13-04 


Figure C202.1 
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DEMAND CONTROL VENTILATION (DCV). A ventilation sys- 
tem capability that provides for the automatic reduction of 
outdoor air intake below design rates when the actual occu- 
pancy of spaces served by the system is less than design 
occupancy. 

DEMAND RECIRCULATION WATER SYSTEM. A water distri- 
bution system where pump(s) prime the service hot water 
piping with heated water upon demand for hot water. 

DUCT. A tube or conduit utilized for conveying air. The air 
passages of self-contained systems are not to be construed as 
air ducts. 

DUCT SYSTEM. A continuous passageway for the transmis- 
sion of air that, in addition to ducts, includes duct fittings, 
dampers, plenums, fans and accessory air-handling equip- 
ment and appliances. 

DWELLING UNIT. A single unit providing complete indepen- 
dent living facilities for one or more persons, including per- 
manent provisions for living, sleeping, eating, cooking and 
sanitation. 

DYNAMIC GLAZING. Any fenestration product that has the 
fully reversible ability to change its performance properties, 
including U-factor, SHGC, or VT. 


NEW SECTION 


WAC 51-11C-20205 Section C202.5—E. 
ECONOMIZER, AIR. A duct and damper arrangement and 
automatic control system that allows a cooling system to sup- 
ply outside air to reduce or eliminate the need for mechanical 
cooling during mild or cold weather. 

ECONOMIZER, WATER. A system where the supply air of a 
cooling system is cooled indirectly with water that is itself 
cooled by heat or mass transfer to the environment without 
the use of mechanical cooling. 

ENCLOSED SPACE. A volume surrounded by solid surfaces 
such as walls, floors, roofs, and openable devices such as 
doors and operable windows. 

END USE CATEGORY. A load or group of loads that consume 
energy in a common or similar manner. 

ENERGY ANALYSIS. A method for estimating the annual 
energy use of the proposed design and standard reference 
design based on estimates of energy use. 

ENERGY COST. The total estimated annual cost for purchased 
energy for the building functions regulated by this code, 
including applicable demand charges. 

ENERGY RECOVERY VENTILATION SYSTEM. Systems that 
employ air-to-air heat exchangers to recover energy from 
exhaust air for the purpose of preheating, precooling, humid- 
ifying or dehumidifying outdoor ventilation air prior to sup- 
plying the air to a space, either directly or as part of an HVAC 
system. 

ENERGY SIMULATION TOOL. An approved software pro- 
gram or calculation-based methodology that projects the 
annual energy use of a building. 

ENERGY SOURCE METER. A meter placed at the source of 
the incoming energy that measures the energy delivered to 
the whole building or metered space. 

ENTRANCE DOOR. Fenestration products used for ingress, 
egress and access in nonresidential buildings including, but 
not limited to, exterior entrances that utilize latching hard- 
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ware and automatic closers and contain over 50 percent glass 
specifically designed to withstand heavy use and possibly 
abuse. 

EQUIPMENT ROOM. A space that contains either electrical 
equipment, mechanical equipment, machinery, water pumps 
or hydraulic pumps that are a function of the building's ser- 
vices. 

EXTERIOR WALL. Walls including both above-grade walls 
and below-grade walls. 


NEW SECTION 


WAC 51-11C-20206 Section C202.6—F. 
FAN BRAKE HORSEPOWER (BHP). The horsepower delivered 
to the fan's shaft. Brake horsepower does not include the 
mechanical drive losses (belts, gears, etc.). 
FAN SYSTEM BHP. The sum of the fan brake horsepower of 
all fans that are required to operate at fan system design con- 
ditions to supply air from the heating or cooling source to the 
conditioned space(s) and return it to the source or exhaust it 
to the outdoors. 
FAN SYSTEM DESIGN CONDITIONS. Operating conditions 
that can be expected to occur during normal system operation 
that result in the highest supply fan airflow rate to condi- 
tioned spaces served by the system. 
FAN SYSTEM MOTOR NAMEPLATE HP. The sum of the motor 
nameplate horsepower of all fans that are required to operate 
at design conditions to supply air from the heating or cooling 
source to the conditioned space(s) and return it to the source 
or exhaust it to the outdoors. 
FENESTRATION. Skylights, roof windows, vertical windows 
(fixed or moveable), opaque doors, glazed doors, glazed 
block and combination opaque/glazed doors. Fenestration 
includes products with glass and nonglass glazing materials. 
FENESTRATION AREA. Total area of the fenestration mea- 
sured using the rough opening, and including the glazing, 
sash and frame. 
FENESTRATION PRODUCT, FIELD-FABRICATED. A fenestra- 
tion product whose frame is made at the construction site of 
standard dimensional lumber or other materials that were not 
previously cut, or otherwise formed with the specific inten- 
tion of being used to fabricate a fenestration product or exte- 
rior door. Field fabricated does not include site-built fenes- 
tration. 
FENESTRATION PRODUCT, SITE-BUILT. A fenestration 
designed to be made up of field-glazed or field-assembled 
units using specific factory cut or otherwise factory-formed 
framing and glazing units. Examples of site-built fenestra- 
tion include storefront systems, curtain walls, and atrium roof 
systems. 
F-FACTOR. The perimeter heat loss factor for slab-on-grade 
floors (Btu/h x ft x °) [W/(m x K)]. 


FURNACE ELECTRICITY RATIO. The ratio of furnace elec- 
tricity use to total furnace energy computed as ratio = (3.412 
x E,,)/1000 x Ep + 3.412 x E,,;) where EF, (average annual 
auxiliary electrical consumption) and E, (average annual fuel 


energy consumption) are defined in Appendix N to Subpart B 
of Part 430 of Title 10 of the Code of Federal Regulations and 
Ep is expressed in millions of Btus per year. 
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Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-20207 Section C202.7—G. 
GENERAL LIGHTING. Lighting that provides a substantially 
uniform level of illumination throughout an area. General 
lighting shall not include decorative lighting or lighting that 
provides a dissimilar level of illumination to serve a special- 
ized application or feature within such area. 


NEW SECTION 


WAC 51-11C-20208 Section C202.8—H. 
HEAT TRAP. An arrangement of piping and fittings, such as 
elbows, or a commercially available heat trap that prevents 
thermosyphoning of hot water during standby periods. 
HEATED SLAB-ON-GRADE FLOOR. Slab-on-grade floor con- 
struction in which the heating elements, hydronic tubing, or 
hot air distribution system is in contact with, or placed within 
or under, the slab. 
HIGH-EFFICACY LUMINAIRES. Luminaires with compact 
fluorescent lamps, T-8 or smaller diameter linear fluorescent 
lamps, or lamps with a minimum efficacy of: 

1. 60 Lumens per watt for lamps over 40 watts; 

2. 50 Lumens per watt for lamps over 15 watts to 40 
watts; and 

3. 40 Lumens per watt for lamps 15 watts or less. 
HUMIDISTAT. A regulatory device, actuated by changes in 
humidity, used for automatic control of relative humidity. 


NEW SECTION 


WAC 51-11C-20209 Section C202.9—I. 
INFILTRATION. The uncontrolled inward air leakage into a 
building caused by the pressure effects of wind or the effect 
of differences in the indoor and outdoor air density or both. 
INSULATING SHEATHING. An insulating board with a core 
material having a minimum R-value of R-2. 

INSULATION ENTIRELY ABOVE DECK. A roof with all insu- 
lation: 

1. Installed above (outside of) the roof structure; and 

2. Continuous (i.e., uninterrupted by framing members). 

INTEGRATED ENERGY EFFICIENCY RATIO (IEER). A single- 
number figure of merit expressing cooling part-load EER 
efficiency for unitary air-conditioning and heat pump equip- 
ment on the basis of weighted operation at various load 
capacities for the equipment. 
INTEGRATED PART LOAD VALUE (IPLV). A single number 
figure of merit based on part-load EER, COP, or kW/ton 
expressing part-load efficiency for air conditioning and heat 
pump equipment on the basis of weighted operation at vari- 
ous load capacities for equipment. 


NEW SECTION 
WAC 51-11C-20210 Section C202.10—J. 
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NEW SECTION 
WAC 51-11C-20211 Section C202.11—K. 


NEW SECTION 


WAC 51-11C-20212 Section C202.12—L. 
LABELED. Equipment, materials or products to which have 
been affixed a label, seal, symbol or other identifying mark of 
a nationally recognized testing laboratory, inspection agency 
or other organization concerned with product evaluation that 
maintains periodic inspection of the production of the above- 
labeled items and whose labeling indicates either that the 
equipment, material or product meets identified standards or 
has been tested and found suitable for a specified purpose. 
LISTED. Equipment, materials, products or services included 
in a list published by an organization acceptable to the code 
official and concerned with evaluation of products or services 
that maintains periodic inspection of production of listed 
equipment or materials or periodic evaluation of services and 
whose listing states either that the equipment, material, prod- 
uct or service meets identified standards or has been tested 
and found suitable for a specified purpose. 
LOW-VOLTAGE LIGHTING. A lighting system consisting of 
an isolating power supply, the low voltage luminaires, and 
associated equipment that are all identified for the use. The 
output circuits of the power supply operate at 30 volts (42.4 
volts peak) or less under all load conditions. 
LUMINAIRE. A complete lighting unit consisting of a lamp or 
lamps together with the housing designed to distribute the 
light, position and protect the lamps, and connect the lamps to 
the power supply. 


NEW SECTION 


WAC 51-11C-20213 Section C202.13—M. 
MANUAL. Capable of being operated by personal interven- 
tion (see "Automatic"). 
METAL BUILDING ROOF. A roof that: 

1. Is constructed with a metal, structural, weathering sur- 
face; 

2. Has no ventilated cavity; and 

3. Has the insulation entirely below deck (i.e., does not 
include composite concrete and metal deck construction nor 
a roof framing system that is separated from the superstruc- 
ture by a wood substrate) and whose structure consists of one 
or more of the following configurations: 

a. Metal roofing in direct contact with the steel framing 
members; 

b. Metal roofing separated from the steel framing mem- 
bers by insulation; 

c. Insulated metal roofing panels installed as described in 
aor b. 
METAL BUILDING WALL. A wall whose structure consists of 
metal spanning members supported by steel structural mem- 
bers (i.e., does not include spandrel glass or metal panels in 
curtain wall systems). 
METER. A device that measures the flow of energy. 
MICROCELL. A wireless communication facility consisting 
of an antenna that is either: (a) Four (4) feet in height and 
with an area of not more than 580 square inches; or (b) if a 


Washington State Register, Issue 13-04 


tubular antenna, no more than four (4) inches in diameter and 
no more than six (6) feet in length; and the associated equip- 
ment cabinet that is six (6) feet or less in height and no more 
than 48 square feet in floor area. 


NEW SECTION 


WAC 51-11C-20214 Section C202.14—N. 
NAMEPLATE HORSEPOWER. The nominal motor horsepower 
rating stamped on the motor nameplate. 

NONSTANDARD PART LOAD VALUE (NPLV). A single-num- 
ber part-load efficiency figure of merit calculated and refer- 
enced to conditions other than IPLV conditions, for units that 
are not designed to operate at ARI standard rating conditions. 


NEW SECTION 


WAC 51-11C-20215 Section C202.15—O. 
ON-SITE RENEWABLE ENERGY. Energy derived from solar 
radiation, wind, waves, tides, landfill gas, biomass, or the 
internal heat of the earth. The energy system providing on- 
site renewable energy shall be located on the project site. 


NEW SECTION 


WAC 51-11C-20216 Section C202.16—P. 

PERSONAL WIRELESS SERVICE FACILITY. A wireless com- 
munication facility (WCF), including a microcell, which is a 
facility for the transmission and/or reception of radio fre- 
quency signals and which may include antennas, equipment 
shelter or cabinet, transmission cables, a support structure to 
achieve the necessary elevation, and reception and/or trans- 
mission devices or antennas. 

PROPOSED DESIGN. A description of the proposed building 
used to estimate annual energy use for determining compli- 
ance based on total building performance. 


NEW SECTION 
WAC 51-11C-20217 Section C202.17—Q. 


NEW SECTION 


WAC 51-11C-20218 Section C202.18—R. 
READILY ACCESSIBLE. Capable of being reached quickly for 
operation, renewal or inspection without requiring those to 
whom ready access is requisite to climb over or remove 
obstacles or to resort to portable ladders or access equipment 
(see "Accessible"). 
REFRIGERATED WAREHOUSE COOLER. An enclosed storage 
space capable of being refrigerated to temperatures above 
32°F that can be walked into and has a total chilled storage 
area of 3,000 ft? or greater. 
REFRIGERATED WAREHOUSE FREEZER. An enclosed stor- 
age space capable of being refrigerated to temperatures at or 
below 32°F that can be walked into and has a total chilled 
storage area of 3,000 ft? or greater. 
REPAIR. The reconstruction or renewal of any part of an 
existing building. 
RESIDENTIAL BUILDING. For this code, includes detached 
one- and two-family dwellings and multiple single-family 
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dwellings (townhouses) as well as Group R-2, R-3 and R-4 
buildings three stories or less in height above grade plane. 
ROOF ASSEMBLY. A system designed to provide weather 
protection and resistance to design loads. The system con- 
sists of a roof covering and roof deck or a single component 
serving as both the roof covering and the roof deck. A roof 
assembly includes the roof covering, underlayment, roof 
deck, insulation, vapor retarder and interior finish. 
R-VALUE (THERMAL RESISTANCE). The inverse of the time 
rate of heat flow through a body from one of its bounding sur- 
faces to the other surface for a unit temperature difference 
between the two surfaces, under steady state conditions, per 
unit area (A ° ft? * °F/Btu) [(m? « K)/W]. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-20219 Section C202.19—S. 

SCREW LAMP HOLDERS. A lamp base that requires a screw- 
in-type lamp, such as a compact-fluorescent, incandescent, or 
tungsten-halogen bulb. 

SEMI-HEATED SPACE. An enclosed space within a building, 
including adjacent connected spaces separated by an uninsu- 
lated component (e.g., basements, utility rooms, garages, cor- 
ridors), which: 

1. Is heated but not cooled, and has a maximum heating 
system output capacity of 3.4 Btu/(h-ft?) but not greater than 
8 Btu/(h-ft?); 

2. Is not a cold storage space or frozen storage space. 
SERVICE WATER HEATING. Heating water for domestic or 
commercial purposes other than space heating and process 
requirements. 

SKYLIGHT. Glass or other transparent or translucent glazing 
material installed at a slope of less than 60 degrees (1.05 rad) 
from horizontal. Glazing material in skylights, including unit 
skylights, solariums, sunrooms, roofs and sloped walls is 
included in this definition. 

SLAB BELOW GRADE. Any portion of a slab floor in contact 
with the ground which is more than 24 inches below the final 
elevation of the nearest exterior grade. 

SLAB-ON-GRADE FLOOR. That portion of a slab floor of the 
building envelope that is in contact with the ground and that 
is either above grade or is less than or equal to 24 inches 
below the final elevation of the nearest exterior grade. 
SLEEPING UNIT. A room or space in which people sleep, 
which can also include permanent provisions for living, eat- 
ing, and either sanitation or kitchen facilities but not both. 
Such rooms and spaces that are also part of a dwelling unit 
are not sleeping units. 

SMALL BUSINESS. Any business entity (including a sole pro- 
prietorship, corporation, partnership or other legal entity) 
which is owned and operated independently from all other 
businesses, which has the purpose of making a profit, and 
which has fifty or fewer employees. 

SOLAR HEAT GAIN COEFFICIENT (SHGC). The ratio of the 
solar heat gain entering the space through the fenestration 
assembly to the incident solar radiation. Solar heat gain 
includes directly transmitted solar heat and absorbed solar 
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radiation which is then reradiated, conducted or convected 
into the space. 

STANDARD REFERENCE DESIGN. A version of the proposed 
design that meets the minimum requirements of this code and 
is used to determine the maximum annual energy use require- 
ment for compliance based on total building performance. 
STEEL-FRAMED WALL. A wall with a cavity (insulated or 
otherwise) whose exterior surfaces are separated by steel 
framing members (i.e., typical steel stud walls and curtain 
wall systems). 

STOREFRONT. A nonresidential system of doors and win- 
dows mulled as a composite fenestration structure that has 
been designed to resist heavy use. Storefront systems 
include, but are not limited to, exterior fenestration systems 
that span from the floor level or above to the ceiling of the 
same story on commercial buildings, with or without mulled 
windows and doors. 

SUBSYSTEM METER. A meter placed downstream of the 
energy supply meter that measures the energy delivered to a 
load or a group of loads. 

SUNROOM. A one-story structure attached to a dwelling with 
a glazing area in excess of 40 percent of the gross area of the 
structure's exterior walls and roof. 


NEW SECTION 


WAC 51-11C-20220 Section C202.20—T. 
THERMAL ISOLATION. Physical and space conditioning sep- 
aration from conditioned space(s). The conditioned space(s) 
shall be controlled as separate zones for heating and cooling 
or conditioned by separate equipment. 
THERMOSTAT. An automatic control device used to maintain 
temperature at a fixed or adjustable set point. 


NEW SECTION 


WAC 51-11C-20221 Section C202.21—U. 

U-FACTOR (THERMAL TRANSMITTANCE). The coefficient of 
heat transmission (air to air) through a building component or 
assembly, equal to the time rate of heat flow per unit area and 
unit temperature difference between the warm side and cold 
side air films (Btu/h ft? ° °F) [W/(m? ° K)]. 

UNHEATED SLAB-ON-GRADE FLOOR. A slab-on-grade floor 
that is not a heated slab-on-grade floor. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-20222 Section C202.22—V. 
VENTILATION. The natural or mechanical process of supply- 
ing conditioned or unconditioned air to, or removing such air 
from, any space. 

VENTILATION AIR. That portion of supply air that comes 
from outside (outdoors) plus any recirculated air that has 
been treated to maintain the desired quality of air within a 
designated space. 

VERTICAL FENESTRATION. All fenestration other than sky- 
lights. 
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VISIBLE TRANSMITTANCE [VT]. The ratio of visible light 
entering the space through the fenestration product assembly 
to the incident visible light, visible transmittance, includes 
the effects of glazing material and frame and is expressed as 
a number between 0 and 1. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-20223 Section C202.23—W. 
WALK-IN COOLER. An enclosed storage space capable of 
being refrigerated to temperatures above 32°F that can be 
walked into and has a total chilled storage area of less than 
3,000 ft?. 
WALK-IN FREEZER. An enclosed storage space capable of 
being refrigerated to temperatures at or below 32°F that can 
be walked into and has a total chilled storage area of less than 
3,000 ft”. 
WALL. That portion of the building envelope, including 
opaque area and fenestration, that is vertical or tilted at an 
angle of 60 degrees from horizontal or greater. This includes 
above-grade walls and below-grade walls, between floor 
spandrels, peripheral edges of floors, and foundation walls. 
WOOD-FRAMED AND OTHER WALLS. All other wall types, 
including wood stud walls. 


NEW SECTION 


WAC 51-11C-20224 Section C202.24—X, Y, Z. 
ZONE. A space or group of spaces within a building with 
heating or cooling requirements that are sufficiently similar 
so that desired conditions can be maintained throughout 
using a single controlling device. 


NEW SECTION 


WAC 51-11C-30000 Chapter 3 [CE]—General 
requirements. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11C-30100 Section C301—Climate zones. 


C301.1 General. Climate zones from Table C301.1 shall be 
used in determining the applicable requirements from Chap- 
ter 4. 


Table C301.1 
Climate Zones and Moisture Regimes 
Designations by State and County 


Key: A - Moist, B - Dry, C - Marine. Absence of moisture 
designation indicates moisture regime is irrelevant. 
WASHINGTON 


5B Adams 4C Grays Harbor 4C Pierce 
5B Asotin 4C Island 4C San Juan 
5B Benton 4C Jefferson 4C Skagit 
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Key: A - Moist, B - Dry, C - Marine. Absence of moisture 
designation indicates moisture regime is irrelevant. 
WASHINGTON 


5B Chelan 4C King 5B Skamania 
4C Clallam 4C Kitsap 4C Snohomish 
4C Clark 5B Kittitas 5B Spokane 

5B Columbia 5B Klickitat 6B Stevens 

4C Cowlitz 4C Lewis 4C Thurston 
5B Douglas 5B Lincoln 4C Wahkiakum 
6B Ferry 4C Mason 5B Walla Walla 
5B Franklin 6B Okanogan 4C Whatcom 
5B Garfield AC Pacific 5B Whitman 
5B Grant 6B Pend Oreille 5B Yakima 


NEW SECTION 


WAC 51-11C-30200 Section C302—Design condi- 
tions. 


C302.1 Interior design conditions. The interior design tem- 
peratures used for heating and cooling load calculations shall 
be a maximum of 72°F (22°C) for heating and minimum of 
75°F (24°C) for cooling. 


C302.2 Exterior design conditions. The heating or cooling 
outdoor design temperatures shall be selected from Appendix 
C 


NEW SECTION 


WAC 51-11C-30300 Section C303—Materials, sys- 
tems and equipment. 


NEW SECTION 
WAC 51-11C-30310 Section 303.1—Identification. 


C303.1 Identification. Materials, systems and equipment 
shall be identified in a manner that will allow a determination 
of compliance with the applicable provisions of this code. 


C303.1.1 Building thermal envelope insulation. An R- 
value identification mark shall be applied by the manufac- 
turer to each piece of building thermal envelope insulation 12 
inches (305 mm) or greater in width. Alternately, the insula- 
tion installers shall provide a certification listing the type, 
manufacturer and R-value of insulation installed in each ele- 
ment of the building thermal envelope. For blown or sprayed 
insulation (fiberglass and cellulose), the initial installed 
thickness, settled thickness, settled R-value, installed density, 
coverage area and number of bags installed shall be /isted on 
the certification. For sprayed polyurethane foam (SPF) insu- 
lation, the installed thickness of the areas covered and R- 
value of installed thickness shall be /isted on the certification. 
The insulation installer shall sign, date and post the certifica- 
tion in a conspicuous location on the job site. 


C303.1.1.1 Blown or sprayed roof/ceiling insulation. The 
thickness of blown-in or sprayed roof/ceiling insulation 
(fiberglass or cellulose) shall be written in inches (mm) on 
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markers that are installed at least one for every 300 square 
feet (28 m?) throughout the attic space. The markers shall be 
affixed to the trusses or joists and marked with the minimum 
initial installed thickness with numbers a minimum of 1 inch 
(25 mm) in height. Each marker shall face the attic access 
opening. Spray polyurethane foam thickness and installed R- 
value shall be /isted on certification provided by the insula- 
tion installer. 


C303.1.2 Insulation mark installation. Insulating materials 
shall be installed such that the manufacturer's R-value mark is 
readily observable upon inspection. 


C303.1.3 Fenestration product rating. U-factors of fenes- 
tration products (windows, doors and skylights) shall be 
determined in accordance with NFRC 100 by an accredited, 
independent laboratory, and labeled and certified by the man- 
ufacturer. Products lacking such a labeled U-factor shall be 
assigned a default U-factor from Table C303.1.3(1), 
C303.1.3(2) or C303.1.3(4). The solar heat gain coefficient 
(SHGC) and visible transmittance (VT) of glazed fenestra- 
tion products (windows, glazed doors and skylights) shall be 
determined in accordance with NFRC 200 by an accredited, 
independent laboratory, and labeled and certified by the man- 
ufacturer. Products lacking such a labeled SHGC or VT shall 
be assigned a default SHGC or VT from Table C303.1.3(3). 


EXCEPTION: Units without NFRC ratings produced by a small busi- 


ness may be assigned default U-factors from Table 
C303.1.3(5) for vertical fenestration. 


C303.1.4 Insulation product rating. The thermal resistance 
(R-value) of insulation shall be determined in accordance 
with the U.S. Federal Trade Commission R-value rule 
(C.F.R. Title 16, Part 460) in units of h x ft? x °F/Btu at a 
mean temperature of 75°F (24°C). 


NEW SECTION 


WAC 51-11C-303131 Table C303.1.3(1)—Default 
glazed fenestration U-factor. 


Table C303.1.3(1) 
Default Glazed Fenestration U-Factor 


SINGLE DOUBLE 
FRAME TYPE PANE PANE SKY-LIGHT 
Metal 1.20 0.80 
Metal with 1.10 0.65 
Thermal See Table 
Break C303.1.3(4) 
Nonmetal or 0.95 0.55 
Metal Clad 
Glazed 0.60 
Block 
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NEW SECTION NEW SECTION 
WAC 51-11C-303132 Table C303.1.3(2)—Default WAC 51-11C-303133 Table C303.1.3(3)—Default 
door U-factors. glazed fenestration SHGC and VT. 
Table C303.1.3(2) Table C303.1.3(3) 
Default Door U-Factors Default Glazed Fenestration SHGC and VT 


See Appendix A, Section A107 


SINGLE GLAZED | DOUBLE GLAZED | GLAZE 
Clear Tinted Clear Tinted BLOCK 
SHGC 0.40 0.40 0.40 0.40 0.40 
VT 0.6 0.3 0.6 0.3 0.6 


NEW SECTION 
WAC 51-11C-303134 Table C303.1.3(4)—Default U-factors for skylights. 


Table C303.1.3(4) 
Default U-Factors for Skylights 


Frame Type 
Wood or Vinyl- 
Aluminum Aluminum Reinforced Clad Wood/Vinyl 
Without Thermal | With Thermal Vinyl/Aluminum- Without 
Fenestration Type Break Break Clad Wood or Vinyl Reinforcing 

Single Glazing 

glass U-1.58 U-1.51 U-1.40 U-1.18 

acrylic/polycarb U-1.52 U-1.45 U-1.34 U-1.11 
Double Glazing 

air U-1.05 U-0.89 U-0.84 U-0.67 

argon U-1.02 U-0.86 U-0.80 U-0.64 
Double Glazing, e = 0.20 

air U-0.96 U-0.80 U-0.75 U-0.59 

argon U-0.91 U-0.75 U-0.70 U-0.54 
Double Glazing, e = 0.10 

air U-0.94 U-0.79 U-0.74 U-0.58 

argon U-0.89 U-0.73 U-0.68 U-0.52 
Double Glazing, e = 0.05 

air U-0.93 U-0.78 U-0.73 U-0.56 

argon U-0.87 U-0.71 U-0.66 U-0.50 
Triple Glazing 

air U-0.90 U-0.70 U-0.67 U-0.51 

argon U-0.87 U-0.69 U-0.64 U-0.48 
Triple Glazing, e = 0.20 

air U-0.86 U-0.68 U-0.63 U-0.47 

argon U-0.82 U-0.63 U-0.59 U-0.43 
Triple Glazing, e = 0.20 on 2 surfaces 

air U-0.82 U-0.64 U-0.60 U-0.44 

argon U-0.79 U-0.60 U-0.56 U-0.40 
Triple Glazing, e = 0.10 on 2 surfaces 

air U-0.81 U-0.62 U-0.58 U-0.42 

argon U-0.77 U-0.58 U-0.54 U-0.38 
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Frame Type 
Wood or Vinyl- 
Aluminum Aluminum Reinforced Clad Wood/Vinyl 
Without Thermal | With Thermal Vinyl/Aluminum- Without 
Fenestration Type Break Break Clad Wood or Vinyl Reinforcing 
Quadruple Glazing, e = 0.10 on 2 sur- 
faces 
air U-0.78 U-0.59 U-0.55 U-0.39 
argon U-0.74 U-0.56 U-0.52 U-0.36 
krypton U-0.70 U-0.52 U-0.48 U-0.32 
' U-factors are applicable to both glass and plastic, flat and domed units, all spacers and gaps. 
2 Emissivities shall be less than or equal to the value specified. 
3 Gap fill shall be assumed to be air unless there is a minimum of 90 percent argon or krypton. 
4 Aluminum frame with thermal break is as defined in footnote 1 to Table C303.1.3(5). 
NEW SECTION 
WAC 51-11C-303135 Table C303.1.3(5)—Small business compliance default table. 
Table C303.1.3(5) 
Small Business Compliance Table 
Default U-Factors for Vertical Glazing 
Vertical Glazing Description Frame Type 
Aluminum Ther- Wood/Vinyl/ 
Panes Low-e! Spacer Fill Any Frame mal Break? Fiberglass 
Double? A Any Argon 0.48 0.41 0.32 
B Any Argon 0.46 0.39 0.30 
C Any Argon 0.44 0.37 0.28 
C High Argon 0.42 0.35 Deemed to comply’ 
Performance 
Triple* A Any Air 0.50 0.44 0.26 
B Any Air 0.45 0.39 0.22 
C Any Air 0.41 0.34 0.20 
Any double Any Air 0.35 0.32 0.18 
low-e 


' Low-eA (emissivity) shall be 0.24 to 0.16. 
Low-eB (emissivity) shall be 0.15 to 0.08. 
Low-eC (emissivity) shall be 0.07 or less. 


2 Aluminum Thermal Break = An aluminum thermal break framed window shall incorporate the following minimum design characteristics: 
a) The thermal conductivity of the thermal break material shall be not more than 3.6 Btu-in/h/ft?/°F; 
b) The thermal break material must produce a gap in the frame material of not less than 0.210 inches; and 
c) All metal framing members of the products exposed to interior and exterior air shall incorporate a thermal break meeting the criteria in a) and b) above. 
3 A minimum air space of 0.375 inches between panes of glass is required for double glazing. 
4 A minimum air space of 0.25 inches between panes of glass is required for triple glazing. 


> Deemed to comply glazing shall not be used for performance compliance. 


NEW SECTION 
WAC 51-11C-30320 Section C303.2—Installation. 


C303.2 Installation. All materials, systems and equipment 
shall be installed in accordance with the manufacturer's 
installation instructions and the International Building Code. 


C303.2.1 Protection of exposed foundation insulation. 
Insulation applied to the exterior of basement walls, crawl- 
space walls and the perimeter of slab-on-grade floors shall 


have a rigid, opaque and weather-resistant protective cover- 
ing to prevent the degradation of the insulation's thermal per- 
formance. The protective covering shall cover the exposed 
exterior insulation and extend a minimum of 6 inches (153 
mm) below grade. 


NEW SECTION 


WAC 51-11C-30330 Section C303.3—Maintenance 
information. 
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C303.3 Maintenance information. Maintenance instruc- 
tions shall be furnished for equipment and systems that 
require preventive maintenance. Required regular mainte- 
nance actions shall be clearly stated and incorporated on a 
readily accessible label. The label shall include the title or 
publication number for the operation and maintenance man- 
ual for that particular model and type of product. 


NEW SECTION 


WAC 51-11C-40000 Chapter 4 [CE]—Commercial 
energy efficiency. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11C-40100 Section C401—General. 


C401.1 Scope. The requirements contained in this chapter 
are applicable to commercial buildings, or portions of com- 
mercial buildings. 


C401.2 Application. Commercial buildings shall comply 
with one of the following: 

1. The requirements of Sections C402, C403, C404, 
C405, C408 and C409. 

2. The requirements of Section C407, C408, C409, 
C402.4, C403.2, C404, C405.2, C405.3, C405.4, C405.6 and 
C405.7. The building energy consumption shall be equal to 
or less than 93 percent of the standard reference design build- 
ing. 


C401.2.1 Application to existing buildings. Additions, 
alterations and repairs to existing buildings shall comply with 
Sections C402, C403, C404, C405, C408 and C409. 


NEW SECTION 


WAC 51-11C-40200 Section C402—Building enve- 
lope requirements. 


NEW SECTION 


WAC 51-11C-40210 Section C402.1—General (Pre- 
scriptive). 
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C402.1 General (Prescriptive). The building thermal enve- 
lope shall comply with Section C402.1.1. Section C402.1.2 
or Section C402.1.3 shall be permitted as an alternative to the 
R-values specified in Section C402.1.1. Walk-in coolers and 
walk-in freezers shall comply with C402.5. Refrigerated 
warehouse coolers and refrigerated warehouse freezers shall 
comply with C402.6. 


EXCEPTION: Unstaffed equipment shelters or cabinets used solely 


for personal wireless service facilities. 


NEW SECTION 


WAC 51-11C-40211 Section C402.1.1—Insulation 
and fenestration criteria. 


C402.1.1 Insulation and fenestration criteria. The build- 
ing thermal envelope shall meet the requirements of Tables 
C402.2 and C402.3 based on the climate zone specified in 
Chapter 3. Commercial buildings or portions of commercial 
buildings enclosing Group R occupancies shall use the R-val- 
ues from the "Group R" column of Table C402.2. Commer- 
cial buildings or portions of commercial buildings enclosing 
occupancies other than Group R shall use the R-values from 
the "All other" column of Table C402.2. 


NEW SECTION 


WAC 51-11C-40212 Section C402.1.2—U-Factor 
alternative. 


C402.1.2 U-factor alternative. An assembly with a U-fac- 
tor, C-factor, or F-factor equal or less than that specified in 
Table C402.1.2 shall be permitted as an alternative to the R- 
value in Table C402.2. Commercial buildings or portions of 
commercial buildings enclosing Group R occupancies shall 
use the U-factor, C-factor, or F-factor from the "Group R" 
column of Table C402.1.2. Commercial buildings or por- 
tions of commercial buildings enclosing occupancies other 
than Group R shall use the U-factor, C-factor or F-factor 
from the "All other" column of Table C402.1.2. The U-fac- 
tors for typical construction assemblies are included in 
Appendix A. These values shall be used for all calculations. 
Where proposed construction assemblies are not represented 
in Appendix A, values shall be calculated in accordance with 
the ASHRAE Handbook—Fundamentals using the framing 
factors listed in Appendix A where applicable and shall 
include the thermal bridging effects of framing materials. 


WAC 51-11C-402121 Table C402.1.2—Opaque thermal envelope assembly requirements. 


Table C402.1.2 
Opaque Thermal Envelope Assembly Requirements? 


CLIMATE ZONE 5 AND MARINE 4 6 
All Other Group R All Other Group R 
Roofs 
Insulation entirely above U-0.034 U-0.031 U-0.032 U-0.031 
deck 
Metal buildings U-0.031 U-0.031 U-0.029 U-0.031 
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CLIMATE ZONE 5 AND MARINE 4 6 
All Other Group R All Other Group R 
Attic and other U-0.021 U-0.021 U-0.021 U-0.021 
Walls, Above Grade 
Mass U-0.1044 U-0.078 U-0.078 U-0.071 
Metal building U-0.052 U-0.052 U-0.052 U-0.044 
Steel framed U-0.055 U-0.055 U-0.049 U-0.044 
Wood framed and other U-0.054 U-0.054 U-0.051 U-0.044 


Walls, Below Grade 


Below-grade wall’ 


Same as above grade 


Same as above grade 


Same as above grade 


Same as above grade 


Floors 
Mass U-0.031 U-0.031 U-0.031 U-0.031 
Joist/framing U-0.029 U-0.029 U-0.029 U-0.029 
Slab-on-Grade Floors 
Unheated slabs F-0.54 F-0.54 F-0.54 F-0.52 
Heated slabs¢ F-0.55 F-0.55 F-0.55 F-0.55 


a Use of opaque assembly U-factors, C-factors, and F-factors from 
Appendix A is required unless otherwise allowed by Section 
C402.1.2. 


> Where heated slabs are below grade, below-grade walls shall comply 
with the F-factor requirements for heated slabs. 


€ Heated slab F-factors shall be determined specifically for heated 
slabs. Unheated slab factors shall not be used. 


d Exception: Integral insulated concrete block walls complying with 
ASTM C90 with all cores filled and meeting both of the following: 

1 At least 50 percent of cores must be filled with vermiculite or equiva- 
lent fill insulation; and 

2 The building thermal envelope encloses one or more of the following 
uses: Warehouse (storage and retail), gymnasium, auditorium, church 
chapel, arena, kennel, manufacturing plant, indoor swimming pool, 
pump station, water and waste water treatment facility, storage facil- 
ity, storage area, motor vehicle service facility. Where additional uses 
not listed (such as office, retail, etc.) are contained within the building, 
the exterior walls that enclose these areas may not utilize this excep- 
tion and must comply with the appropriate mass wall U-factor from 
Table C402.1.2. 


NEW SECTION 


WAC 51-11C-40213 Section C402.1.3—Component 
performance option. 


C402.1.3 Component performance building envelope 
option. 


C402.1.3.1 General. Buildings or structures whose design 
heat loss rate (UA,) and solar heat gain coefficient rate 
(SHGC * A,) are less than or equal to the target heat loss rate 
(UA,) and solar heat gain coefficient rate (SHGC * A,) shall 
be considered in compliance with this section. The stated U- 
factor, F-factor or allowable area of any component assem- 
bly, listed in Table C402.1.2 and Table C402.3, such as 
roof/ceiling, opaque wall, opaque door, fenestration, floor 
over conditioned space, slab-on-grade floor, radiant floor or 
opaque floor may be increased and the U-factor or F-factor 
for other components decreased, provided that the total heat 
gain or loss for the entire building envelope does not exceed 
the total resulting from compliance to the U-factors, F-factors 
or allowable areas specified in this section. Compliance shall 


be calculated in total for the building envelope for nonresi- 
dential spaces and for residential spaces. 


C402.1.3.2 Component U-factors. The U-factors for typical 
construction assemblies are included in Chapter 3 and 
Appendix A. These values shall be used for all calculations. 
Where proposed construction assemblies are not represented 
in Chapter 3 or Appendix A, values shall be calculated in 
accordance with the ASHRAE Handbook—Fundamentals, 
using the framing factors listed in Appendix A. 

For envelope assemblies containing metal framing, the 
U-factor shall be determined by one of the following meth- 
ods: 

1. Results of laboratory measurements according to 
acceptable methods of test. 

2. ASHRAE Handbook—Fundamentals where the metal 
framing is bonded on one or both sides to a metal skin or cov- 
ering. 

3. The zone method as provided in ASHRAE Hand- 
book—Fundamentals. 

4. Effective framing/cavity R-values as provided in 
Appendix A. 

When return air ceiling plenums are employed, the 
roof/ceiling assembly shall: 

a. For thermal transmittance purposes, not include the 
ceiling proper nor the plenum space as part of the assembly; 
and 

b. For gross area purposes, be based upon the interior 
face of the upper plenum surface. 

5. Tables in ASHRAE 90.1-2010 Normative Appendix 
A. 


C402.1.3.3 UA calculations. The target UA, and the pro- 
posed UA, shall be calculated using Equations C402-1 and 
C402-2 and the corresponding areas and U-factors from 
Table C402.1.2 and Table C402.3. For the target UA, calcu- 
lation, the skylights shall be located in roof/ceiling area up to 
the maximum skylight area per Section C402.3.1 and the 
remainder of the fenestration allowed per Section C402.3.1 
shall be located in the wall area. 
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C402.1.3.4 SHGC rate calculations. Solar heat gain coeffi- and the proposed SHGCA, shall be calculated using Equa- 
cient shall comply with Table C402.3. The target SHGCA, tions C402-3 and C402-4 and the corresponding areas and 
SHGCs from Table C402.3. 


NEW SECTION 
WAC 51-11C-402131 Equation C402-1—Target UA. 


Equation C402-1 


Target UA, 
VA, = — UnaAraat + UmrAm + UrarArat + UnoAmwt + UnmbweAmwt + UsrAsin > UwivrAwtiat > UsneAine + UA p + FaPs FP ot + 
UasAas + UaaAan + UvgAvg + UvgmiAvgmi + UvgmotAvgmot + UvgarAvgart UogAogt 

Un = The target combined specific heat transfer of the gross roof/ceiling assembly, exterior wall and floor 
area. 

Where 

U adt = The thermal transmittance value for roofs with the insulation entirely above deck found in Table 
C402.1.2. 

Unt = The thermal transmittance value for metal building roofs found in Table C402.1.2. 

Ura = The thermal transmittance value for attic and other roofs found in Table C402.1.2. 

Us = The thermal transmittance value for opaque mass walls found in Table C402.1.2. 

U. ean = The thermal transmittance value for opaque metal building walls found in Table C402.1.2. 

Usa = The thermal transmittance value for opaque steel-framed walls found in Table C402.1.2. 

Ween = The thermal transmittance value for opaque wood framed and other walls found in Table C402.1.2. 

Waa = The thermal transmittance value for mass floors over unconditioned space found in Table C402.1.2. 

Un = The thermal transmittance value for joist floors over unconditioned space found in Table C402.1.2. 

Fy = The F-factor for slab-on-grade floors found in Table C402.1.2. 

Fy. = The F-factor for radiant slab floors found in Table C402.1.2. 

Uas = The thermal transmittance value for opaque swinging doors found in Table C402.2. 

Van = The thermal transmittance value for opaque roll-up or sliding doors found in Table C402.2. 

Ug = The thermal transmittance value for vertical fenestration with nonmetal framing found in Table C402.3 
which corresponds to the proposed vertical fenestration area as a percent of gross exterior wall area. 

Ugni = The thermal transmittance value for vertical fenestration with fixed metal framing found in Table 
C402.3 which corresponds to the proposed vertical fenestration area as a percent of gross exterior wall 
area. 

Uy nics The thermal transmittance value for vertical fenestration with operable metal framing found in Table 
C402.3 which corresponds to the proposed vertical fenestration area as a percent of gross exterior wall 
area. 

U, gat The thermal transmittance value for entrance doors found in Table C402.3 which corresponds to the 
proposed vertical fenestration area as a percent of gross exterior wall area. 

We = The thermal transmittance for skylights found in Table C402.3 which corresponds to the proposed sky- 
light area as a percent of gross exterior roof area. 

Amt = The proposed mass floor over unconditioned space area, Am. 

Ag = The proposed joist floor over unconditioned space area, Ag. 

Po = The proposed linear feet of slab-on-grade floor perimeter, P,. 

Py = The proposed linear feet of radiant slab floor perimeter, P. 

Aas = The proposed opaque swinging door area, Aas- 

Aan = The proposed opaque roll-up or sliding door area, Aa- 

and 


If the vertical fenestration area as a percent of gross exterior wall area does not exceed the maximum allowed in Section 
C402.3.1: 
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Aunwt = The proposed opaque above grade mass wall area, A mw 

A mbwt = The proposed opaque above grade metal building wall area, A... 

Asin = The proposed opaque above grade steel framed wall area, A mtw 

A yrwt = The proposed opaque above grade wall wood framed and other area, A,,. 
Avg = The proposed vertical fenestration area with nonmetal framing, A,,. 

A vem = The proposed vertical fenestration area with fixed metal framing, Agm 

A vemot = The proposed vertical fenestration area with operable metal framing, A \amo- 
A vet = The proposed entrance door area, Aga- 

or 


If the vertical fenestration area as a percent of gross exterior wall area exceeds the maximum allowed in Section C402.3.1, the 
area of each fenestration element shall be reduced in the base envelope design by the same percentage and the net area of each 
wall type increased proportionately by the same percentage so that the total vertical fenestration area is exactly equal to the 
allowed percentage per Section C402.3.1 of the gross wall area. 

and 
If the skylight area as a percent of gross exterior roof area does not exceed the maximum allowed in Section C402.3.1: 


A adt = The proposed roof area with insulation entirely above the deck, Ana. 
Aunt = The proposed roof area for metal buildings, Amr 

Anat = The proposed attic and other roof area, As- 

A eat = The proposed skylight area, A,,.. 

or 


If the skylight area as a percent of gross exterior roof area exceeds the maximum allowed in Section C402.3.1, the area of each 
skylight element shall be reduced in the base envelope design by the same percentage and the net area of each roof type 
increased proportionately by the same percentage so that the total skylight area is exactly equal to the allowed percentage per 
Section C402.3.1 of the gross roof area. 


NEW SECTION 
WAC 51-11C-402132 Equation C402-2—Proposed UA,,. 


Equation C402-2 


Proposed UA, 
UA, = UnaArma + UmAm + UnAn + UmwAmw + UnmbwAmbw + UsswAsiv + UstowAwiow + UnA + UgAg + FP. + PoP. + UsAas 
t UgAar + UA + UsaneAvene + UvgnoA vano + UsgeAvga + UngAos 
Where: 
UA, = The combined proposed specific heat transfer of the gross exterior wall, floor and roof/ceiling assem- 
bly area. 
U aa = The thermal transmittance of the roof area where the insulation is entirely above the roof deck. 
Ana = Opaque roof area where the insulation is entirely above the roof deck. 
Ue: = The thermal transmittance of the metal building roof area. 
Aue = Opaque metal building roof area. 
Un = The thermal transmittance of the roof over attic and other roof area. 
Ava = Opaque roof over attic and other roof area. 
U nw = The thermal transmittance of the opaque mass wall area. 
Anw = Opaque mass wall area (not including opaque doors). 
Wi. = The thermal transmittance of the opaque metal building wall area. 
A nbw = Opaque metal building wall area (not including opaque doors). 
Uw = The thermal transmittance of the opaque steel framed wall area. 
Aw = Opaque steel framed wall area (not including opaque doors). 
Uvrw = The thermal transmittance of the opaque wood framed and other wall area. 
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Aww = Opaque wood framed and other wall area (not including opaque doors). 

U m = The thermal transmittance of the mass floor over unconditioned space area. 

Aim = Mass floor area over unconditioned space. 

U; = The thermal transmittance of the joist floor over unconditioned space area. 

Ay = Joist floor area over unconditioned space. 

F, = Slab-on-grade floor component F-factor. 

P, = Linear feet of slab-on-grade floor perimeter. 

F, = Radiant floor component F-factor. 

P; = Lineal feet of radiant floor perimeter. 

Uus = The thermal transmittance value of the opaque swinging door area. 

Aas = Opaque swinging door area. 

Ug, = The thermal transmittance value of the opaque roll-up or sliding door area. 

Aa = Opaque roll-up or sliding door area. 

Uv, = The thermal transmittance of the vertical fenestration area with nonmetal framing. 
Ave = Vertical fenestration area with nonmetal framing. 

U emf = The thermal transmittance of the vertical fenestration area with fixed metal framing. 
A gmt = Vertical fenestration area with fixed metal framing. 

Urge = The thermal transmittance of the vertical fenestration area with operable metal framing. 
Avvaina = Vertical fenestration area with operable metal framing. 

Used = The thermal transmittance of the vertical fenestration area for entrance doors. 

Aved = Vertical fenestration area for entrance doors. 

Use = The thermal transmittance for the skylights. 

Aog = Skylight area. 


NOTE: Where more than one type of wall, window, roof/ceiling, door and skylight is used, the U and A terms for those items 
shall be expanded into subelements as: 


Unwi Amt + Unw2Amw2 + UsswiAsewt + ...ete. 


NEW SECTION 
WAC 51-11C-402133 Equation C402-3—Target SHGCA.. 


Equation C402-3 


Target SHGCA, 
SHGCA, = SHGC (Asg t Avg Avene F Avgmot T Acute) 
Where: 
SHGCA, = The target combined specific heat gain of the target fenestration area. 
SHGC, = The solar heat gain coefficient for fenestration found in Table C402.3 which corresponds to the proposed 


total fenestration area as a percent of gross exterior wall area, and Aga, Avgo Avgmts Avamot aNd Aga are defined 
under Equation C402-1. 


NEW SECTION 
WAC 51-11C-402134 Equation C402-4—Proposed SHGCA,,. 


Equation C402-4 


Proposed SHGCA, 
SHGCA, = SHGC,,A,,+SHGC,,A,, 
Where: 
SHGCA, = The combined proposed specific heat gain of the proposed fenestration area. 
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SHGC,, = The solar heat gain coefficient of the skylights. 

Aog = The skylight area. 

SHGC,, = The solar heat gain coefficient of the vertical fenestration. 
A = The vertical fenestration area. 


NEW SECTION 


WAC 51-11C-40214 Section C402.1.4—Semi-heated 
spaces. 


C402.1.4 Semi-heated spaces. All spaces shall comply with 
the requirements in Section C402 unless they meet the defini- 
tion for semi-heated spaces. For semi-heated spaces, the 
building envelope shall comply with the same requirements 
as that for conditioned spaces in Section C402; however, for 
semi-heated spaces heated by other than electric resistance 
heating equipment, wall insulation is not required for those 
walls that separate semi-heated spaces from the exterior pro- 
vided that the space meets all the requirements of semi- 
heated space. Semi-heated spaces shall be calculated sepa- 
rately from other conditioned spaces for compliance pur- 
poses. Building envelope assemblies separating conditioned 
space from semi-heated space shall comply with exterior 
envelope insulation requirements. When choosing the unin- 


NEW SECTION 


sulated wall option, the wall shall not be included in Compo- 
nent Performance Building Envelope Option calculation. 


NEW SECTION 


WAC 51-11C-40220 Section C402.2—Specific insu- 
lation requirements. 


C402.2 Specific insulation requirements (Prescriptive). 
Opaque assemblies shall comply with Table C402.2. Where 
two or more layers of continuous insulation board are used in 
a construction assembly, the continuous insulation boards 
shall be installed in accordance with Section C303.2. If the 
continuous insulation board manufacturer's installation 
instructions do not address installation of two or more layers, 
the edge joints between each layer of continuous insulation 
boards shall be staggered. 


WAC 51-11C-402200 Table C402.2—Opaque thermal envelope requirements. 


Table C402.2 
Opaque Thermal Envelope Requirements*‘ 
CLIMATE ZONE 5 AND MARINE 4 6 
All Other Group R All Other Group R 
Roofs 
Insulation entirely above R-30ci R-38ci R-30ci R-38ci 
deck 
Metal buildings (with R-3.5 | R-25 + R-25 + R-25 + R-30 + 
thermal blocks)*> R-11 LS R-11 LS R-11 LS R-11 LS 
Attic and other R-49 R-49 R-49 R-49 
Walls, Above Grade 

Mass R-9.5ci R-13.3ci R-11.4ci R-15.2ci 
Metal building R-13 + R-13 + R-13 + R-19 + 

R-13ci R-13ci R-13ci R-16ci 
Steel framed R-13 + R-19 + R-13 + R-19 + 

R-10ci R-8.5ci R-12.5ci R-14ci 
Wood framed and other R-21 int R-21 int R-13 + R-21 + 

R-7.5ci or R-20+ R- | R-Sci 
3.8ci 
Walls, Below Grade 
Below-grade walle Same as above grade | Same as above grade | Same as above grade | Same as above grade 
Floors 
Mass R-30ci R-30ci R-30ci R-30ci 
Joist/framing R-30° R-30° R-38° R-38° 
Slab-on-Grade Floors 

Unheated slabs R-10 for 24" below R-10 for 24" below R-10 for 48" below R-15 for 48" below 
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CLIMATE ZONE 5 AND MARINE 4 6 
All Other Group R All Other Group R 
Heated slabs‘ R-10 perimeter & R-10 perimeter & R-10 perimeter & R-10 perimeter & 
under entire slab under entire slab under entire slab under entire slab 
Opaque Doors 
Swinging U-0.37 U-0.37 U-0.37 U-0.37 
Roll-up or sliding R-4.75 R-4.75 R-4.75 R-4.75 
For SI: 1 inch=25.4 mm. ci= Continuous insulation. NR =No allow insulation to go between the shelf angle and the primary 
requirement. portions of the wall structure). No continuous metal elements 
LS= Liner system—A continuous membrane installed below the (e.g., metal studs, z-girts, z-channels, shelf angles) penetrate the 


purlins and uninterrupted by framing members. Uncom- 
pressed, unfaced insulation rests on top of the membrane 
between the purlins. 

a Assembly descriptions can be found in Chapter 2 and 
Appendix A. 

> Where using R-value compliance method, a thermal spacer 
block shall be provided, otherwise use the U-factor compli- 
ance method in Table C402.1.2. 

© R-5.7ci is allowed to be substituted with concrete block 
walls complying with ASTM C90, ungrouted or partially 
grouted at 32 inches or less on center vertically and 48 inches 
or less on center horizontally, with ungrouted cores filled with 
materials having a maximum thermal conductivity of 0.44 
Btu-in/h-ft? °F. 

d Where heated slabs are below grade, below-grade walls 
shall comply with the exterior insulation requirements for 
heated slabs. 

© Steel floor joist systems shall be insulated to R-38 + R-10ci. 
f For roof, wall or floor assemblies where the proposed assem- 
bly would not be continuous insulation, two alternate nominal 
R-value compliance options for assemblies with isolated 
metal penetrations of otherwise continuous insulation are: 


Assemblies with Alternate option for assemblies 
continuous insula- | with metal penetrations, greater 
tion (see definition) | than 0.04% but less than 0.08% 

R-11.4ci R-14.3 
R-13.3ci R-16.6 
R-15.2ci R-19.0 
R-30ci R-38 
R-38ci R-48 
R-13 + R-7.5ci R-13 + R-9.4 
R-13 + R-10ci R-13 + R-12.5 
R-13 + R-12.5ci R-13 + R-15.6 
R-13 + R-13ci R-13 + R-16.3 
R-19 + R-8.5ci R-19 + R-10.6 
R-19 + R-14ci R-19 + R-17.5 
R-19 + R-16ci R-19 + R-20 
R-20 + R-3.8ci R-20 + R-4.8 
R-21 + R-5ci R-21 + R-6.3 


These alternate nominal R-value compliance options are 
allowed for projects complying with all of the following: 


1. The ratio of the cross-sectional area, as measured in the plane 
of the surface, of metal penetrations of otherwise continuous 
insulation to the opaque surface area of the assembly is greater 
than 0.0004 (0.04%), but less than 0.0008 (0.08%). 

2. The metal penetrations of otherwise continuous insulation are 
isolated or discontinuous (e.g., brick ties or other discontinuous 
metal attachments, offset brackets supporting shelf angles that 
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otherwise continuous portion of the insulation. 

3. Building permit drawings shall contain details showing the 
locations and dimensions of all the metal penetrations (e.g., brick 
ties or other discontinuous metal attachments, offset brackets, 
etc.) of otherwise continuous insulation. In addition, calculations 
shall be provided showing the ratio of the cross-sectional area of 
metal penetrations of otherwise continuous insulation to the over- 
all opaque wall area. 


For other cases where the proposed assembly is not con- 
tinuous insulation, see Section C402.1.2 for determination of 
U-factors for assemblies that include metal other than screws 
and nails. 


NEW SECTION 


WAC 51-11C-40221 Section C402.2.1—Roof assem- 
bly. 


C402.2.1 Roof assembly. The minimum thermal resistance 
(R-value) of the insulating material installed either between 
the roof framing or continuously on the roof assembly shall 
be as specified in Table C402.2, based on construction mate- 
rials used in the roof assembly. Skylight curbs shall be insu- 
lated to the level of roofs with insulation entirely above deck 
or R-5, whichever is less. 


EXCEPTIONS: 1. Continuously insulated roof assemblies where the 


thickness of insulation varies 1 inch (25 mm) or less 
and where the area-weighted U-factor is equivalent to 
the same assembly with the R-value specified in Table 
C402.2. 

2. Unit skylight curbs included as a component of an 
NFRC 100 rated assembly shall not be required to be 
insulated. 


Insulation installed on a suspended ceiling with remov- 
able ceiling tiles shall not be considered part of the minimum 
thermal resistance of the roof insulation. 


C402.2.1.1 Roof solar reflectance and thermal emittance. 
Low-sloped roofs, with a slope less than 2 units vertical in 12 
horizontal, directly above cooled conditioned spaces in Cli- 
mate Zones 1, 2, and 3 shall comply with one or more of the 
options in Table C402.2.1.1. 
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EXCEPTIONS: The following roofs and portions of roofs are exempt 
from the requirements in Table C402.2.1.1: 

1. Portions of roofs that include or are covered by: 
1.1. Photovoltaic systems or components. 

1.2. Solar air or water heating systems or components. 
1.3. Roof gardens or landscaped roofs. 

1.4. Above-roof decks or walkways. 

1.5. Skylights. 

1.6. HVAC systems, components, and other opaque 
objects mounted above the roof. 

2. Portions of roofs shaded during the peak sun angle 
on the summer solstice by permanent features of the 
building, or by permanent features of adjacent build- 
ings. 

3. Portions of roofs that are ballasted with a minimum 
stone ballast of 17 pounds per square foot (psf) (74 
kg/m’) or 23 psf (117 kg/m?) pavers. 

4. Roofs where a minimum of 75 percent of the roof 
area meets a minimum of one of the exceptions above. 


NEW SECTION 


WAC 51-11C-402211 Table C402.2.1.1—Reflectance 
and emittance options. 


Table C402.2.1.1 
Reflectance and Emittance Options* 


Three-year aged solar reflectance’ of 0.55 and three-year 
aged thermal emittance’ of 0.75 


Initial solar reflectance of 0.70 and initial thermal emit- 
tance* of 0.75 


Three-year-aged solar reflectance index‘ of 64 initial solar 
reflectance index! of 82 


è The use of area-weighted averages to meet these requirements shall 
be permitted. Materials lacking initial tested values for either solar 
reflectance or thermal emittance, shall be assigned both an initial solar 
reflectance of 0.10 and an initial thermal emittance of 0.90. Materials 
lacking three-year aged tested values for either solar reflectance or 
thermal emittance shall be assigned both a three-year aged solar 
reflectance of 0.10 and a three-year aged thermal emittance of 0.90. 


> Solar reflectance tested in accordance with ASTM C 1549, ASTM 
E 903 or ASTM E 1918. 


e Thermal emittance tested in accordance with ASTM C 1371 or 
ASTM E 408. 


4 Solar reflectance index (SRI) shall be determined in accordance 
with ASTM E 1980 using a convection coefficient of 2.1 Btu/h x ft? x 
°F (12W/m? x K). Calculation of aged SRI shall be based on aged 
tested values of solar reflectance and thermal emittance. Calculation 
of initial SRI shall be based on initial tested values of solar reflectance 
and thermal emittance. 


NEW SECTION 


WAC 51-11C-40222 Section C402.2.2—Classifica- 
tion of walls. 


C402.2.2 Classification of walls. Walls associated with the 
building envelope shall be classified in accordance with Sec- 
tion C202. 


NEW SECTION 


WAC 51-11C-40223 Section C402.2.3—Above-grade 
walls. 
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C402.2.3 Thermal resistance of above-grade walls. The 
minimum thermal resistance (R-value) of the insulating mate- 
rials installed in the wall cavity between the framing mem- 
bers and continuously on the walls shall be as specified in 
Table C402.2, based on framing type and construction mate- 
rials used in the wall assembly. The R-value of integral insu- 
lation installed in concrete masonry units (CMU) shall not be 
used in determining compliance with Table C402.2. 

"Mass walls" shall include walls weighing not less than: 

1. 35 psf (170 kg/m?) of wall surface area; or 

2. 25 psf (120 kg/m?) of wall surface area if the material 
weight is not more than 120 pounds per cubic foot (pcf) 
(1,900 kg/m’). 


NEW SECTION 


WAC 51-11C-40224 Section C402.2.4—Below-grade 
walls. 


C402.2.4 Thermal resistance of below-grade walls. The 
minimum thermal resistance (R-value) of the insulating mate- 
rial installed in, or continuously on, the below-grade walls 
shall be as specified in Table C402.2. 


NEW SECTION 


WAC 51-11C-40225 Section C402.2.5—Floors over 
unconditioned space. 


C402.2.5 Floors over outdoor air or unconditioned space. 
The minimum thermal resistance (R-value) of the insulating 
material installed either between the floor framing or contin- 
uously on the floor assembly shall be as specified in Table 
C402.2, based on construction materials used in the floor 
assembly. 

"Mass floors" shall include floors weighing not less than: 

1. 35 psf (170 kg/m?) of floor surface area; or 

2. 25 psf (120 kg/m?) of floor surface area if the material 
weight is not more than 120 pcf (1,900 kg/m?). 


NEW SECTION 


WAC 51-11C-40226 Section C402.2.6—Slab on 
grade. 


C402.2.6 Slabs on grade. Where the slab on grade is in con- 
tact with the ground, the minimum thermal resistance (R- 
value) of the insulation around the perimeter of unheated or 
heated slab-on-grade floors shall be as specified in Table 
C402.2. The insulation shall be placed on the outside of the 
foundation or on the inside of the foundation wall. The insu- 
lation shall extend downward from the top of the slab for a 
minimum distance as shown in the table or to the top of the 
footing, whichever is less, or downward to at least the bottom 
of the slab and then horizontally to the interior or exterior for 
the total distance shown in the table. Insulation extending 
away from the building shall be protected by pavement or by 
a minimum of 10 inches (254 mm) of soil. 


EXCEPTION: Where the slab-on-grade floor is greater than 24 
inches (61 mm) below the finished exterior grade, 


perimeter insulation is not required. 
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NEW SECTION 


WAC 51-11C-40227 Section C402.2.7—Opaque 
doors. 


C402.2.7 Opaque doors. Opaque doors (doors having less 
than 50 percent glass area) shall meet the applicable require- 
ments for doors as specified in Table C402.2 and be consid- 
ered as part of the gross area of above-grade walls that are 
part of the building envelope. 


NEW SECTION 


WAC 51-11C-40228 Section C402.2.8—Insulation of 
radiant heating systems. 


C402.2.8 Insulation of radiant heating systems. Radiant 
panels, and associated U-bends and headers, designed for 
sensible heating of an indoor space through heat transfer 
from the thermally effective panel surfaces to the occupants 
or indoor space by thermal radiation and natural convection 
and the bottom surfaces of floor structures incorporating radi- 
ant heating shall be insulated with a minimum of R-3.5 (0.62 
m?/K x W). 


NEW SECTION 
WAC 51-11C-40230 Section C402.3— Fenestration 
(Prescriptive). 


C402.3 Fenestration (Prescriptive). Fenestration shall 
comply with Table C402.3. Automatic daylighting controls 
specified by this section shall comply with Section 
C405.2.2.3.2. 


NEW SECTION 


WAC 51-11C-402300 Table C402.3—Building enve- 
lope requirements—Fenestration. 
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@"Nonmetal framing" includes framing materials other than metal, 
with or without metal reinforcing or cladding. 


b "Metal framing" includes metal framing, with or without thermal 


break. "Fixed" includes curtain wall, storefront, picture windows, 
and other fixed windows. 

e "Metal framing" includes metal framing, with or without thermal 
break. "Operable" includes openable fenestration products other 
than "entrance doors." 

du 


Metal framing" includes metal framing, with or without thermal 
break. "Entrance door" includes glazed swinging entrance doors. 
Other doors which are not entrance doors, including sliding glass 
doors, are considered "operable." 


NEW SECTION 


WAC 51-11C-40231 
area. 


Section C402.3.1—Maximum 


C402.3.1 Maximum area. The vertical fenestration area 
(not including opaque doors and opaque spandrel panels) 
shall not exceed 30 percent of the gross above-grade wall 
area. The skylight area shall not exceed 3 percent of the gross 
roof area. 


C402.3.1.1 Increased vertical fenestration area with day- 
lighting controls. In Climate Zones 1 through 6, a maximum 
of 40 percent of the gross above-grade wall area shall be per- 
mitted to be vertical fenestration, provided: 

1. No less than 50 percent of the conditioned floor area is 
within a daylight zone; 

2. Automatic daylighting controls are installed in day- 
light zones; and 

3. Visible transmittance (VT) of vertical fenestration is 
greater than or equal to 1.1 times solar heat gain coefficient 
(SHGC). 


EXCEPTION: Fenestration that is outside the scope of NFRC 200 is 


not required to comply with Item 3. 


C402.3.1.2 Increased skylight area with daylighting con- 
trols. The skylight area shall be permitted to be a maximum 
of 5 percent of the roof area provided automatic daylighting 
controls are installed in daylight zones under skylights. 


WAC 51-11C-40232 Section C402.3.2—Minimum 


C402.3.2 Minimum skylight fenestration area. For single 
story buildings only, in an enclosed space greater than 10,000 
square feet (929 m?), directly under a roof with ceiling 
heights greater than 15 feet (4572 mm), and used as an office, 
lobby, atrium, concourse, corridor, gymnasium/exercise cen- 
ter, convention center, automotive service, manufacturing, 
nonrefrigerated warehouse, retail store, distribution/sorting 
area, transportation, or workshop, the total daylight zone 
under skylights shall be not less than half the floor area and 
shall provide a minimum skylight area to daylight zone under 


1. Not less than 3 percent with a skylight VT of at least 


2. Provide a minimum skylight effective aperture of at 
least 1 percent determined in accordance with Equation C4-1. 


Table C402.3 
Building Envelope Requirements—Fenestration 
CLIMATE ZONE 5 AND MARINE 4 6 
Vertical Fenestration NEW SECTION 
U-factor 
Nonmetal framing 0.30 0.30 skylight fenestration area. 
(all) 
Metal framing 0.38 0.36 
(fixed)? 
Metal framing 0.40 0.40 
(operable): 
Metal framing 0.60 0.60 
(entrance doors) 
SHGC 
SHGC 0.40 0.40 
Skylights skylights of either: 
U-factor 0.50 0.50 
SHGC 0.35 0.35 oe 
NR= No requirement. 
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Skylight Effective Aperture Š 
(Equation C4-1) 


where: 


Skylight area = Total fenestration area of sky- 
lights. 


Skylight VT = Area weighted average visible 
transmittance of skylights. 


WF = Area weighted average well fac- 
tor, where well factor is 0.9 if 
light well depth is less than 2 
feet (610 mm), or 0.7 if light 
well depth is 2 feet (610 mm) or 
greater. 


Light well depth = Measure vertically from the 
underside of the lowest point of 
the skylight glazing to the ceil- 


ing plane under the skylight. 
EXCEPTION: Skylights above daylight zones of enclosed spaces are 
not required in: 
1. Buildings in Climate Zones 6 through 8. 
2. Spaces where the designed general lighting power 
densities are less than 0.5 W/ft? (5.4 W/m’). 
3. Areas where it is documented that existing struc- 
tures or natural objects block direct beam sunlight on 
at least half of the roof over the enclosed area for more 
than 1,500 daytime hours per year between 8 a.m. and 
4 p.m. 
4. Spaces where the daylight zone under rooftop mon- 
itors is greater than 50 percent of the enclosed space 
floor area. 


C402.3.2.1 Lighting controls in daylight zones under sky- 
lights. All lighting in the daylight zone shall be controlled by 
automatic daylighting controls that comply with Section 
C405.2.2.3.2. 


EXCEPTION: Skylights above daylight zones of enclosed spaces are 
not required in: 

1. Buildings in Climate Zones 6 through 8. 

2. Spaces where the designed general lighting power 
densities are less than 0.5 W/ft? (5.4 W/m’). 

3. Areas where it is documented that existing struc- 
tures or natural objects block direct beam sunlight on 
at least half of the roof over the enclosed area for more 
than 1,500 daytime hours per year between 8 a.m. and 
4 p.m. 

4. Spaces where the daylight zone under rooftop mon- 
itors is greater than 50 percent of the enclosed space 
floor area. 


C402.3.2.2 Haze factor. Skylights in office, storage, auto- 
motive service, manufacturing, nonrefrigerated warehouse, 
retail store, and distribution/sorting area spaces shall have a 
glazing material or diffuser with a measured haze factor 
greater than 90 percent when tested in accordance with 
ASTM D 1003. 


EXCEPTION: Skylights designed to exclude direct sunlight entering 
the occupied space by the use of fixed or automated 
baffles, or the geometry of skylight and light well 


need not comply with Section C402.3.2.2. 
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(085 x Skylight Area x Skylight VT x WF)/Daylight zone under skylight 


NEW SECTION 


WAC 51-11C-40233 Section C402.3.3—Maximum 
U-factor and SHGC. 


C402.3.3 Maximum U-factor and SHGC. For vertical fen- 
estration, the maximum U-factor and solar heat gain coeffi- 
cient (SHGC) shall be as specified in Table C402.3, based on 
the window projection factor. For skylights, the maximum 
U-factor and solar heat gain coefficient (SHGC) shall be as 
specified in Table C402.3. 

The window projection factor shall be determined in 
accordance with Equation C4-2. 
PF = A/B 


(Equation C4-2) 


where: 
PF 


A = Distance measured horizontally 
from the furthest continuous 
extremity of any overhang, 
eave, or permanently attached 
shading device to the vertical 
surface of the glazing. 


Projection factor (decimal). 


B = Distance measured vertically 
from the bottom of the glazing 
to the underside of the over- 
hang, eave, or permanently 
attached shading device. 


Where different windows or glass doors have different 
PF values, they shall each be evaluated separately. 


C402.3.3.1 SHGC adjustment. Where the fenestration pro- 
jection factor for a specific vertical fenestration product is 
greater than or equal to 0.2, the required maximum SHGC 
from Table C402.3 shall be adjusted by multiplying the 
required maximum SHGC by the multiplier specified in 
Table C402.3.3.1 corresponding with the orientation of the 
fenestration product and the projection factor. 


Table C402.3.3.1 
SHGC Adjustment Multipliers 


ORIENTED WITHIN 
PROJECTION 45 DEGREES OF ALL OTHER 
FACTOR TRUE NORTH ORIENTATION 
0.2 <PF< 0.5 1.1 1.2 
PF 20.5 1.2 1.6 


C402.3.3.2 Increased vertical fenestration SHGC. In Cli- 
mate Zones 1, 2 and 3, vertical fenestration entirely located 
not less than 6 feet (1729 mm) above the finished floor shall 
be permitted a maximum SHGC of 0.40. 


C402.3.3.3 Reserved. 
C402.3.3.4 Reserved. 


C402.3.3.5 Dynamic glazing. For compliance with Section 
C402.3.3, the SHGC for dynamic glazing shall be determined 
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using the manufacturer's lowest-rated SHGC, and the VT/ 
SHGC ratio shall be determined using the maximum VT and 
maximum SHGC. Dynamic glazing shall be considered sep- 
arately from other fenestration, and area-weighted averaging 
with other fenestration that is not dynamic glazing shall not 
be permitted. 


NEW SECTION 


WAC 51-11C-40234 Section C402.3.4—Area- 
weighted U-factor. 


C402.3.4 Area-weighted U-factor. An area-weighted aver- 
age shall be permitted to satisfy the U-factor requirements for 
each fenestration product category listed in Table C402.3. 
Individual fenestration products from different fenestration 
product categories listed in Table C402.3 shall not be com- 
bined in calculating area-weighted average U-factor. 


NEW SECTION 
WAC 51-11C-40240 Section C402.4—Air leakage. 


C402.4 Air leakage (Mandatory). The thermal envelope of 
buildings shall comply with Sections C402.4.1 through 
C402.4.8. 


NEW SECTION 
WAC 51-11C-40241 Section C402.4.1—Air barriers. 


C402.4.1 Air barriers. A continuous air barrier shall be pro- 
vided throughout the building thermal envelope. The air bar- 
riers shall be permitted to be located on the inside or outside 
of the building envelope, located within the assemblies com- 
posing the envelope, or any combination thereof. The air bar- 
rier shall comply with Sections C402.4.1.1 and C402.4.1.2. 


EXCEPTION: Air barriers are not required in buildings located in 


Climate Zones 1, 2 and 3. 


C402.4.1.1 Air barrier construction. The continuous air 
barrier shall be constructed to comply with the following: 

1. The air barrier shall be continuous for all assemblies 
that are the thermal envelope of the building and across the 
joints and assemblies. 

2. Air barrier joints and seams shall be sealed, including 
sealing transitions in places and changes in materials. Air 
barrier penetrations shall be sealed in accordance with Sec- 
tion C402.4.2. The joints and seals shall be securely installed 
in or on the joint for its entire length so as not to dislodge, 
loosen or otherwise impair its ability to resist positive and 
negative pressure from wind, stack effect and mechanical 
ventilation. 

3. Recessed lighting fixtures shall comply with Section 
C404.2.8. Where similar objects are installed which pene- 
trate the air barrier, provisions shall be made to maintain the 
integrity of the air barrier. 


EXCEPTION: Buildings that comply with Section C402.4.1.2.3 are 
not required to comply with Items | and 3. 


C402.4.1.2 Air barrier compliance options. A continuous 
air barrier for the opaque building envelope shall comply 
with Section C402.4.1.2.3. 
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C402.4.1.2.1 Materials. Materials with an air permeability 
no greater than 0.004 cfm/ft? (0.02 L/s * m?) under a pressure 
differential of 0.3 inches water gauge (w.g.) (75 Pa) when 
tested in accordance with ASTM E 2178 shall comply with 
this section. Materials in Items 1 through 15 shall be deemed 
to comply with this section provided joints are sealed and 
materials are installed as air barriers in accordance with the 
manufacturer's instructions. 

1. Plywood with a thickness of not less than 3/8 inch (10 
mm). 

2. Oriented strand board having a thickness of not less 
than 3/8 inch (10 mm). 

3. Extruded polystyrene insulation board having a thick- 
ness of not less than 1/2 inch (12 mm). 

4. Foil-back polyisocyanurate insulation board having a 
thickness of not less than 1/2 inch (12 mm). 

5. Closed cell spray foam a minimum density of 1.5 pef 
(2.4 kg/m?) having a thickness of not less than 1 1/2 inches 
(36 mm). 

6. Open cell spray foam with a density between 0.4 and 
1.5 pef (0.6 and 2.4 kg/m’) and having a thickness of not less 
than 4.5 inches (113 mm). 

7. Exterior or interior gypsum board having a thickness 
of not less than 1/2 inch (12 mm). 

8. Cement board having a thickness of not less than 1/2 
inch (12 mm). 

9. Built up roofing membrane. 

10. Modified bituminous roof membrane. 

11. Fully adhered single-ply roof membrane. 

12. A Portland cement/sand parge, or gypsum plaster 
having a thickness of not less than 5/8 inch (16 mm). 

13. Cast-in-place and precast concrete. 

14. Fully grouted concrete block masonry. 

15. Sheet steel or aluminum. 


C402.4.1.2.2 Assemblies. Assemblies of materials and com- 
ponents with an average air leakage not to exceed 0.04 cfm/ 
ft? (0.2 L/s e m?) under a pressure differential of 0.3 inches of 
water gauge (w.g.)(75 Pa) when tested in accordance with 
ASTM E 2357, ASTM E 1677 or ASTM E 283 shall comply 
with this section. Assemblies listed in Items 1 and 2 shall be 
deemed to comply provided joints are sealed and require- 
ments of Section C402.4.1.1 are met. 

1. Concrete masonry walls coated with one application 
either of block filler and two applications of a paint or sealer 
coating; 

2. A Portland cement/sand parge, stucco or plaster mini- 
mum 1/2 inch (12 mm) in thickness. 


C402.4.1.2.3 Building test. The completed building shall be 
tested and the air leakage rate of the building envelope shall 
not exceed 0.40 cfm/ft? at a pressure differential of 0.3 inches 
water gauge (2.0 L/s e m? at 75 Pa) in accordance with ASTM 
E779 or an equivalent method approved by the code official. 
A report that includes the tested surface area, floor area, air 
by volume, stories above grade, and leakage rates shall be 
submitted to the building owner and the Code Official. If the 
tested rate exceeds that defined here, a visual inspection of 
the air barrier shall be conducted and any leaks noted shall be 
sealed to the extent practicable. An additional report identi- 
fying the corrective actions taken to seal air leaks shall be 
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submitted to the building owner and the Code Official and 
any further requirement to meet the leakage air rate will be 
waived. 


NEW SECTION 


WAC 51-11C-40242 Section C402.4.2—Air barrier 
penetrations. 


C402.4.2 Air barrier penetrations. Penetrations of the air 
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NEW SECTION 


WAC 51-11C-40243 Section C402.4.3—Air leakage 
of fenestration. 


C402.4.3 Air leakage of fenestration. The air leakage of 
fenestration assemblies shall meet the provisions of Table 
C402.4.3. Testing shall be in accordance with the applicable 
reference test standard in Table C402.4.3 by an accredited, 
independent testing laboratory and labeled by the manufac- 
turer. 


barrier and paths of air leakage shall be caulked, gasketed or EXCEPTIONS: 1. Eu an Sees erring that are 
otherwise sealed in a manner compatible with the construc- Sealed Mince ae eee 

: 7 : k h 2. Fenestration in buildings that comply with Section 
tion materials and location. Joints and seals shall be sealed in C402.4.1.2.3 are not required to meet the air leakage 
the same manner or taped or covered with a moisture vapor- requirements in Table C402.4.3. 
permeable wrapping material. Sealing materials shall be 3. Custom exterior windows and doors manufactured 

iate toth istriction maternal bein aled. Th by a small business provided they meet the applicable 
appropria ELO ME CONSILUCTO É £ 7 e § sealed. sig z provisions of Chapter 24 of the International Building 
joints and seals shall be securely installed in or on the joint Code. Once visual inspection has confirmed the pres- 
for its entire length so as not to dislodge, loosen or otherwise ence of a gasket, operable windows and doors manu- 
impair its ability to resist positive and negative pressure from a — business ae i pes to be 
r ʻ > i. sealed oft al e trame prior to the test. 
wind, stack effect and mechanical ventilation. p 
Table C402.4.3 


Maximum Air Infiltration Rate 
for Fenestration Assemblies 


FENESTRATION ASSEMBLY MAXIMUM RATE (CFM/FT?) TEST PROCEDURE 
Windows 0.208 AAMA/ 
Sliding doors 0.208 WDMA/ 
Swinging doors 0.208 CSAIOI/LS.2 
/A440 
Skylights - With condensation weepage openings 0.30 or 
NFRC 400 
Skylights - All other 0.20° 
Curtain walls 0.06 NFRC 400 or 
Storefront glazing 0.06 ASTM E 283 at 
Commercial glazed swinging entrance doors 1.00 1.57 psf 
(75 Pa) 
Revolving doors 1.00 
Garage doors 0.40 ANSI/DASMA 105, 
NFRC 400, or 
ASTM E 283 at 
Rolling doors 1.00 1.57 psf (75 Pa) 


For SI:1 cubic foot per minute = 0.47 L/s, 1 square foot = 0.093 m?. 


è The maximum rate for windows, sliding and swinging doors, and skylights is permitted to be 0.3 cfm per square foot of fenestration or door area 
when tested in accordance with AAMA/WDMA/CSA101/LS.2/A440 at 6.24 psf (300 Pa). 


NEW SECTION 


WAC 51-11C-40244 Section C402.4.4—Doors and 
access openings. 


C402.4.4 Doors and access openings to shafts, chutes, 
stairways, and elevator lobbies. Doors and access openings 
from conditioned space to shafts, chutes, stairways and eleva- 
tor lobbies shall either meet the requirements of Section 
C402.4.3 or shall be gasketed, weatherstripped or sealed. 


EXCEPTION: Door openings required to comply with Section 715 or 


715.4 of the International Building Code; or doors and 
door openings required by the International Building 
Code to comply with UL 1784 shall not be required to 
comply with Section C402.4.4. 


NEW SECTION 


WAC 51-11C-40245 Section C402.4.5—Air intakes, 
exhaust openings, stairways and shafts. 
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C402.4.5 Air intakes, exhaust openings, stairways and 
shafts. Stairway enclosures and elevator shaft vents and 
other outdoor air intakes and exhaust openings integral to the 
building envelope shall be provided with dampers in accor- 
dance with Sections C402.4.5.1 and C402.4.5.2. 


C402.4.5.1 Stairway and shaft vents. Stairway and shaft 
vents shall be provided with Class I motorized dampers with 
a maximum leakage rate of 4 cfm/ft? (20.3 L/s * m?) at 1.0 
inch water gauge (w.g.) (249 Pa) when tested in accordance 
with AMCA 500D. 

Stairway and shaft vent dampers shall be installed with 
controls so that they are capable of automatically opening 
upon: 

1. The activation of any fire alarm initiating device of the 
building's fire alarm system; or 

2. The interruption of power to the damper. 


C402.4.5.2 Outdoor air intakes and exhausts. Outdoor air 
supply, exhaust openings and relief outlets shall be provided 
with Class IA motorized dampers which close automatically 
when the system is off. Return air dampers shall be equipped 
with motorized dampers. Dampers shall have a maximum 
leakage rate of 4 cfm/ft? (20.3 L/s * m?) at 1.0 inch water 
gauge (w.g.) (249 Pa) when tested in accordance with AMCA 
500D. 


EXCEPTIONS: 1. Gravity (nonmotorized) dampers having a maxi- 


mum leakage rate of 20 cfm/ft? (101.6 L/s + m?) at 1.0 
inch water gauge (w.g.) (249 Pa) when tested in accor- 
dance with AMCA 500D are permitted to be used for 
relief openings in buildings less than three stories in 
height above grade if equipment has less than 5,000 
cfm total supply flow. 

2. Gravity (nonmotorized) dampers for ventilation air 
intakes shall be protected from direct exposure to 
wind. 

3. Gravity dampers smaller than 24 inches (610 mm) 
in either dimension shall be permitted to have a leak- 


age of 40 cfm/ft? (203.2 L/s + m?) at 1.0 inch water 
gauge (w.g.) (249 Pa) when tested in accordance with 
AMCA 500D. 

4. Gravity (nonmotorized) dampers in Group R occu- 
pancies where the design outdoor air intake or exhaust 
capacity does not exceed 400 cfm (189 L/s). 


NEW SECTION 


WAC 51-11C-40246 Section C402.4.6—Loading 
dock weatherseals. 


C402.4.6 Loading dock weatherseals. Cargo doors and 
loading dock doors shall be equipped with weatherseals to 
restrict infiltration when vehicles are parked in the doorway. 


NEW SECTION 
WAC 51-11C-40247 Section C402.4.7—Vestibules. 


C402.4.7 Vestibules. All building entrances shall be pro- 
tected with an enclosed vestibule, with all doors opening into 
and out of the vestibule equipped with self-closing devices. 
Vestibules shall be designed so that in passing through the 
vestibule it is not necessary for the interior and exterior doors 
to open at the same time. The installation of one or more 
revolving doors in the building entrance shall not eliminate 
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the requirement that a vestibule be provided on any doors 
adjacent to revolving doors. 

Interior and exterior doors shall have a minimum dis- 
tance between them of not less than 7 feet. The exterior enve- 
lope of conditioned vestibules shall comply with the require- 
ments for a conditioned space. Either the interior or exterior 
envelope of unconditioned vestibules shall comply with the 
requirements for a conditioned space. The building lobby is 
not considered a vestibule. 


EXCEPTIONS: 1. Buildings in Climate Zones 1 and 2. 


2. Doors not intended to be used by the public, such as 
doors to mechanical or electrical equipment rooms, or 
intended solely for employee use. 

3. Doors opening directly from a sleeping unit or 
dwelling unit. 

4. Doors that open directly from a space less than 
3,000 square feet (298 m°) in area and are separate 
from the building entrance. 

5. Revolving doors. 

6. Doors used primarily to facilitate vehicular move- 
ment or material handling and adjacent personnel 
doors. 

7. Building entrances in buildings that are less than 
four stories above grade and less than 10,000 ft? in 
area. 

8. Elevator doors in parking garages provided that the 
elevators have an enclosed lobby at each level of the 
garage. 


NEW SECTION 


WAC 51-11C-40248 Section C402.4.8—Recessed 
lighting. 


C402.4.8 Recessed lighting. Recessed luminaires installed 
in the building thermal envelope shall be sealed to limit air 
leakage between conditioned and unconditioned spaces. All 
recessed luminaires shall be IC-rated and labeled as having 
an air leakage rate of not more than 2.0 cfm (0.944 L/s) when 
tested in accordance with ASTM E 283 at a 1.57 psf (75 Pa) 
pressure differential. All recessed luminaires shall be sealed 
with a gasket or caulk between the housing and interior wall 
or ceiling covering. 


NEW SECTION 


WAC 51-11C-40250 Section C402.5—Walk-in cool- 
ers and walk-in freezers. 


C402.5 Walk-in coolers and walk-in freezers. Walk-in 
coolers and walk-in freezers shall comply with all of the fol- 
lowing: 

1. Shall be equipped with automatic door closers that 
firmly close walk-in doors that have been closed to within 1 
inch of full closure. 


EXCEPTION: Doors wider than 3 feet 9 inches or taller than 7 feet. 


2. Doorways shall have strip doors (curtains), spring- 
hinged doors, or other method of minimizing infiltration 
when doors are open. 

3. Walk-in coolers shall contain wall, ceiling, and door 
insulation of at least R-25 and walk-in freezers at least R-32. 


EXCEPTION: Glazed portions of doors or structural members. 
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4. Walk-in freezers shall contain floor insulation of at 
least R-28. 

5. Transparent reach-in doors for walk-in freezers and 
windows in walk-in freezer doors shall be of triple-pane 
glass, either filled with inert gas or with heat-reflective 
treated glass. 

6. Transparent reach-in doors for walk-in coolers and 
windows in walk-in cooler doors shall be double-pane glass 
with heat-reflective treated glass and gas filled; or triple-pane 
glass, either filled with inert gas or with heat-reflective 
treated glass. 


NEW SECTION 


WAC 51-11C-40260 Section C402.6—Refrigerated 
warehouse coolers and freezers. 


C402.6 Refrigerated warehouse coolers and refrigerated 
warehouse freezers. Refrigerated warehouse coolers and 
refrigerated warehouse freezers shall comply with all of the 
following: 

1. Shall be equipped with automatic door closers that 
firmly close walk-in doors that have been closed to within 1 
inch of full closure. 


EXCEPTION: Doors wider than 3 feet 9 inches or taller than 7 feet. 


2. Doorways shall have strip doors (curtains), spring- 
hinged doors, or other method of minimizing infiltration 
when doors are open. 

3. Refrigerated warehouse coolers shall contain wall, 
ceiling, and door insulation of at least R-25 and refrigerated 
warehouse freezers at least R-32. 


EXCEPTION: Glazed portions of doors or structural members. 


4. Refrigerated warehouse freezers shall contain floor 
insulation of at least R-28. 

5. Transparent reach-in doors for refrigerated ware- 
house freezers and windows in refrigerated warehouse 
freezer doors shall be of triple-pane glass, either filled with 
inert gas or with heat-reflective treated glass. 

6. Transparent reach-in doors for refrigerated ware- 
house coolers and windows in refrigerated warehouse cooler 
doors shall be double-pane glass with heat-reflective treated 
glass and gas filled; or triple-pane glass, either filled with 
inert gas or with heat-reflective treated glass. 


NEW SECTION 


WAC 51-11C-40300 Section C403—Mechanical sys- 
tems. 


NEW SECTION 
WAC 51-11C-40310 Section C403.1—General. 


C403.1 General. Mechanical systems and equipment serv- 
ing heating, cooling, ventilating, and other needs shall com- 
ply with Section C403.2 (referred to as the mandatory provi- 
sions) and either: 

1. Section C403.3 (Simple systems); or 

2. Section C403.4 (Complex systems). 
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EXCEPTION: Energy using equipment used by a manufacturing, 


industrial or commercial process other than for condi- 
tioning spaces or maintaining comfort and amenities 
for the occupants and not otherwise regulated by 
C403.2.3, Tables C403.2.1 (1) through (9) inclusive, 
C403.2.4.5, C403.2.5.4, C403.2.8, C403.2.13, 
C403.4.6, C403.5, C403.6, C404.2, or Table C404.2. 
Data center HVAC equipment is not covered by this 
exception. 


Walk-in coolers and walk-in freezers shall comply with 
Section C403.5. Refrigerated warehouse coolers and refrig- 
erated warehouse freezers shall comply with Section C403.6. 


NEW SECTION 


WAC 51-11C-40320 Section C403.2—Provisions 
applicable to all mechanical systems. 


C403.2 Provisions applicable to all mechanical systems 
(Mandatory). Mechanical systems and equipment serving 
the building heating, cooling or ventilating needs shall com- 
ply with Sections C403.2.1 through C403.2.11. 


NEW SECTION 


WAC 51-11C-40321 Section C403.2.1—Calculation 
of heating and cooling loads. 


C403.2.1 Calculation of heating and cooling loads. Design 
loads shall be determined in accordance with the procedures 
described in ANSI/ASHRAE/ACCA Standard 183. The 
design loads shall account for the building envelope, lighting, 
ventilation and occupancy loads based on the project design. 
Heating and cooling loads shall be adjusted to account for 
load reductions that are achieved where energy recovery sys- 
tems are utilized in the HVAC system in accordance with the 
ASHRAE HVAC Systems and Equipment Handbook. Alter- 
natively, design loads shall be determined by an approved 
equivalent computation procedure, using the design parame- 
ters specified in Chapter 3. 


NEW SECTION 


WAC 51-11C-40322 Section C403.2.2—Equipment 
and systems sizing. 


C403.2.2 Equipment and system sizing. The output capac- 
ity of heating and cooling equipment and systems shall not 
exceed the loads calculated in accordance with Section 
C403.2.1. A single piece of equipment providing both heat- 
ing and cooling shall satisfy this provision for one function 
with the capacity for the other function as small as possible, 


within available equipment options. 
EXCEPTIONS: 1. Required standby equipment and systems provided 
with controls and devices that allow such systems or 
equipment to operate automatically only when the pri- 
mary equipment is not operating. 

2. Multiple units of the same equipment type with 
combined capacities exceeding the design load and 
provided with controls that have the capability to 
sequence the operation of each unit based on load. 
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NEW SECTION 


WAC 51-11C-40323 Section C403.2.3—HVAC 
equipment performance requirements. 


C403.2.3 HVAC equipment performance requirements. 
Equipment shall meet the minimum efficiency requirements 
of Tables C403.2.3(1), C403.2.3(2), C403.2.3(3), 
C403.2.3(4), C403.2.3(5), C403.2.3(6), C403.2.3(7) and 
C403.2.3(8) when tested and rated in accordance with the 
applicable test procedure. Plate-type liquid-to-liquid heat 
exchangers shall meet the minimum requirements of Table 
C403.2.3(9). The efficiency shall be verified through certifi- 
cation and listed under an approved certification program or, 
if no certification program exists, the equipment efficiency 
ratings shall be supported by data furnished by the manufac- 
turer. Where multiple rating conditions or performance 
requirements are provided, the equipment shall satisfy all 
stated requirements. Where components, such as indoor or 
outdoor coils, from different manufacturers are used, calcula- 
tions and supporting data shall be furnished by the designer 
that demonstrates that the combined efficiency of the speci- 
fied components meets the requirements herein. 

Gas-fired and oil-fired forced air furnaces with input rat- 
ings = 225,000 Btu/h (65 kW) and all unit heaters shall also 
have an intermittent ignition or interrupted device (IID), and 


Adjusted minimum full-load COP ratings 
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have either mechanical draft (including power venting) or a 
flue damper. A vent damper is an acceptable alternative to a 
flue damper for furnaces where combustion air is drawn from 
the conditioned space. All furnaces with input ratings = 
225,000 Btu/h (65 kW), including electric furnaces, that are 
not located within the conditioned space shall have jacket 
losses not exceeding 0.75 percent of the input rating. 


Chilled water plants and buildings with more than 500 
tons total capacity shall not have more than 100 tons provided 
by air-cooled chillers. 


EXCEPTIONS: 1. Where the designer demonstrates that the water 


quality at the building site fails to meet manufacturer's 
specifications for the use of water-cooled equipment. 


2. Air-cooled chillers with minimum efficiencies at 
least 10 percent higher than those listed in Table 
C403.2.3(7). 


3. Replacement of existing equipment. 


C403.2.3.1 Water-cooled centrifugal chilling packages. 
Equipment not designed for operation at AHRI Standard 
550/590 test conditions of 44°F (7°C) leaving chilled-water 
temperature and 85°F (29°C) entering condenser water tem- 
perature with 3 gpm/ton (0.054 I/s e kW) condenser water 
flow shall have maximum full-load kW/ton and NPLV ratings 
adjusted using Equations C4-3 and C4-4. 


(Full-load COP from Table 6.8.1C of AHRI Standard 550/590) x Kai 


(Equation C4-3) 


Adjusted minimum NPLYV rating = 


(IPLV from Table 6.8.1C of AHRI Standard 550/590) x Kadj 


(Equation C4-4) 


Kaaij = AxB 


0.0000015318 x (LIFT)* - 0.000202076 x (LIFT)? + 0.0101800 x (LIFT) - 


0.264958 x LIFT + 3.930196 


LIFT = 
L a ond = 
L g = 


SI units shall be used in the K,,; equation. 


Cond E 
Lyg ond _ Ly vap 


The adjusted full-load and NPLV values shall only be 
applicable for centrifugal chillers meeting all of the following 
full-load design ranges: 

1. The leaving evaporator fluid temperature is not less 
than 36°F (2.2°C). 

2. The leaving condenser fluid temperature is not greater 
than 115°F (46.1°C). 

3. LIFT is not less than 20°F (11.1°C) and not greater 
than 80°F (44.4°C). 


EXCEPTION: Centrifugal chillers designed to operate outside of 


these ranges need not comply with this code. 


C403.2.3.2 Positive displacement (air- and water-cooled) 
chilling packages. Equipment with a leaving fluid tempera- 
ture higher than 32°F (0°C), shall meet the requirements of 
Table C403.2.3(7) when tested or certified with water at stan- 
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0.0027 x L, =? (°C) + 0.982 


Full-load condenser leaving water temperature (°C) 
Full-load leaving evaporator temperature (°C) 


dard rating conditions, in accordance with the referenced test 
procedure. 


C403.2.3.3 Packaged electric heating and cooling equip- 
ment. Packaged electric equipment providing both heating 
and cooling with a total cooling capacity greater than 20,000 
Btu/h shall be a heat pump. 


EXCEPTION: Unstaffed equipment shelters or cabinets used solely 


for personal wireless service facilities. 


C403.2.3.4 Humidification. If an air economizer is required 
on a cooling system for which humidification equipment is to 
be provided to maintain minimum indoor humidity levels, 
then the humidifier shall be of the adiabatic type (direct evap- 
orative media or fog atomization type). 
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1. Health care facilities where WAC 246-320-525 


allows only steam injection humidifiers in duct work 
downstream of final filters. 


2. Systems with water economizer. 


3. 100% outside air systems with no provisions for air 
recirculation to the central supply fan. 
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4. Nonadiabatic humidifiers cumulatively serving no 
more than 10% ofa building's air economizer capacity 
as measured in cfm. This refers to the system cfm 
serving rooms with stand alone or duct mounted 


humidifiers. 


WAC 51-11C-403231 Table C403.2.3(1)—Minimum efficiency requirements—Electrically operated unitary air 
conditioners and condensing units. 


Table C403.2.3(I)A 
Minimum Efficiency Requirements—Electrically Operated Unitary Air Conditioners and Condensing Units 


Minimum Efficiency 
Subcategory or 
Equipment Type Size Category Heating Section Type | Rating Condition [Before 6/1/2011)As of 6/1/2011} Test Procedure? 
Air conditioners, air cooled < 65,000 Btu/h> All Split System 13.0 SEER 13.0 SEER 
Single Package 13.0 SEER 13.0 SEER 
Through-the-wall (air cooled) < 30,000 Btu/h> All Split System 12.0 SEER 12.0 SEER AHRI 210/240 
Single Package 12.0 SEER 12.0 SEER 
> 65,000 Btu/h and Electric Resistance (or |Split System and Sin- 11.2 EER 11.2 EER 
< 135,000 Btu/h None) gle Package 11.4 IEER 11.4 IEER 
All other Split System and Sin-| 11.0 EER 11.0 EER 
gle Package 11.2 IEER 11.2 IEER 
Air conditioners, air cooled > 135,000 Btu/h and Electric Resistance (or |Split System and Sin- 11.0 EER 11.0 EER AHRI 340/360 
< 240,000 Btu/h None) gle Package 11.2 IEER 11.2 IEER 
All other Split System and Sin-| 10.8 EER 10.8 EER 
gle Package 11.0 IEER 11.0 IEER 
> 240,000 Btu/h and Electric Resistance (or |Split System and Sin- 10.0 EER 10.0 EER 
< 760,000 Btu/h None) gle Package 10.1 IEER 10.1 IEER 
All other Split System and Sin- 9.8 EER 9.8 EER 
gle Package 9.9 IEER 9.9 TEER 
>760,000 Btu/h Electric Resistance (or |Split System and Sin- 9.7 EER 9.7 EER 
None) gle Package 9.8 IEER 9.8 IEER 
All other Split System and Sin- 9.5 EER 9.5 EER 
gle Package 9.6 IEER 9.6 IEER 
< 65,000 Btu/h? All Split System and Sin-| 12.1 EER 12.1 EER AHRI 210/240 
gle Package 12.3 IEER 12.3 IEER 
> 65,000 Btu/h and Electric Resistance (or |Split System and Sin- 11.5 EER 12.1 EER 
< 135,000 Btu/h None) gle Package 11.7 IEER 12.3 IEER 
All other Split System and Sin-| 11.3 EER 11.9 EER 
gle Package 11.5 IEER 12.1 IEER 
Air conditioners, water cooled| > 135,000 Btu/h and | Electric Resistance (or |Split System and Sin-| 11.0 EER 12.5 EER AHRI 340/360 
< 240,000 Btu/h None) gle Package 11.2 IEER 12.7 IEER 
All other Split System and Sin-| 10.8 EER 12.3 EER 
gle Package 11.0 IEER 12.5 IEER 
> 240,000 Btu/h and Electric Resistance (or |Split System and Sin- 11.0 EER 12.4 EER 
< 760,000 Btu/h None) gle Package 11.1 IEER 12.6 IEER 
All other Split System and Sin-| 10.8 EER 12.2 EER 
gle Package 10.9 IEER 12.4 IEER 
> 760,000 Btu/h Electric Resistance (or |Split System and Sin- 11.0 EER 12.2 EER 
None) gle Package 11.1 IEER 12.4 IEER 
All other Split System and Sin- 10.8 EER 12.0 EER 
gle Package 10.9 IEER 12.2 IEER 
< 65,000 Btu/h> All Split System and Sin-} 12.1 EER 12.1 EER AHRI 210/240 
gle Package 12.3 IEER 12.3 IEER 
> 65,000 Btu/h and Electric Resistance (or |Split System and Sin- 11.5 EER 12.1 EER 
< 135,000 Btu/h None) gle Package 11.7 IEER 12.3 IEER 
All other Split System and Sin-| 11.3 EER 11.9 EER 
gle Package 11.5 IEER 12.1 IEER 
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Minimum Efficiency 
Subcategory or 
Equipment Type Size Category Heating Section Type | Rating Condition [Before 6/1/2011)As of 6/1/2011| Test Procedure? 
Air conditioners, evaporatively] > 135,000 Btu/h and | Electric Resistance (or |Split System and Sin-| 11.0 EER 12.0 EER AHRI 340/360 
cooled < 240,000 Btu/h None) gle Package 11.2 IEER 12.2 IEER 
All other Split System and Sin-| 10.8 EER 11.8 EER 
gle Package 11.0 IEER 12.0 IEER 
> 240,000 Btu/h and Electric Resistance (or |Split System and Sin- 11.0 EER 11.9 EER 
< 760,000 Btu/h None) gle Package 11.1 IEER 12.1 IEER 
All other Split System and Sin-| 10.8 EER 12.2 EER 
gle Package 10.9 IEER 11.9 IEER 
> 760,000 Btu/h Electric Resistance (or |Split System and Sin- 11.0 EER 11.7 EER 
None) gle Package 11.1 EER 11.9 EER 
All other Split System and Sin-| 10.8 EER 11.5 EER 
gle Package 10.9 EER 11.7 EER 
Condensing units, air cooled > 135,000 Btu/h 10.1 EER 10.5 EER 
11.4 IEER 11.8 IEER 
Condensing units, water > 135,000 Btu/h 13.1 EER 13.5 EER AHRI 365 
cooled 13.6 IEER 14.0 IEER 
Condensing units, evapora- > 135,000 Btu/h 13.1 EER 13.5 EER 
tively cooled 13.6 IEER 14.0 IEER 


For SI: 1 British thermal unit per hour = 0.2931 W. 
*Chapter 6 of the referenced standard contains a complete specification of the referenced test procedure, including the reference year version of the 


test procedure. 


bSingle-phase, air-cooled air conditioners less than 65,000 Btu/h are regulated by NAECA. SEER values are those set by NAECA. 


Table C403.2.3(1)B 
Minimum Efficiency Requirements—Air Conditioners and Condensing Units Serving Computer Rooms 


Minimum Scop-127° 
Net Sensible Cooling Efficiency Downflow 
Equipment Type Capacity? Units/upflow Units Test Procedure 
Air conditioners, air cooled < 65,000 Btu/h (< 19 kW) 2.20/2.09 ANSI/ASHRAE 127 
2 65,000 Btu/h and 2.10/1.99 
< 240,000 Btu/h (= 19 kW 
and < 70 kW) 
> 240,000 Btu/h (= 70 kW) 1.90/1.79 
Air conditioners, water < 65,000 Btu/h (< 19 kW) 2.60/2.49 ANSI/ASHRAE 127 
cooled > 65,000 Btu/h and 2.50/2.39 
< 240,000 Btu/h (= 19 kW 
and < 70 kW) 
> 240,000 Btu/h (= 70 kW) 2.40/2.29 
Air conditioners, water < 65,000 Btu/h (< 19 kW) 2.55/2.44 ANSI/ASHRAE 127 
cooled with fluid economizer > 65,000 Btu/h and 2.45/2.34 
< 240,000 Btu/h (= 19 kW 
and < 70 kW) 
> 240,000 Btu/h (= 70 kW) 2.35/2.24 
Air conditioners, glycol < 65,000 Btu/h (< 19 kW) 2.50/2.39 ANSI/ASHRAE 127 
cooled (rated at 40% propyl- > 65,000 Btu/h and 2.15/2.04 
ene glycol) < 240,000 Btu/h (> 19 kW 
and < 70 kW) 
> 240,000 Btu/h (= 70 kW) 2.10/1.99 
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Minimum Scop-127° 
Net Sensible Cooling Efficiency Downflow 
Equipment Type Capacity? Units/upflow Units Test Procedure 
Air conditioners, glycol < 65,000 Btu/h (< 19 kW) 2.45/2.34 ANSI/ASHRAE 127 
cooled (rated at 40% propyl- > 65,000 Btu/h and 2.10/1.99 
ene glycol) with fluid econo- | <4 40,000 Btu/h (> 19 kW 
ee and < 70 kW) 

> 240,000 Btu/h (= 70 kW) 2.05/1.94 


*Net sensible cooling capacity: The total gross cooling capacity less the latent cooling less the energy to the air movement system (Total Gross - 


Latent - Fan Power). 


> Sensible coefficient of performance (SCOP-127): A ratio calculated by dividing the net sensible cooling capacity in watts by the total power input 
in watts (excluding reheaters and humidifiers) at conditions defined in ASHRAE Standard 127. The net sensible cooling capacity is the gross sensible 


capacity minus the energy dissipated into the cooled space by the fan system. 


Table C403.2.3(1)C 
Minimum Efficiency Requirements—Electrically Operated Variable Refrigerant Flow Air Conditioners 
Heating Section Subcategory or Minimum Test 
Equipment Type Size Category Type Rating Condition Efficiency Procedure 
VRF Air Condition- | < 65,000 Btu/h All VRF Multi-Split Sys- 13.0 SEER AHRI 1230 
ers, tem 
Air Cooled > 65,000 Btu/h Electric Resis- | VRF Multi-Split Sys- 11.2 EER 
and < 135,000 tance (or none) tem 13.1 IEER 
Btu/h 
> 135,000 Btu/h Electric Resis- VRF Multi-Split Sys- 11.0 EER 
and < 240,000 tance (or none) tem 12.9 IEER 
Btu/h 
> 240,000 Btu/h Electric Resis- VRF Multi-split Sys- 10.0 EER 
tance (or none) tem 11.6 IEER 


Table C403.2.3(1)D 
Minimum Efficiency Requirements—Electrically Operated Variable Refrigerant Flow Air-to-Air and Applied Heat 


Pumps 
Heating Subcategory or Minimum 
Equipment Type Size Category Section Type | Rating Condition Efficiency Test Procedure 
VRF Air Cooled < 65,000 Btu/h All VRF Multi-Split 13.0 SEER AHRI 1230 
(cooling mode) System 
> 65,000 Btu/h and Electric VRF Multi-Split 11.0 EER 
< 135,000 Btu/h Resistance System 12.9 IEER 
(or none) 
> 65,000 Btu/h and Electric VRF Multi-Split 10.8 EER 
< 135,000 Btu/h Resistance System with Heat 12.7 IEER 
(or none) Recovery 
> 135,000 Btu/h and Electric VRF Multi-Split 10.6 EER 
< 240,000 Btu/h Resistance System 12.3 IEER 
(or none) 
> 135,000 Btu/h and Electric VRF Multi-Split 10.4 EER 
< 240,000 Btu/h Resistance System with Heat 12.1 IEER 
(or none) Recovery 
> 240,000 Btu/h Electric VRF Multi-Split 9.5 EER 
Resistance System 11.0 IEER 
(or none) 
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Equipment Type 


Size Category 


Heating 
Section Type 


Subcategory or 
Rating Condition 


Minimum 
Efficiency 


Test Procedure 


2 240,000 Btu/h 


Electric 
Resistance 
(or none) 


VRF Multi-Split 
System with Heat 
Recovery 


9.3 EER 
10.8 IEER 


VRF Water Source 
(cooling mode) 


< 65,000 Btu/h 


All 


VRF Multi-Split 
System 
86°F entering water 


12.0 EER 


< 65,000 Btu/h 


All 


VRF Multi-Split 
System with Heat 
Recovery 
86°F entering water 


11.8 EER 


2 65,000 Btu/h and 
< 135,000 Btu/h 


All 


VRF Multi-Split 
System 
86°F entering water 


12.0 EER 


2 65,000 Btu/h and 
< 135,000 Btu/h 


All 


VRF Multi-Split 
System with Heat 
Recovery 
86°F entering water 


11.8 EER 


2 135,000 Btu/h 


All 


VRF Multi-Split 
System 
86°F entering water 


10.0 EER 


2 135,000 Btu/h 


All 


VRF Multi-Split 
System with Heat 
Recovery 
86°F entering water 


9.8 EER 


AHRI 1230 


VRF Groundwater 
Source (cooling 
mode) 


< 135,000 Btu/h 


All 


VRF Multi-Split 
System 
59°F entering water 


16.2 EER 


< 135,000 Btu/h 


All 


VRF Multi-Split 
System with Heat 
Recovery 
59°F entering water 


16.0 EER 


2 135,000 Btu/h 


All 


VRF Multi-Split 
System 
59°F entering water 


13.8 EER 


2 135,000 Btu/h 


All 


VRF Multi-Split 
System with Heat 
Recovery 
59°F entering water 


13.6 EER 


AHRI 1230 


VRF Ground 
Source (cooling 
mode) 


< 135,000 Btu/h 


All 


VRF Multi-Split 
System 
77°F entering water 


13.4 EER 


< 135,000 Btu/h 


All 


VRF Multi-Split 
System with Heat 
Recovery 
77°F entering water 


13.2 EER 


AHRI 1230 


2 135,000 Btu/h 


All 


VRF Multi-Split 
System 
77°F entering water 


11.0 EER 
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Heating Subcategory or Minimum 
Equipment Type Size Category Section Type | Rating Condition Efficiency Test Procedure 
2 135,000 Btu/h All VRF Multi-Split 10.8 EER 
System with Heat 
Recovery 
77°F entering water 
VRF Air Cooled < 65,000 Btu/h — VRF Multi-Split 7.7 HSPF AHRI 1230 
(heating mode) (cooling capacity) System 
> 65,000 Btu/h and — VRF Multi-Split 3.3 COP 
< 135,000 Btu/h System 2.25 COP 
(cooling capacity) 47°F db/43°F wb 
outdoor air 
17°F db/15°F wb 
outdoor air 
2 135,000 Btu/h = VRF Multi-Split 3.2 COP 
(cooling capacity) System 2.05 COP 
47°F db/43°F wb 
outdoor air 
17°F db/15°F wb 
outdoor air 
VRF Water Source < 135,000 Btu/h — VRF Multi-Split 4.2 COP AHRI 1230 
(heating mode) (cooling capacity) System 
68°F entering water 
2 135,000 Btu/h = VRF Multi-Split 3.9 COP 
(cooling capacity) System 
68°F entering water 
VRF Groundwater < 135,000 Btu/h — VRF Multi-Split 3.6 COP AHRI 1230 
Source (cooling capacity) System 
(heating mode) 50°F entering water 
2 135,000 Btu/h = VRF Multi-Split 3.3 COP 
(cooling capacity) System 
50°F entering water 
VRF Ground < 135,000 Btu/h — VRF Multi-Split 3.1 COP AHRI 1230 
Source (cooling capacity) System 
(heating mode) 32°F entering water 
2 135,000 Btu/h = VRF Multi-Split 2.8 COP 
(cooling capacity) System 
32°F entering water 


NEW SECTION 


WAC 51-11-403232 Table C403.2.3(2)—Minimum efficiency requirements—Electrically operated unitary and 


applied heat pumps. 
Table C403.2.3(2) 
Minimum Efficiency Requirements—Electrically Operated Unitary and Applied Heat Pumps 
Subcategory or Rating Minimum 
Equipment Type Size Category Heating Section Type Condition Efficiency Test Procedure’ 

Air cooled (cooling mode) < 65,000 Btu/h> All Split System 13.0 SEER AHRI 210/240 
Single Packaged 13.0 SEER 
Through-the-wall, air cooled < 30,000 Btu/h> All Split System 12.0 SEER 
(cooling mode) Single Packaged 12.0 SEER 

8 8 

Air cooled (cooling mode) > 65,000 Btu/h and | Electric Resistance (or | Split System and Single 11.0 EER AHRI 340/360 

< 135,000 Btu/h None) Package 11.2 IEER 
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(heating mode) 


(cooling capacity) 


Subcategory or Rating Minimum 
Equipment Type Size Category Heating Section Type Condition Efficiency Test Procedure? 
All Other Split System and Single 10.8 EER 
Package 11.0 IEER 
> 135,000 Btu/hand | Electric Resistance (or | Split System and Single 10.6 EER 
< 240,000 Btu/h None) Package 10.7 IEER 
All Other Split System and Single 10.4 EER 
Package 10.5 IEER 
> 240,000 Btu/h Electric Resistance (or | Split System and Single 9.5 EER 
None) Package 9.6 IEER 
All Other Split System and Single 9.3 EER 
Package 9.4 IEER 
Water source (cooling mode) < 17,000 Btu/h All 86°F entering water 11.2 EER ISO 13256-1 
> 17,000 Btu/h and All 86°F entering water 12.0 EER 
< 65,000 Btu/h 
> 65,000 Btu/h and All 86°F entering water 12.0 EER 
< 135,000 Btu/h 
Ground water source (cooling < 135,000 Btu/h All 59°F entering water 16.2 EER 
mode) 
Ground water source (cooling < 135,000 Btu/h All 77°F entering water 13.4 EER 
mode) 
Water-source water to water < 135,000 Btu/h All 86°F entering water 10.6 EER ISO 13256-2 
(cooling mode) 59°F entering water 16.3 EER 
Ground water source brine to < 135,000 Btu/h All 77°F entering fluid 12.1 EER 
water (cooling mode) 
Air cooled (heating mode) < 65,000 Btu/h? — Split System 7.7 HSPF AHRI 210/240 
— Single Package 7.7 HSPF 
Through-the-wall, (air cooled, < 30,000 Btu/hb — Split System 7.4 HSPF 
heating mode) (cooling capacity) — Single Package 7.4 HSPF 
Small-duct high velocity (air < 65,000 Btu/h? = Split System 6.8 HSPF 
cooled, heating mode) 
Air cooled > 65,000 Btu/h and = 47°F db/43°F wb Out- 3.3 COP AHRI 340/360 
(heating mode) < 135,000 Btu/h door Air 
(cooling capacity) 17°F db/15°F wb Out- 2.25 COP 
door Air 
2 135,000 Btu/h = 47°F db/43°F wb Out- 3.2 COP 
(cooling capacity) door Air 
17°F db/15°F wb Out- 2.05 COP 
door Air 
Water source (heating mode) < 135,000 Btu/h = 68°F entering water 4.2 COP ISO 13256-1 
(cooling capacity) 
Ground water source (heating < 135,000 Btu/h == 50°F entering water 3.6 COP 
mode) (cooling capacity) 
Ground source (heating mode) < 135,000 Btu/h — 32°F entering fluid 3.1 COP 
(cooling capacity) 
Water-source water to water < 135,000 Btu/h — 68°F entering water 3.7 COP ISO 13256-2 
(heating mode) (cooling capacity) 
— 50°F entering water 3.1 COP 
Ground source brine to water < 135,000 Btu/h = 32°F entering fluid 2.5 COP 


For SI: 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 
Chapter 6 of the referenced standard contains a complete specification of the referenced test procedure, including the reference year version of the 


test procedure. 


>Single-phase, air-cooled air conditioners less than 65,000 Btu/h are regulated by NAECA. SEER values are those set by NAECA. 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 


pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 51-11C-403233 Table C403.2.3(3)—Minimum efficiency requirements—Electrically operated PTAC, PTHP, 
SPVAC, SPVHP, room air conditioners. 


Table C403.2.3(3) Minimum Efficiency Requirements—Electrically Operated Packaged Terminal Air Conditioners, 
Packaged Terminal Heat Pumps, Single-Package Vertical Air Conditioners, Single-Package Vertical Heat Pumps, Room 
Air Conditioners and Room Air-Conditioner Heat Pumps 


Minimum Efficiency 
Size Category Subcategory or Rating 
Equipment Type (Input) Condition Before 10/08/2012 As of 10/08/2012 Test Procedure’ 
PTAC (cooling mode) new All Capacities 95°F db outdoor air 12.5 - (0.213 x 13.8 - (0.300 x AHRI 310/380 
construction Cap/1000) EER Cap/1000) EER 
PTAC (cooling mode) All Capacities 95°F db outdoor air 10.9 - (0.213 x 10.9 - (0.213 x 
replacements? Cap/1000) EER Cap/1000) EER 
PTHP (cooling mode) new All Capacities 95°F db outdoor air 12.3 - (0.213 x 14.0 - (0.300 x 
construction Cap/1000) EER Cap/1000) EER 
PTHP (cooling mode) All Capacities 95°F db outdoor air 10.8 - (0.213 x 10.8 - (0.213 x 
replacements? Cap/1000) EER Cap/1000) EER 
PTHP (heating mode) new All Capacities = 3.2 - (0.026 x 3.7 - (0.052 x 
construction Cap/1000) COP Cap/1000) COP 
PTHP (heating mode) All Capacities — 2.9 - (0.026 x 2.9 - (0.026 x 
replacements? Cap/1000) COP Cap/1000) COP 
SPVAC (cooling mode) < 65,000 Btu/h 95°F db/75°F wb out- 9.0 EER 9.0 EER AHRI 390 
door air 
2 65,000 Btu/h and 95°F db/75°F wb out- 8.9 EER 8.9 EER 
< 135,000 Btu/h door air 
2 135,000 Btu/h and 95°F db/75°F wb out- 8.6 EER 8.6 EER 
< 240,000 Btu/h door air 
SPVHP (cooling mode) < 65,000 Btu/h 95°F db/75°F wb out- 9.0 EER 9.0 EER 
door air 
2 65,000 Btu/h and 95°F db/75°F wb out- 8.9 EER 8.9 EER 
< 135,000 Btu/h door air 
2 135,000 Btu/h and 95°F db/75°F wb out- 8.6 EER 8.6 EER 
< 240,000 Btu/h door air 
SPVHP (heating mode) <65,000 Btu/h 47°F db/43°F wb out- 3.0 COP 3.0 COP AHRI 390 
door air 
2 65,000 Btu/h and 47°F db/43°F wb out- 3.0 COP 3.0 COP 
< 135,000 Btu/h door air 
2 135,000 Btu/hand | 47°F db/43°F wb out- 2.9 COP 2.9 COP 
< 240,000 Btu/h door air 
Room air conditioners, with < 6,000 Btu/h — 9.7 SEER 9.7 SEER ANSI/AHA-MRAC-1 
louvered sides > 6,000 Btu/h and = 9.7 EER 9.7 EER 
< 8,000 Btu/h 
2> 8,000 Btu/h and E 9.8 EER 9.8 EER 
< 14,000 Btu/h 
2 14,000 Btu/h and — 9.7 SEER 9.7 SEER 
< 20,000 Btu/h 
= 20,000 Btu/h — 8.5 EER 8.5 EER 
Room air conditioners, with- < 8,000 Btu/h — 9.0 EER 9.0 EER 
out louvered sides > 8,000 Btu/h and — 8.5 EER 8.5 EER 
< 20,000 Btu/h 
> 20,000 Btu/h — 8.5 EER 8.5 EER 
Room air-conditioner heat < 20,000 Btu/h — 9.0 EER 9.0 EER 
pumps with louvered sides > 20,000 Btu/h = 8.5 EER 8.5 EER 
Room air-conditioner heat < 14,000 Btu/h — 8.5 EER 8.5 EER 
pumps without louvered > 14,000 Btu/h = 8.0 EER 8.0 EER 
sides 
Room air conditioner case- All capacities — 8.7 EER 8.7 EER 
ment only 
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Minimum Efficiency 


Size Category Subcategory or Rating 
Equipment Type (Input) Condition Before 10/08/2012 As of 10/08/2012 Test Procedure? 
Room air conditioner case- All capacities = 9.5 EER 9.5 EER 
ment-slider 


For SI: 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 
"Cap" = The rated cooling capacity of the product in Btu/h. If the unit's capacity is less than 7000 Btu/h, use 7000 Btu/h in the calculation. If the 
unit's capacity is greater than 15,000 Btu/h, use 15,000 Btu/h in the calculations. 
Chapter 6 of the referenced standard contains a complete specification of the referenced test procedure, including the referenced year version of the 


test procedure. 


>Replacement unit shall be factory labeled as follows: "MANUFACTURED FOR NONSTANDARD SIZE APPLICATIONS ONLY; NOT TO BE INSTALLED IN 
NEW STANDARD PROJECTS" or "MANUFACTURED FOR REPLACEMENT APPLICATIONS ONLY: NOT TO BE INSTALLED IN NEW CONSTRUCTION PROJECTS." 
Replacement efficiencies apply only to units with existing sleeves less than 16 inches (406 mm) in height and less than 42 inches (1067 mm) in width. 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 
pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-403234 Table C403.2.3(4)—Minimum efficiency requirements—Warm air furnaces and unit heaters. 


Table 403.2.3(4) 


Warm Air Furnaces and Combination Warm Air Furnaces/Air-Conditioning Units, Warm Air Duct Furnaces and Unit 
Heaters, Minimum Efficiency Requirements 


Subcategory or Rating 
Equipment Type Size Category (Input) Condition Minimum Efficiency® ° Test Procedure? 
Warm air furnaces, gas fired < 225,000 Btu/h — 78% AFUE or 80% E; DOE 10 C.F.R. Part 430 or 
ANSI Z21.47 
> 225,000 Btu/h Maximum capacity® 80% Ef ANSI Z21.47 
Warm air furnaces, oil fired < 225,000 Btu/h — 78% AFUE or 80% E; DOE 10 C.F.R. Part 430 or 
UL 727 
> 225,000 Btu/h Maximum capacity? 81% E£ UL 727 
Warm air duct furnaces, gas All capacities Maximum capacity” 80% E. ANSI Z83.8 
fired 
Warm air unit heaters, gas All capacities Maximum capacity? 80% E. ANSI Z83.8 
fired 
Warm air unit heaters, oil All capacities Maximum capacity? 80% E. UL 731 
fired 


For SI: 1 British thermal unit per hour = 0.2931 W. 
Chapter 6 of the referenced standard contains a complete specification of the referenced test procedure, including the referenced year version of the test 


procedure. 


‘Minimum and maximum ratings as provided for and allowed by the unit's controls. 


“Combination units not covered by the National Appliance Energy Conservation Act of 1987 (NAECA) (3-phase power or cooling capacity greater than 
or equal to 65,000 Btu/h [19 kW]) shall comply with either rating. 


d E, a 
eE, = 


Thermal efficiency. See test procedure for detailed discussion. 


Combustion efficiency (100% less flue losses). See test procedure for detailed discussion. 


Combustion efficiency. Units must also include an IID, have jackets not exceeding 0.75 percent of the input rating, and have either 


power venting or a flue damper. A vent damper is an acceptable alternative to a flue damper for those furnaces where combustion 


air is drawn from the conditioned space. 


SE, = 


Thermal efficiency. Units must also include an IID, have jacket losses not exceeding 0.75 percent of the input rating, and have either 


power venting or a flue damper. A vent damper is an acceptable alternative to a flue damper for those furnaces where combustion 


air is drawn from the conditioned space. 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 
pursuant to the requirements of RCW 34.08.040. 
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WAC 51-11C-403235 Table C403.2.3(5)—Minimum efficiency requirements—Gas- and oil-fired boilers. 


Table C403.2.3(5) 
Minimum Efficiency Requirements—Gas- and Oil-Fired Boilers 
Subcategory or Rating 
Equipment Type? Condition Size Category (Input) Minimum Efficiency Test Procedure 
Boilers, hot water Gas-fired < 300,000 Btu/h 80% AFUE 10 C.F.R. Part 430 
> 300,000 Btu/h and 80% E, 10 C.F.R. Part 431 
< 2,500,000 Btu/h? 
> 2,500,000 Btu/hê 82% E, 
Oil-fired® < 300,000 Btu/h 80% AFUE 10 C.F.R. Part 430 
2 300,000 Btu/h and 82% E, 10 C.F.R. Part 431 
< 2,500,000 Btu/h? 
> 2,500,000 Btu/h* 84% E. 
Boilers, steam Gas-fired < 300,000 Btu/h 75% AFUE 10 C.F.R. Part 430 
Gas-fired - All, except natu- > 300,000 Btu/h and 79% E, 10 C.F.R. Part 431 
ral draft < 2,500,000 Btu/h? 
> 2,500,000 Btu/hê 79% E, 
Gas-fired-natural draft > 300,000 Btu/h and 71% E, 
< 2,500,000 Btu/h? 
> 2,500,000 Btu/hê 771% E, 
Oil-fired® < 300,000 Btu/h 80% AFUE 10 C.F.R. Part 430 
2 300,000 Btu/h and 81% E, 10 C.F.R. Part 431 
< 2,500,000 Btu/h? 
> 2,500,000 Btu/hê 81% E, 


For SI: 1 British thermal unit per hour = 0.2931 W. 


E, 


ê 


E, 


Combustion efficiency (100 percent less flue losses). 


Thermal efficiency. See referenced standard document for detailed information. 


aThese requirements apply to boilers with rated input of 8,000,000 Btu/h or less that are not packaged boilers and to all packaged boilers. Minimum 
efficiency requirements for boilers cover all capacities of packaged boilers. 


‘Maximum capacity minimum and maximum ratings as provided for and allowed by the unit's controls. 


“Includes oil-fired (residual). 


NEW SECTION 


WAC 51-11C-403236 Table C403.2.3(6)—Reserved. 


NEW SECTION 


Table C403.2.3(6) 
Reserved 


WAC 51-11C-403237 Table C403.2.3(7)—Minimum efficiency requirements—Water chilling packages. 


Table C403.2.3(7) 
Minimum Efficiency Requirements—Water Chilling Packages’ 
As of 1/1/2010° 
Before 1/1/2010 Path A Path B 
Equipment Type Size Category Units Full Load IPLV Full Load IPLV Full Load} IPLV | Test Procedure® 
Air cooled chillers < 150 tons EER > 9.562 >10.416 > 9.562 > 12.500 NA NA AHRI 550/590 
> 150 tons EER > 9.562 > 12.750 NA NA 
Air cooled without con- All capacities EER > 10.586 > 11.782 |Air cooled chillers without condensers shall be rated 
\denser, electrical operated with matching condensers and comply with the air 
cooled chiller efficiency requirements 
Water cooled, electrically All capacities kW/ton < 0.837 < 0.696 Reciprocating units shall comply with water cooled 
joperated, reciprocating positive displacement efficiency requirements 
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As of 1/1/2010 
Before 1/1/2010 Path A Path B 
Equipment Type Size Category Units Full Load IPLV Full Load IPLV Full Load} IPLV | Test Procedure‘ 
Water cooled, electrically <75 tons kW/ton < 0.790 < 0.676 < 0.780 < 0.630 < 0.800 | < 0.600 
joperated, positive displace- 
ment 
275 tons and kW/ton < 0.775 < 0.615 < 0.790 | < 0.586 
< 150 tons 
2150 tons and | kW/ton <0.717 < 0.627 < 0.680 < 0.580 < 0.718 | < 0.540 
< 300 tons 
2 300 tons kW/ton < 0.639 < 0.571 < 0.620 < 0.540 < 0.639 | < 0.490 
Water cooled, electrically < 150 tons kW/ton < 0.703 < 0.669 < 0.634 < 0.596 < 0.639 | < 0.450 
operated, centrifugal 
>150 tons and | kW/ton < 0.634 < 0.596 
< 300 tons 
> 300 tons and | kW/ton < 0.576 < 0.549 < 0.576 < 0.549 < 0.600 | < 0.400 
< 600 tons 
2600 tons kW/ton < 0.576 < 0.549 < 0.570 < 0.539 < 0.590 | < 0.400 
Air cooled, absorption sin- | All capacities COP > 0.600 NR > 0.600 NR NA NA AHRI 560 
Igle effect 
Water cooled, absorption All capacities COP > 0.700 NR > 0.700 NR NA NA 
single effect 
Absorption double effect, | All capacities COP > 1.000 > 1.050 >1.000 > 1.050 NA NA 
indirect fired 
[Absorption double effect, | All capacities COP > 1.000 > 1.000 = 1.000 > 1.000 NA NA 
direct fired 


For SI: 1 ton = 3517 W, 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 


NA = 
NR = 


Not applicable, not to be used for compliance; 


No requirement. 


è The centrifugal chiller equipment requirements, after adjustment in accordance with Section C403.2.3.1 or Section C403.2.3.2, do not apply to chill- 
ers used in low-temperature applications where the design leaving fluid temperature is less than 36°F. The requirements do not apply to positive dis- 
placement chillers with leaving fluid temperatures less than or equal to 32°F. The requirements do not apply to absorption chillers with design leaving 
fluid temperatures less than 40°F. 
> Compliance with this standard can be obtained by meeting the minimum requirements of Path A or B. However, both the full load and IPLV shall 
be met to fulfill the requirements of Path A or B. 
€ Chapter 6 of the referenced standard contains a complete specification of the referenced test procedure, including the referenced year version of the 
test procedure. 

Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 

pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-11C-403238 Table C403.2.3(8)—Minimum efficiency requirements—Heat rejection equipment. 


Table C403.2.3(8) 
Minimum Efficiency Requirements—Heat Rejection Equipment 


Total System Heat 
Rejection Capacity at Performance 
Equipment Type’ Rated Conditions Subcategory or Rating Condition Required” © 4 Test Procedure”! 
Propeller or axial fan open cir- All 95°F Entering Water > 38.2 gpm/hp CTI ATC-105 and 
cuit cooling towers 85°F Leaving Water CTI STD-201 
75°F Entering wb 
Centrifugal fan open circuit All 95°F Entering Water > 20.0 gpm/hp CTI ATC-105 and 
cooling towers 85°F Leaving Water CTI STD-201 
75°F Entering wb 
Propeller or axial fan closed All 102°F Entering Water > 14.0 gpm/hp CTI ATC-105S and 
circuit cooling towers 90°F Leaving Water CTI STD-201 
75°F Entering wb 
Centrifugal closed circuit All 102°F Entering Water > 7.0 gpm/hp CTI ATC-105S and 
cooling towers 90°F Leaving Water CTI STD-201 
75°F Entering wb 
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Total System Heat 


Rejection Capacity at Performance 
Equipment Type” Rated Conditions Subcategory or Rating Condition Required? © 4 Test Procedure”! 
Air cooled condensers All 125°F Condensing Temperature > 176,000 AHRI 460 
R-22 Test Fluid Btu/h ° hp 


190°F Entering Gas Temperature 


15°F 


95°F Entering db 


Subcooling 


For SI: °C =[(°F) - 32]/1.8, L/s + kW = (gpm/hp)/(11.83), COP = (Btu/h « hp)/(2550.7). 


db dry bulb temperature, °F; 


wet bulb temperature, °F. 


* The efficiencies and test procedures for both open and closed circuit 
cooling towers are not applicable to hybrid cooling towers that con- 
tain a combination of wet and dry heat exchange sections. 

> For purposes of this table, open circuit cooling tower performance is 
defined as the water flow rating of the tower at the thermal rating con- 
dition listed in Table 403.2.3(8) divided by the fan nameplate rated 
motor power. 

€ For purposes of this table, closed circuit cooling tower performance 
is defined as the water flow rating of the tower at the thermal rating 
condition listed in Table 403.2.3(8) divided by the sum of the fan 
nameplate rated motor power and the spray pump nameplate rated 
motor power. 

4For purposes of this table, air cooled condenser performance is 
defined as the heat rejected from the refrigerant divided by the fan 
nameplate rated motor power. 

°Chapter 6 of the referenced standard contains a complete specifica- 
tion of the referenced test procedure, including the referenced year 
version of the test procedure. 

‘If a certification program exists for a covered product, and it includes 
provisions for verification and challenge of equipment efficiency rat- 
ings, then the product shall be listed in the certification program, or, if 
a certification program exists for a covered product, and it includes 
provisions for verification and challenge of equipment efficiency rat- 
ings, but the product is not listed in the existing certification program, 
the ratings shall be verified by an independent laboratory test report. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-403239 Table C403.2.3(9)—Minimum 
efficiency requirements—Heat transfer equipment. 


Table C403.2.3(9) 
Heat Transfer Equipment 
Minimum Test 
Equipment Type Subcategory Efficiency Procedure? 
Liquid-to-liquid Plate type NR AHRI 400 
heat exchangers 


NR = No requirement. 

Chapter 6 of the referenced standard contains a complete specifica- 
tion of the referenced test procedure, including the referenced year 
version of the test procedure. 


NEW SECTION 


WAC 51-11C-40324 Section C403.2.4—HVAC sys- 
tem controls. 


C403.2.4 HVAC system controls. Each heating and cooling 
system shall be provided with thermostatic controls as speci- 
fied in Section C403.2.4.1, C403.2.4.2, C403.2.4.3, 
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C403.2.4.4, C403.4.1, C403.4.2, C403.4.3, C403.4.4, 
C403.4.5, C403.4.6, C403.4.7, C403.4.8, C403.4.9, or 
C403.4.10. 


NEW SECTION 


WAC 51-11C-403241 Section C403.2.4.1—Thermo- 
static controls. 


C403.2.4.1 Thermostatic controls. The supply of heating 
and cooling energy to each zone shall be controlled by indi- 
vidual thermostatic controls capable of responding to temper- 
ature within the zone. At a minimum, each floor of a building 
shall be considered as a separate zone. Controls on systems 
required to have economizers and serving single zones shall 
have multiple cooling stage capability and activate the econ- 
omizer when appropriate as the first stage of cooling. See 
Section C403.3.1 or C403.4.1 for further economizer require- 
ments. Where humidification or dehumidification or both is 
provided, at least one humidity control device shall be pro- 
vided for each humidity control system. 


EXCEPTION: Independent perimeter systems that are designed to 


offset only building envelope heat losses or gains or 
both serving one or more perimeter zones also served 
by an interior system provided: 


1. The perimeter system includes at least one thermo- 
static control zone for each building exposure having 
exterior walls facing only one orientation (within +/- 
45 degrees) (0.8 rad) for more than 50 contiguous feet 
(15,240 mm); and 


2. The perimeter system heating and cooling supply is 
controlled by a thermostat located within the zones 
served by the system. 


C403.2.4.1.1 Heat pump supplementary heat. Unitary air 
cooled heat pumps shall include microprocessor controls that 
minimize supplemental heat usage during start-up, set-up, 
and defrost conditions. These controls shall anticipate need 
for heat and use compression heating as the first stage of heat. 
Controls shall indicate when supplemental heating is being 
used through visual means (e.g., LED indicators). Heat 
pumps equipped with supplementary heaters shall be 
installed with controls that prevent supplemental heater oper- 


ation above 40°F. 
EXCEPTION: Packaged terminal heat pumps (PTHPs) of less than 2 
tons (24,000 Btu/hr) cooling capacity provided with 
controls that prevent supplementary heater operation 
above 40°F. 
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NEW SECTION 


WAC 51-11C-403242 Section C403.2.4.2—Setpoint 
overlap restriction. 


C403.2.4.2 Setpoint overlap restriction. Where used to 
control both heating and cooling, zone thermostatic controls 
shall provide a temperature range or deadband of at least 5°F 
(2.8°C) within which the supply of heating and cooling 
energy to the zone is capable of being shut off or reduced to a 
minimum. 


EXCEPTION: Thermostats requiring manual changeover between 


heating and cooling modes. 


NEW SECTION 


WAC 51-11C-403243 Section C403.2.4.3—Off-hour 
controls. 


C403.2.4.3 Off-hour controls. For all occupancies other 
than Group R, each zone shall be provided with thermostatic 
setback controls that are controlled by either an automatic 
time clock or programmable control system. 


EXCEPTIONS: 1. Zones that will be operated continuously. 


2. Zones with a full HVAC load demand not exceeding 
6,800 Btu/h (2 kW) and having a readily accessible 
manual shutoff switch. 


C403.2.4.3.1 Thermostatic setback capabilities. Thermo- 
static setback controls shall have the capability to set back or 
temporarily operate the system to maintain zone temperatures 
down to 55°F (13°C) or up to 85°F (29°C). 


C403.2.4.3.2 Automatic setback and shutdown capabili- 
ties. Automatic time clock or programmable controls shall 
be capable of starting and stopping the system for seven dif- 
ferent daily schedules per week and retaining their program- 
ming and time setting during a loss of power for at least 10 
hours. Additionally, the controls shall have a manual over- 
ride that allows temporary operation of the system for up to 2 
hours; a manually operated timer capable of being adjusted to 
operate the system for up to 2 hours; or an occupancy sensor. 


C403.2.4.3.3 Automatic start capabilities. Automatic start 
controls shall be provided for each HVAC system. The con- 
trols shall be capable of automatically adjusting the daily 
start time of the HVAC system in order to bring each space to 
the desired occupied temperature immediately prior to sched- 
uled occupancy. 


NEW SECTION 


WAC 51-11C-403244 Section C403.2.4.4—Shutoff 
damper controls. 


C403.2.4.4 Shutoff damper controls. Both outdoor air sup- 
ply and exhaust ducts shall be equipped with motorized 
dampers that will automatically shut when the systems or 
spaces served are not in use or during building warm-up, 
cooldown, and setback. 


EXCEPTIONS: 1. Gravity relief dampers serving systems less than 
5,000 cfm total supply shall be permitted in buildings 
less than three stories in height. 

2. Gravity dampers shall be permitted for buildings of 
any height located in Climate Zones 1, 2 and 3. 
Permanent 
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3. Gravity (nonmotorized) dampers in Group R occu- 
pancies where the design outdoor air intake or exhaust 
capacity does not exceed 400 cfm (189 L/s). 

4. Systems serving areas which require continuous 
operation. 

5. Combustion air intakes. 

6. Operation of dampers shall be allowed during ven- 
tilation prepurge one hour before expected occupancy 
and for unoccupied period precooling during the cool- 
ing season. 

7. Dampers are not required in systems where specifi- 
cally prohibited by the International Mechanical 
Code. 


NEW SECTION 


WAC 51-11C-403245 Section C403.2.4.5—Snowmelt 
system controls. 


C403.2.4.5 Snow melt system controls. Snow- and ice- 
melting systems, supplied through energy service to the 
building, shall include automatic controls capable of shutting 
off the system when the pavement temperature is above 50°F 
(10°C) and no precipitation is falling and an automatic or 
manual control that will allow shutoff when the outdoor tem- 
perature is above 40°F (4°C) so that the potential for snow or 
ice accumulation is negligible. 


NEW SECTION 


WAC 51-11C-403246 Section C403.2.4.6—Combus- 
tion heating equipment controls. 


C403.2.4.6 Combustion heating equipment controls. 
Combustion heating equipment with a capacity over 225,000 
Btu/h shall have modulating or staged combustion control. 


EXCEPTIONS: 1. Boilers. 


2. Radiant heaters. 


NEW SECTION 


WAC 51-11C-403247 Section C403.2.4.7—Hotel/ 
motel controls. 


C403.2.4.7 Group R-1 hotel/motel guest rooms. For hotel 
and motel guest rooms, a minimum of one of the following 
control technologies shall be required in hotels/motels with 
over 50 guest rooms such that the space temperature would 
automatically setback (winter) or set up (summer) by no less 
than 5°F (3°C) or hotel and motel guest rooms, a minimum 
of: 

1. Controls that are activated by the room occupant via 
the primary room access method - Key, card, deadbolt, etc. 

2. Occupancy sensor controls that are activated by the 
occupant's presence in the room. 


NEW SECTION 


WAC 51-11C-403248 Section C403.2.4.8—Residen- 
tial occupancy controls. 


C403.2.4.8 Group R-2 and R-3 dwelling units. The pri- 
mary space conditioning system within each dwelling unit 
shall be provided with at least one programmable thermostat 
for the regulation of space temperature. The thermostat shall 
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allow for, at a minimum, a 5-2 programmable schedule 
(weekdays/weekends) and be capable of providing at least 
two programmable setback periods per day. 

Each additional system provided within the dwelling 
unit shall be provided with at least one adjustable thermostat 
for the regulation of temperature. 


EXCEPTIONS: 1. Systems controlled by an occupant sensor that is 


capable of shutting the system off when no occupant is 
sensed for a period of up to 30 minutes. 

2. Systems controlled solely by a manually operated 
timer capable of operating the system for no more than 
two hours. 

3. Ductless heat pumps. 


Each thermostat shall be capable of being set by adjust- 
ment or selection of sensors as follows: When used to control 
heating only: 55°F to 75°F; when used to control cooling 
only: 70°F to 85°F. 


C403.2.4.9 Group R-2 sleeping units. The primary space 
conditioning system within each sleeping unit shall be pro- 
vided with at least one programmable thermostat for the reg- 
ulation of space temperature. The thermostat shall allow for, 
at a minimum, a 5-2 programmable schedule (week- 
days/weekends) and be capable of providing at least two pro- 
grammable setback periods per day. 

Each additional system provided within the sleeping unit 
shall be provided with at least one adjustable thermostat for 
the regulation of temperature. 


EXCEPTIONS: 1. Systems controlled by an occupant sensor that is 


capable of shutting the system off when no occupant is 
sensed for a period of up to 30 minutes. 

2. Systems controlled solely by a manually operated 
timer capable of operating the system for no more than 
two hours. 

3. Zones with a full HVAC load demand not exceeding 
3,400 Btu/h (1 kW) and having a readily accessible 
manual shutoff switch. 

4. Ductless heat pumps. 


Each thermostat shall be capable of being set by adjust- 
ment or selection of sensors as follows: When used to control 
heating only: 55°F to 75°F; when used to control cooling 
only: 70°F to 85°F. 


NEW SECTION 


WAC 51-11C-403249 Section C403.2.4.9—Direct 
digital control system capabilities. 


C403.2.4.10 Direct digital control system capabilities. All 
complex systems equipped with direct digital control (DDC) 
systems and all buildings with total cooling capacity exceed- 
ing 780,000 Btu/h (2,662 kW) shall have the following capa- 
bility: 

1. Trending: All control system input and output points 
shall be accessible and programmed for trending, and a 
graphic trending package shall be provided with the control 
system. 

2. Demand Response Setpoint Adjustment: Control 
logic shall increase the cooling zone set points by at least 2°F 
(1°C) and reduce the heating zone set points by at least 2°F 
(1°C) when activated by a demand response signal. The 
demand response signal shall be a binary input to the control 
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system or other interface approved by the serving electric 
utility. 


NEW SECTION 
WAC 51-11C-40325 Section C403.2.5—Ventilation. 


C403.2.5 Ventilation. Ventilation, either natural or mechan- 
ical, shall be provided in accordance with Chapter 4 of the 
International Mechanical Code. Where mechanical ventila- 
tion is provided, the system shall provide the capability to 
reduce the outdoor air supply to the minimum required by 
Chapter 4 of the International Mechanical Code. 


NEW SECTION 


WAC 51-11C-403251 Section C403.2.5.1—Demand 
control ventilation. 


C403.2.5.1 Demand controlled ventilation. Demand con- 
trol ventilation (DCV) shall be provided for spaces larger 
than 500 square feet (50 m?) and with an occupant load 
greater than 25 people per 1000 square feet (93 m?) of floor 
area (as established in Table 403.3 of the International 
Mechanical Code) and served by systems with one or more of 
the following: 

1. An air-side economizer; 

2. Automatic modulating control of the outdoor air 
damper; or 

3. A design outdoor airflow greater than 3,000 cfm (1400 
L/s). 


EXCEPTION: Demand control ventilation is not required for systems 


and spaces as follows: 

1. Systems with energy recovery complying with Sec- 
tion C403.2.6. 

2. Multiple-zone systems without direct digital control 
of individual zones communicating with a central con- 
trol panel. 

3. System with a design outdoor airflow less than 
1,000 cfm (472 L/s). 

4. Spaces where the supply airflow rate minus any 
makeup or outgoing transfer air requirement is less 
than 1,200 cfm (600 L/s). 

5. Ventilation provided for process loads only. 


NEW SECTION 


WAC 51-11C-403252 Section C403.2.5.2—Occu- 
pancy sensors. 


C403.2.5.2 Occupancy sensors. Classrooms, gyms, audito- 
riums and conference rooms larger than 500 square feet of 
floor area shall have occupancy sensor control that will either 
close outside air dampers or turn off serving equipment when 
the space is unoccupied except where equipped with another 
means to automatically reduce outside air intake below 
design rates when spaces are partially occupied. 


NEW SECTION 


WAC 51-11C-403253 Section C403.2.5.3—Loading 
dock and parking garage ventilation system controls. 


C403.2.5.3 Enclosed loading dock and parking garage 
exhaust ventilation system control. Mechanical ventilation 
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systems for enclosed loading docks and parking garages shall 
be designed to exhaust the airflow rates (maximum and min- 
imum) determined in accordance with the /nternational 
Mechanical Code. 

Ventilation systems shall be equipped with a control 
device that operates the system automatically upon detection 
of vehicle operation or the presence of occupants by 
approved automatic detection devices. Each of the following 
types of controllers shall be capable of shutting off fans or 
modulating fan speed. Control devices shall not reduce air- 
flow rates below the minimum requirement in accordance 
with the International Mechanical Code during scheduled 
periods of occupied operation. 

1. Gas sensor controllers used to activate the exhaust 
ventilation system shall stage or modulate fan speed upon 
detection of specified gas levels. All equipment used in sen- 
sor controlled systems shall be designed for the specific use 
and installed in accordance with the manufacturer's recom- 
mendations. The system shall be arranged to operate auto- 
matically by means of carbon monoxide detectors applied in 
conjunction with nitrogen dioxide detectors. Garages and 
loading docks shall be equipped with a controller and a full 
array of carbon monoxide (CO) sensors set to maintain levels 
of carbon monoxide below 35 parts per million (ppm). Addi- 
tionally, a full array of nitrogen dioxide detectors shall be 
connected to the controller set to maintain the nitrogen diox- 
ide level below the OSHA standard for eight hour exposure. 
Spacing and location of the sensors shall be installed in 
accordance with manufacturer recommendations. 

2. Occupant detection sensors used to activate the system 
shall detect entry into the parking garage along both the vehi- 
cle and pedestrian pathways. 


C403.2.5.3.1 System activation devices for enclosed load- 
ing docks. Ventilation systems for enclosed loading docks 
shall be activated by one of the following: 

1. Gas sensors installed in accordance with the /nterna- 
tional Mechanical Code; or 

2. Occupant detection sensors used to activate the system 
that detects entry into the loading area along both the vehicle 
and pedestrian pathways. 


C403.2.5.3.2 System activation devices for enclosed park- 
ing garages. Ventilation systems for enclosed parking 
garages shall be activated by gas sensors. 


EXCEPTION: A parking garage ventilation system having a total 


design capacity under 8,000 cfm may use occupant 
sensors. 


NEW SECTION 


WAC 51-11C-403254 Section C403.2.5.4—Exhaust 
systems. 


C403.2.5.4 Exhaust systems. 


C403.2.5.4.1 Kitchen hoods. Each kitchen area with total 
exhaust capacity larger than 2,000 cfm shall be provided with 
make-up air sized so that at least 50% of exhaust air volume 
be (a) unheated or heated to no more than 60°F and (b) 
uncooled or cooled without the use of mechanical cooling. 
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EXCEPTIONS: 1. Where hoods are used to exhaust ventilation air 


which would otherwise exfiltrate or be exhausted by 
other fan systems. A detailed accounting of exhaust 
airflows shall be provided on the plans that accounts 
for the impact of any required demand controlled ven- 
tilation. 


2. Certified grease extractor hoods that require a face 
velocity no greater than 60 fpm. 


C403.2.5.4.2 Laboratory exhaust systems. Buildings with 
laboratory exhaust systems having a total exhaust rate greater 
than 5,000 cfm (2,360 L/s) shall include heat recovery sys- 
tems to preconditioned makeup air from laboratory exhaust. 
The heat recovery system shall be capable of increasing the 
outside air supply temperature at design heating conditions 
by 25°F (13.9°C) in Climate Zones 4C/5B and 35°F (19.4°C) 
in Climate Zone 6B. A provision shall be made to bypass or 
control the heat recovery system to permit air economizer 
operation as required by Section C403.4. 


EXCEPTIONS: 1. Variable air volume laboratory exhaust and room 
supply systems capable of reducing exhaust and 
make-up air volume to 50% or less of design values; 
or 

2. Direct make-up (auxiliary) air supply equal to at 
least 75% of the exhaust rate, heated no warmer than 
2°F (1.1°C) below room set point, cooled to no cooler 
than 3°F (1.7°C) above room set point, no humidifica- 
tion added, and no simultaneous heating and cooling 
used for dehumidification control; or 

3. Combined Energy Reduction Method: VAV 
exhaust and room supply system capable of reducing 
exhaust and makeup air volumes and a heat recovery 
system to precondition makeup air from laboratory 
exhaust that when combined will produce the same 
energy reduction as achieved by a heat recovery sys- 
tem with a 50% sensible recovery effectiveness as 
required above. For calculation purposes, the heat 
recovery component can be assumed to include the 
maximum design supply airflow rate at design condi- 
tions. The combined energy reduction (Qgr) shall 
meet the following: 


Qer 2 Quan 
CFM, * (T - To) * 1.1 ° 0.6 
CFM, ° (Tr - To) * 1.1(A + B)/100 


Energy recovery at 60% sensible effec- 
tiveness (Btu/h) 


Combined energy reduction (Btu/h) 


The maximum design supply airflow 

rate to conditioned spaces served by the 

system in cubic feet per minute 

Space return air dry bulb at winter 

design conditions 

To = Outdoor air dry bulb at winter design 

conditions 

A = Percentage that the exhaust and 
makeup air volumes can be reduced 
from design conditions 

B = Percentage sensible heat recovery 

effectiveness 
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NEW SECTION 


WAC 51-11C-40326 Section C403.2.6—Energy 
recovery. 


C403.2.6 Energy recovery. 


C403.2.6.1 Energy recovery ventilation systems. Any sys- 
tem with minimum outside air requirements at design condi- 
tions greater than 5,000 CFM or any system required by 
Table C403.2.6 shall include an energy recovery system. The 
energy recovery system shall have the capability to provide a 
change in the enthalpy of the outdoor air supply of not less 
than 50 percent of the difference between the outdoor air and 
return air enthalpies, at design conditions. Where an air 
economizer is required, the energy recovery system shall 
include a bypass or controls which permit operation of the 
economizer as required by Section C403.4. Where a single 
room or space is supplied by multiple units, the aggregate 
ventilation (cfm) of those units shall be used in applying this 
requirement. 


EXCEPTION: An energy recovery ventilation system shall not be 


required in any of the following conditions: 


1. Where energy recovery systems are prohibited by 
the International Mechanical Code. 


2. Laboratory fume hood systems that include at least 
one of the following features: 


2.1. Variable-air-volume hood exhaust and room sup- 
ply systems capable of reducing exhaust and makeup 
air volume to 50 percent or less of design values. 


2.2. Direct makeup (auxiliary) air supply equal to at 
least 75 percent of the exhaust rate, heated no warmer 
than 2°F (1.1°C) above room setpoint, cooled to no 
cooler than 3°F (1.7°C) below room setpoint, no 
humidification added, and no simultaneous heating 
and cooling used for dehumidification control. 


3. Systems serving spaces that are heated to less than 
60°F (15.5°C) and are not cooled. 
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4. Where more than 60 percent of the outdoor heating 
energy is provided from site-recovered or site solar 
energy. 


5. Heating energy recovery in Climate Zones | and 2. 


6. Cooling energy recovery in Climate Zones 3C, 4C, 
5B, 5C, 6B, 7 and 8. 


7. Systems requiring dehumidification that employ 
energy recovery in series with the cooling coil. 


8. Multi-zone systems with cold deck supply air and 
zone reheat where the minimum outdoor air is less 
than 70 percent of total supply air. 


9. Systems serving residential multifamily spaces 
where the largest source of air exhausted at a single 
location at the building exterior is less than 25 percent 
of the design outdoor air flow rate. 


C403.2.6.2 Condensate systems. On-site steam heating sys- 
tems shall have condensate water heat recovery. On-site 
includes a system that is located within or adjacent to one or 
more buildings within the boundary of a contiguous area or 
campus under one ownership and which serves one or more 
of those buildings. 


Buildings using steam generated off-site with steam 
heating systems which do not have condensate water recov- 
ery shall have condensate water recovery. 


C403.2.6.3 Condenser heat recovery. Facilities having 
food service, meat or deli departments and having 500,000 
Btu/h or greater of remote refrigeration condensers shall have 
condenser waste heat recovery from freezers and coolers and 
shall use the waste heat for service water heating, space heat- 
ing or for dehumidification reheat. Facilities having a gross 
conditioned floor area of 40,000 ft? or greater and 1,000,000 
Btu/h or greater of remote refrigeration shall have condenser 
waste heat recovery from freezers and coolers and shall use 
the waste heat for service water heating, and either for space 
heating or for dehumidification reheat for maintaining low 
space humidity. 


WAC 51-11C-403261 Table C403.2.6—Energy recovery requirement. 


Table C403.2.6 
Energy Recovery Requirement 


Percent (%) Outdoor Air at Full Design Airflow Rate 
2 30% and < 2 40% and < 2 50% and < > 60% and < 2 70% and < 
Climate Zone 40% 50% 60% 70% 80% 2 80% 
Design Supply Fan Airflow Rate (cfm) 
3B, 3C, 4B, 4C, NR NR NR NR >5000 > 5000 
5B 
1B, 2B, 5C NR NR = 26000 = 12000 = 5000 = 4000 
6B = 11000 = 5500 2> 4500 = 3500 = 2500 = 1500 
1A, 2A, 3A, = 5500 = 4500 = 3500 2> 2000 = 1000 >0 
4A, 5A, 6A 
7,8 = 2500 = 1000 >0 >0 >0 >0 
NR = Not required. 
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NEW SECTION 


WAC 51-11C-40327 Section C403.2.7—Duct and 
plenum insulation and sealing. 


C403.2.7 Duct and plenum insulation and sealing. 


C403.2.7.1 Ducts, shafts and plenums conveying outside air 
from the exterior of the building to the mechanical system 
shall meet all air leakage and building envelope insulation 
requirements of Section C402, plus building envelope vapor 
control requirements from the /nternational Building Code, 
extending continuously from the building exterior to an auto- 
matic shutoff damper or heating or cooling equipment. For 
the purposes of building envelope insulation requirements, 
duct surfaces shall meet the requirements for metal framed 
walls per Table C402.1.2. Duct surfaces included as part of 
the building envelope shall not be used in the calculation of 
maximum glazing area as described in Section 402.3.1. 


EXCEPTIONS: 1. Outside air ducts serving individual supply air units 


with less than 2,800 cfm of total supply air capacity, 
provided these are insulated to R-7. 

2. Unheated equipment rooms with combustion air 
louvers, provided they are isolated from conditioned 
space at sides, top and bottom of the room with R-11 
nominal insulation. 


C403.2.7.2 All other supply and return air ducts and plenums 
shall be insulated with a minimum of R-6 insulation where 
located in unconditioned spaces and a minimum of R-8 insu- 
lation where located outside the building. Where located 
within a building envelope assembly, the duct or plenum 
shall be separated from the building exterior or uncondi- 
tioned or exempt spaces by minimum insulation value as 
required for exterior walls by Section C402.2.3. 


EXCEPTIONS: 1. Where located within equipment. 


2. Where the design temperature difference between 
the interior and exterior of the duct or plenum does not 
exceed 15°F (8°C). 


Supply ducts which convey supply air at temperatures 
less than 55°F or greater than 105°F shall be insulated with a 
minimum of R-3.3 insulation where located within condi- 
tioned space. 

All ducts, air handlers, and filter boxes shall be sealed. 
Joints and seams shall comply with Section 603.9 of the 
International Mechanical Code. 


C403.2.7.3 Duct construction. Ductwork shall be con- 
structed and erected in accordance with the International 
Mechanical Code. 


C403.2.7.3.1 Low-pressure duct systems. All longitudinal 
and transverse joints, seams and connections of supply and 
return ducts operating at a static pressure less than or equal to 
2 inches water gauge (w.g.) (500 Pa) shall be securely fas- 
tened and sealed with welds, gaskets, mastics (adhesives), 
mastic-plus embedded-fabric systems or tapes installed in 
accordance with the manufacturer's installation instructions. 
Pressure classifications specific to the duct system shall be 
clearly indicated on the construction documents in accor- 
dance with the International Mechanical Code. 


EXCEPTION: Continuously welded and locking-type longitudinal 


joints and seams on ducts operating at static pressures 
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less than 2 inches water gauge (w.g.) (500 Pa) pressure 
classification. 


C403.2.7.3.2 Medium-pressure duct systems. All ducts 
and plenums designed to operate at a static pressure greater 
than 2 inches water gauge (w.g.) (500 Pa) but less than 3 
inches w.g. (750 Pa) shall be insulated and sealed in accor- 
dance with Section C403.2.7. Pressure classifications spe- 
cific to the duct system shall be clearly indicated on the con- 
struction documents in accordance with the International 
Mechanical Code. 


C403.2.7.3.3 High-pressure duct systems. Ducts designed 
to operate at static pressures in excess of 3 inches water 
gauge (w.g.) (750 Pa) shall be insulated and sealed in accor- 
dance with Section C403.2.7. In addition, ducts and plenums 
shall be leak-tested in accordance with the SMACNA HVAC 
Air Duct Leakage Test Manual with the rate of air leakage 
(CL) less than or equal to 6.0 as determined in accordance 
with Equation C4-5. 


(Equation C4-5) 


CL = F/P0.65 
Where: 
F = The measured leakage rate in cfm per 100 
square feet of duct surface. 
P = The static pressure of the test. 


Documentation shall be furnished by the designer dem- 
onstrating that representative sections totaling at least 25 per- 
cent of the duct area have been tested and that all tested sec- 
tions meet the requirements of this section. 


NEW SECTION 


WAC 51-11C-40328 Section C403.2.8—Piping insu- 
lation. 


C403.2.8 Piping insulation. All piping serving as part of a 
heating or cooling system shall be thermally insulated in 
accordance with Table C403.2.8. 


EXCEPTIONS: 1. Factory-installed piping within HVAC equipment 
tested and rated in accordance with a test procedure 
referenced by this code. 

2. Factory-installed piping within room fan-coils and 
unit ventilators tested and rated according to AHRI 
440 (except that the sampling and variation provisions 
of Section 6.5 shall not apply) and 840, respectively. 
3. Piping that conveys fluids that have a design oper- 
ating temperature range between 60°F (15°C) and 
105°F (41°C). 

4. Piping that conveys fluids that have not been heated 
or cooled through the use of fossil fuels or electric 
power. 

5. Strainers, control valves, and balancing valves asso- 
ciated with piping | inch (25 mm) or less in diameter. 
6. Direct buried piping that conveys fluids at or below 
60°F (15°C). 


C403.2.8.1 Protection of piping insulation. Piping insula- 
tion exposed to weather shall be protected from damage, 
including that due to sunlight, moisture, equipment mainte- 
nance and wind, and shall provide shielding from solar radia- 
tion that can cause degradation of the material. Adhesives 
tape shall not be permitted. 
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WAC 51-11C-403281 Table C403.2.8—Minimum pipe insulation thickness. 


Table C403.2.8 
Minimum Pipe Insulation Thickness (thickness in inches)? 


Insulation Conductivity Nominal Pipe or Tube Size (inches) 
Fluid Operating Mean 
Temperature Range Conductivity Rating 
and Usage (°F) Btu ° in. /(h ° ft? * °F)” Temperature, °F <1 1to< 1-1/2 1-1/2 to< 4 4to< 8 28 
> 350 0.32 - 0.34 250 4.5 5.0 5.0 5.0 5.0 
251 - 350 0.29 - 0.32 200 3.0 4.0 4.5 4.5 4.5 
201 - 250 0.27 - 0.30 150 2.5 2.5 2:5 3.0 3.0 
141 - 200 0.25 - 0.29 125 1.5 1.5 2.0 2.0 2.0 
105 - 140 0.21 - 0.28 100 1.0 1.0 1S. 1.5 1.5 
40 - 60 0.21 - 0.27 75 0.5 0.5 1.0 1.0 1.0 
<40 0.20 - 0.26 75 0.5 1.0 1.0 1.0 1.5 


è For piping smaller than 1-1/2 inch (38 mm) and located in par- 
titions within conditioned spaces, reduction of these thicknesses 
by 1 inch (25 mm) shall be permitted (before thickness adjust- 
ment required in footnote b) but not to a thickness less than 1 inch 
(25 mm). 

‘For insulation outside the stated conductivity range, the mini- 
mum thickness (7) shall be determined as follows: 


yi r{(1 + ary" - 1} 
Where: 
T = Minimum insulation thickness, 
r = Actual outside radius of pipe, 
t = Insulation thickness listed in the table for applicable fluid 
temperature and pipe size, 
K = Conductivity of alternate material at mean rating tempera- 
ture indicated for the applicable fluid temperature 
(Btu x in/h x ft? x °F) and 
k = The upper value of the conductivity range listed in the table 


for the applicable fluid temperature. 


€ For direct-buried heating and hot water system piping, reduction 
of these thicknesses by 1-1/2 inches (38 mm) shall be permitted 
(before thickness adjustment required in footnote b but not to 
thicknesses less than 1 inch (25 mm). 


NEW SECTION 


WAC 51-11C-40329 Section C403.2.9—Mechanical 
system commissioning and completion requirements. 


C403.2.9 Mechanical systems commissioning and comple- 
tion requirements. Mechanical systems shall be commis- 
sioned and completed in accordance with Section C408.2. 


NEW SECTION 


WAC 51-11C-403291 Section C403.2.10—Air system 
design and control. 


C403.2.10 Air system design and control. Each HVAC 
system having a total fan system motor nameplate horse- 
power (hp) exceeding 5 horsepower (hp) (3.7 kW) shall meet 
the provisions of Sections C403.2.10.1 through C403.2.10.2. 


C403.2.10.1 Allowable fan floor horsepower. Each HVAC 
system at fan system design conditions shall not exceed the 
allowable fan system motor nameplate hp (Option 1) or fan 
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system bhp (Option 2) as shown in Table C403.2.10.1(1). 
This includes supply fans, return/relief fans, and fan-powered 
terminal units associated with systems providing heating or 
cooling capability. Single zone variable-air-volume systems 
shall comply with the constant volume fan power limitation. 


EXCEPTION: The following fan systems are exempt from allowable 
fan floor horsepower requirement. 

1. Hospital, vivarium and laboratory systems that uti- 
lize flow control devices on exhaust and/or return to 
maintain space pressure relationships necessary for 
occupant health and safety or environmental control 
shall be permitted to use variable volume fan power 
limitation. 

2. Individual exhaust fans with motor nameplate 
horsepower of 1 hp or less. 


C403.2.10.2 Motor nameplate horsepower. For each fan, 
the selected fan motor shall be no larger than the first avail- 
able motor size greater than the brake horsepower (bhp). The 
fan brake horsepower (bhp) shall be indicated on the design 
documents to allow for compliance verification by the code 


Official. 


EXCEPTIONS: 1. For fans less than 6 bhp (4413 W), where the first 
available motor larger than the brake horsepower has 
a nameplate rating within 50 percent of the bhp, selec- 
tion of the next larger nameplate motor size is 


allowed. 

2. For fans 6 bhp (4413 W) and larger, where the first 
available motor larger than the bhp has a nameplate 
rating within 30 percent of the bhp, selection of the 
next larger nameplate motor size is allowed. 

3. For fans used only in approved life safety applica- 
tions such as smoke evacuation. 


C403.2.10.3 Fractional hp fan motors. Motors for fans that 
are 1/12 hp or greater and less than 1 hp shall be electroni- 
cally commutated motors or shall have a minimum motor 
efficiency of 70 percent when rated in accordance with DOE 
10 C.F.R. 431. These motors shall also have the means to 
adjust motor speed for either balancing or remote control. 
Belt-driven fans may use sheave adjustments for airflow bal- 
ancing in lieu of a varying motor speed. 


EXCEPTIONS: 1. Motors in the airstream within fan-coils and termi- 
nal units that operate only when providing heating to 
the space served. 

2. Motors installed in space conditioning equipment 


certified under Section C403.2.3. 
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WAC 51-11C-403292 Table C403.2.10.1—Fan power limitation. 


Table C403.2.10.1(1) 
Fan Power Limitation 


Variable 
Limit Constant Volume Volume 
Option 1: Fan Allowable hp < hp < 
system motor nameplate CFM; x 0.0011 CFM; x 
nameplate hp motor hp 0.0015 
Option 2: Fan Allowable fan bhp < bhp 
system bhp system bhp | CFM; x 0.00094 + | < CFMsx 0.0 
A 013 +A 
Where: 
CFM; = The maximum design supply airflow rate to conditioned spaces served by the system in cubic feet per minute. 
hp = The maximum combined motor nameplate horsepower. 
bhp = The maximum combined fan brake horsepower. 
A =  Sumof[PD x CFMp/4131] 
For SI: 1 cfm = 0.471 L/s. 
Where: 
PD = Each applicable pressure drop adjustment from Table C403.2.10.1(2) in. w.c. 
CFMp = The design airflow through each applicable device from Table C403.2.10.1(2) in cubic feet per minute. 
For Si 1 bhp = 735.5 W, 1 hp = 745.5 W. 


Table C403.2.10.1(2) 
Fan Power Limitation Pressure Drop Adjustment 


Device 


Adjustment 


Credits 


Fully ducted return and/or exhaust air systems 


0.5 inch w.c. (2.15 inches w.c. for laboratory and vivarium 
systems) 


Return and/or exhaust air flow control devices 


0.5 inch w.c. 


Exhaust filters, scrubbers, or other exhaust treatment 


The pressure drop of device calculated at fan system design 
condition 


Particulate filtration credit: MERV 9 - 12 


0.5 inch w.c. 


Particulate filtration credit: MERV 13 - 15 


0.9 inch w.c. 


Particulate filtration credit: MERV 16 and greater and elec- 
tronically enhanced filters 


Pressure drop calculated at 2x clean filter pressure drop at fan 
system design condition 


Carbon and other gas-phase air cleaners 


Clean filter pressure drop at fan system design condition 


Biosafety cabinet 


Pressure drop of device at fan system design condition 


Energy recovery device, other than coil runaround loop 


(2.2 x energy recovery effectiveness) — 0.5 inch w.c. for each 
airstream 


Coil runaround loop 


0.6 inch w.c. for each airstream 


Evaporative humidifier/cooler in series with another cooling 
coil 


Pressure drop of device at fan system design conditions 


Sound attenuation section 


0.15 inch w.c. 


Exhaust system serving fume hoods 


0.35 inch w.c. 


Laboratory and vivarium exhaust systems in high-rise build- 
ings 


0.25 inch w.c./100 feet of vertical duct exceeding 75 feet 


w.c. = water column. 
For SI: 1 inch w.c.= 249 Pa, 1 inch= 25.4 mm. 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 


pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 51-11C-403293 Section C403.2.11—Heating 
outside a building. 


C403.2.11 Heating outside a building. Systems installed to 
provide heat outside a building shall be radiant systems. 
Such heating systems shall be controlled by an occu- 
pancy sensing device or a timer switch, so that the system is 
automatically deenergized when no occupants are present. 


NEW SECTION 


WAC 51-11C-403294 Section C403.2.12—System 
criteria. 


C403.2.12 System criteria. For fan and pump motors 7.5 hp 
and greater including motors in or serving custom and pack- 
aged air handlers serving variable air volume fan systems, 
constant volume fans, heating and cooling hydronic pumping 
systems, pool and service water pumping systems, domestic 
water pressure boosting systems, cooling tower fan, and other 
pump or fan motors where variable flows are required, there 
shall be: 
1. Variable speed drives; or 


2. Other controls and devices that will result in fan and 
pump motor demand of no more than 30 percent of design 
wattage at 50 percent of design air volume for fans when 
static pressure set point equals 1/3 the total design static pres- 
sure, and 50 percent of design water flow for pumps, based 
on manufacturer's certified test data. Variable inlet vanes, 
throttling valves (dampers), scroll dampers or bypass circuits 
shall not be allowed. 


EXCEPTION: Variable speed devices are not required for motors that 


serve: 


1. Fans or pumps in packaged equipment where vari- 
able speed drives are not available as a factory option 
from the equipment manufacturer. 

2. Fans or pumps that are required to operate only for 
emergency fire-life-safety events (e.g., stairwell pres- 
surization fans, elevator pressurization fans, fire 
pumps, etc.). 


C403.2.12.1 Heat rejection equipment. The requirements 
of this section apply to heat rejection equipment used in com- 
fort cooling systems such as air-cooled condensers, open 
cooling towers, closed-circuit cooling towers, and evapora- 
tive condensers. 


EXCEPTION: Heat rejection devices included as an integral part of 


equipment listed in Tables C403.2.3(1) through 
C403.2.3(3). 


Heat rejection equipment shall have a minimum effi- 
ciency performance not less than values specified in Table 
C403.2.3(8). These requirements apply to all propeller, axial 
fan and centrifugal fan cooling towers. Table C403.2.3(8) 
specifies requirements for air-cooled condensers that are 
within rating conditions specified within the table. 


C403.2.12.1.1 Variable flow controls. Cooling tower fans 
7.5 hp and greater shall have control devices that vary flow 
by controlling the leaving fluid temperature or condenser 
temperature/pressure of the heat rejection device. 
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C403.2.12.1.2 Limitation on centrifugal fan cooling tow- 
ers. Open cooling towers with a combined rated capacity of 
1,100 gpm and greater at 95°F condenser water return, 85°F 
condenser water supply and 75°F outdoor wet-bulb tempera- 
ture shall meet the energy efficiency requirement for axial fan 
open circuit cooling towers. 


EXCEPTION: Open circuit cooling towers that are ducted (inlet or 


discharge) or have external sound attenuation that 
requires external static pressure capability. 


C403.2.12.2 Large volume fan systems. Single or multiple 
fan systems serving a zone or adjacent zones without separat- 
ing walls with total air flow over 10,000 cfm (3,540 L/s) are 
required to reduce airflow based on space thermostat heating 
and cooling demand. A variable speed drive shall reduce air- 
flow to a maximum 75 percent of peak airflow or minimum 
ventilation air requirement as required by Section 403 of the 
International Mechanical Code, whichever is greater. 


EXCEPTIONS: 1. Systems where the function of the supply air is for 


purposes other than temperature control, such as 
maintaining specific humidity levels or supplying an 
exhaust system. 

2. Dedicated outdoor air supply unit(s) with heat 
recovery where airflow is equal to the minimum ven- 
tilation requirements and other fans cycle off unless 
heating or cooling is required. 

3. An area served by multiple units where designated 
ventilation units have 50 percent or less of total area 
airflow and nonventilation unit fans cycle off when 
heating or cooling is not required. 


All air-conditioning equipment and air-handling units 
with direct expansion cooling and a cooling capacity at AHRI 
conditions greater than or equal to 110,000 Btu/h that serve 
single zones shall have their supply fans controlled by two- 
speed motors or variable speed drives. At cooling demands 
less than or equal to 50 percent, the supply fan controls shall 
be able to reduce the airflow to no greater than the larger of 
the following: 

1. Two-thirds of the full fan speed; or 

2. The volume of outdoor air required to meet the venti- 
lation requirements of Section 403 of the International 
Mechanical Code. 


NEW SECTION 


WAC 51-11C-403295 Section C403.2.13—Electric 
motor efficiency. 


C403.2.13 Electric motor efficiency. Design A and B squir- 
rel-cage, T-frame induction permanently wired polyphase 
motors of 1 hp or more having synchronous speeds of 3,600, 
1,800 and 1,200 rpm shall have a nominal full-load motor 
efficiency no less than the corresponding values for energy 
efficient motors provided in NEMA Standard MG-1. 


EXCEPTIONS: 1. Motors used in systems designed to use more than 
one speed of a multi-speed motor. 

2. Motors used as a component of the equipment 
meeting the minimum equipment efficiency require- 
ments of Section C403.2.3 and Tables C403.2.3(1) 
through C403.2.3(9) provided that the motor input is 
included when determining the equipment efficiency. 
3. Motors that are an integral part of specialized pro- 
cess equipment. 
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4. Where the motor is integral to a listed piece of 
equipment for which no complying motor has been 
approved. 


Fan motors less than 1 hp in series terminal units shall be 
electronically commutated motors, or shall have a minimum 
motor efficiency of 65 percent when rated in accordance with 
NEMA Standard MG-1 at full load rating conditions. 


NEW SECTION 


WAC 51-11C-40330 Section C403.3—Simple HVAC 
systems and equipment. 


C403.3 Simple HVAC systems and equipment (Prescrip- 
tive). This section applies to unitary or packaged HVAC sys- 
tems listed in Tables C403.2.3(1) through C403.2.3(8), each 
serving one zone and controlled by a single thermostat in the 
zone served. It also applies to two-pipe heating systems serv- 
ing one or more zones, where no cooling system is installed. 

To qualify as a simple system, systems shall have no 
active humidification or simultaneous heating and cooling 
and shall be one of the following: 

1. Air cooled, constant volume packaged equipment, 
which provide heating, cooling or both, and require only 
external connection to duct work and energy services with 
cooling capacity of 135,000 Btu/h or less. 

2. Air cooled, constant volume split systems, which pro- 
vide heating, cooling or both, with cooling capacity of 84,000 
Btu/h or less. 

3. Heating only systems which have a capacity of less 
than 1,000 cfm or which have a minimum outside air supply 
of less than 30 percent of the total air circulation. 

The combined airflow rate of all simple systems serving 
single rooms must be less than 10,000 cfm or they do not 
qualify as simple systems. 


NEW SECTION 


WAC 51-11C-40331 Section C403.3.1—Economiz- 
ers. 


C403.3.1 Economizers. Each cooling system that has a fan 
shall include an air economizer meeting the requirements of 
Sections C403.3.1.1 through C403.3.1.1.4. 


EXCEPTION: Economizers are not required for the systems listed 
below: 

1. Qualifying small equipment: This exception shall 
not be used for unitary cooling equipment installed 
outdoors or in a mechanical room adjacent to the out- 
doors. This exception is allowed to be used for other 
cooling units and split systems with a total cooling 
capacity rated in accordance with Section C403.2.3 of 
less than 33,000 Btu/h (hereafter referred to as quali- 
fying small systems) provided that these are high-effi- 
ciency cooling equipment with SEER and EER values 
more than 15 percent higher than minimum efficien- 
cies listed in Tables C403.2.3 (1) through (3), in the 
appropriate size category, using the same test proce- 
dures. Equipment shall be listed in the appropriate 
certification program to qualify for this exception. 
The total capacity of all qualifying small equipment 
without economizers shall not exceed 72,000 Btu/h 
per building, or 5 percent of its air economizer capac- 
ity, whichever is greater. That portion of the equip- 
ment serving residential occupancies is not included 
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in determining the total capacity of all units without 
economizers in a building. Redundant units are not 
counted in the capacity limitations. This exception 
shall not be used for the shell-and-core permit or for 
the initial tenant improvement or for Total Building 
Performance. 

2. Systems with dehumidification that affect other sys- 
tems so as to increase the overall building energy con- 
sumption. New humidification equipment shall com- 
ply with Section C403.2.3.4. 

3. For residential occupancies, cooling units installed 
outdoors or in a mechanical room adjacent to outdoors 
with a total cooling capacity less than 20,000 Btu/h 
and other cooling units with a total cooling capacity 
less than 54,000 Btu/h provided that these are high- 
efficiency cooling equipment with IEER, SEER, and 
EER values more than 15 percent higher than mini- 
mum efficiencies listed in Tables C403.2.3 (1) 
through (10), in the appropriate size category, using 
the same test procedures. Equipment shall be listed in 
the appropriate certification program to qualify for 
this exception. For split systems and VRF systems, 
compliance is based on the cooling capacity of indi- 
vidual fan coil units. 


4. Where the cooling efficiency meets or exceeds the 
efficiency requirements in Table C403.3.1(2). 


Table C403.3.1(2) 
Equipment Efficiency Performance 
Exception for Economizers 


Cooling Equipment Performance 


Climate Zones Improvement (EER OR IPLV) 


2B 10% Efficiency Improvement 
3B 15% Efficiency Improvement 
4B 20% Efficiency Improvement 


C403.3.1.1 Air economizers. Air economizers shall comply 
with Sections C403.3.1.1.1 through C403.3.1.1.4. 


C403.3.1.1.1 Design capacity. Air economizer systems 
shall be capable of modulating outdoor air and return air 
dampers to provide up to 100 percent of the design supply air 
quantity as outdoor air for cooling. 


C403.3.1.1.2 Control signal. Economizer dampers shall be 
capable of being sequenced with the mechanical cooling 
equipment and shall not be controlled by only mixed air tem- 
perature. Air economizers on systems with cooling capacity 
greater than 65,000 Btu/h shall be capable of providing par- 
tial cooling even when additional mechanical cooling is 
required to meet the remainder of the cooling load. 


EXCEPTION: The use of mixed air temperature limit control shall be 


permitted for systems that are both controlled from 
space temperature (such as single zone systems) and 
having cooling capacity less than 65,000 Btu/h. 


C403.3.1.1.3 High-limit shutoff. Air economizers shall be 
capable of automatically reducing outdoor air intake to the 
design minimum outdoor air quantity when outdoor air 
intake will no longer reduce cooling energy usage. High- 
limit shutoff control types for specific climates shall be cho- 
sen from Table C403.3.1.1.3(1). High-limit shutoff control 
settings for these control types shall be those specified in 
Table C403.3.1.1.3(2). 
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C403.3.1.1.4 Relief of excess outdoor air. Systems shall be 
capable of relieving excess outdoor air during air economizer 
operation to prevent over-pressurizing the building. The 
relief air outlet shall be located to avoid recirculation into the 
building. 


NEW SECTION 


WAC 51-11C-40332 Section C403.3.2—Hydronic 
system controls. 


C403.3.2 Hydronic system controls. Hydronic systems of 
at least 300,000 Btu/h (87,930 W) design output capacity 
supplying heated and chilled water to comfort conditioning 
systems shall include controls that meet the requirements of 
Section C403.4.3. 


NEW SECTION 


WAC 51-11C-40340 Section C403.4—Complex 
HVAC systems and equipment. 


C403.4 Complex HVAC systems and equipment (pre- 
scriptive). This section applies to HVAC equipment and 
systems not covered in Section C403.3. 

For buildings with a total equipment cooling capacity of 
300 tons and above, the equipment shall comply with one of 
the following: 

1. No one unit shall have a cooling capacity of more than 
2/3 of the total installed cooling equipment capacity; 

2. The equipment shall have a variable speed drive; or 

3. The equipment shall have multiple compressors. 


NEW SECTION 


WAC 51-11C-40341 Section C403.4.1—Economiz- 
ers. 


C403.4.1 Economizers. Air economizers shall be provided 
on all new systems including those serving computer server 
rooms, electronic equipment, radio equipment, and telephone 
switchgear. Economizers shall comply with Sections 
C403.4.1.1 through C403.4.1.4. 

EXCEPTIONS: 1. Water-cooled refrigeration equipment serving 
chilled beams and chilled ceiling space cooling sys- 
tems only which are provided with a water econo- 
mizer meeting the requirements of Section C403.4.1. 
Water economizer capacity per building shall not 
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exceed 500 tons. This exception shall not be used for 
Total Building Performance. 

2. Systems complying with all of the following crite- 
ria: 

2.1. Consist of multiple water source heat pumps con- 
nected to a common water loop; 

2.2. Have a minimum of 60 percent air economizer; 
2.3. Have water source heat pumps with an EER at 
least 15 percent higher for cooling and a COP at least 
15 percent higher for heating than that specified in 
Section C403.2.3; 

2.4. Where provided, have a central boiler or furnace 
efficiency of 90 percent minimum for units up to 
199,000 Btu/h; and 

2.5. Provide heat recovery with a minimum 50 percent 
heat recovery effectiveness as defined in Section 
C403.2.6 to preheat the outside air supply. 

3. Chilled water terminal units connected to systems 
with chilled water generation equipment with IPLV 
values more than 25 percent higher than minimum 
part load efficiencies listed in Table C403.2.3(7), in 
the appropriate size category, using the same test pro- 
cedures. Equipment shall be listed in the appropriate 
certification program to qualify for this exception. 
The total capacity of all systems without economizers 
shall not exceed 480,000 Btu/h per building, or 20 per- 
cent of its air economizer capacity, whichever is 
greater. That portion of the equipment serving Group 
R Occupancy is not included in determining the total 
capacity of all units without economizers in a build- 
ing. This exception shall not be used for the initial per- 
mit (this includes any initial permit for the space 
including, but not limited to, the shell-and-core per- 
mit, built-to-suit permit, and tenant improvement per- 
mit) or for Total Building Performance Method. 

4. For Group R occupancies, cooling units installed 
outdoors or in a mechanical room adjacent to outdoors 
with a total cooling capacity less than 20,000 Btu/h 
and other cooling units with a total cooling capacity 
less than 54,000 Btu/h provided that these are high- 
efficiency cooling equipment with SEER and EER 
values more than 15 percent higher than minimum 
efficiencies listed in Tables C403.2.3 (1) through (3), 
in the appropriate size category, using the same test 
procedures. Equipment shall be listed in the appropri- 
ate certification program to qualify for this exception. 
For split systems, compliance is based on the cooling 
capacity of individual fan coil units. 

5. Equipment used to cool any dedicated server room, 
electronic equipment room or telecom switch room 
provided that they completely comply with Option a, 
b, or c in the table below. The total capacity of all sys- 
tems without economizers shall not exceed 240,000 
Btu/h per building or 10 percent of its air economizer 
capacity, whichever is greater. This exception shall 
not be used for Total Building Performance. 


Higher Equipment 
Equipment Type Efficiency Part-Load Control Economizer 
Option a Tables C403.2.3(1) and +15%> Required over 85,000 Btu/h? | None Required 
C403.2.3(2)* 
Option b Tables C403.2.3(1) and +5%! Required over 85,000 Btu/h? | Waterside Economizer 
C403.2.3(2)* 
Option c ASHRAE Standard 127° +0%8 Required over 85,000 Btu/h? | Waterside Economizer 


C403.2.3(1) or C403.2.3(2), then the system is not allowed to use 
this option). 

>The cooling equipment shall have an EER value and an IPLV 
value that is a minimum of 15 percent greater than the value listed 
in Tables C403.2.3(1) and C403.2.3(2) (1.15 x values in Tables 
C403.2.3(1) and C403.2.3(2)). 

‘For units with a total cooling capacity over 85,000 Btu/h, the 
system shall utilize part-load capacity control schemes that are 


Notes for Exception 5: 

“For a system where all of the cooling equipment is subject to the 
AHRI standards listed in Tables C403.2.3(1) and C403.2.3(2), 
the system shall comply with all of the following (note that if the 
system contains any cooling equipment that exceeds the capacity 
limits in Table C403.2.3(1) or C403.2.3(2), or if the system con- 
tains any cooling equipment that is not included in Table 
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able to modulate to a part-load capacity of 50 percent of the load 
or less that results in the compressor operating at the same or 
higher EER at part loads than at full load (e.g., minimum of two- 
stages of compressor unloading such as cylinder unloading, two- 
stage scrolls, dual tandem scrolls, but hot gas bypass is not cred- 
ited as a compressor unloading system). 


(The cooling equipment shall have an EER value and an IPLV 
value that is a minimum of 5 percent greater than the value listed 
in Tables C403.2.3(1) and C403.2.3(2) (1.05 x values in Tables 
C403.2.3(1) and C403.2.3(2)). 


°The system shall include a water economizer in lieu of air econ- 
omizer. Water economizers shall be capable of providing the 
total concurrent cooling load served by the connected terminal 
equipment lacking airside economizer, at outside air tempera- 
tures of 50°F dry-bulb/45°F wet-bulb and below. For this calcu- 
lation, all factors including solar and internal load shall be the 
same as those used for peak load calculations, except for the out- 
side temperatures. The equipment shall be served by a dedicated 
condenser water system unless a nondedicated condenser water 
system exists that can provide appropriate water temperatures 
during hours when waterside economizer cooling is available. 


‘For a system where all cooling equipment is subject to ASHRAE 
Standard 127. 


8The cooling equipment subject to the ASHRAE Standard 127 
shall have an EER value and an IPLV value that is equal or 
greater than the value listed in Tables C403.2.3(1) and C403.2.3 
(2) when determined in accordance with the rating conditions 
ASHRAE Standard 127 (i.e., not the rating conditions in AHRI 
Standard 210/240 or 340/360). This information shall be pro- 
vided by an independent third party. 

6. Variable refrigerant flow (VRF) systems, multiple-zone split- 
system heat pumps, consisting of multiple, individually metered 
indoor units with multi-speed fan motors, served on a single com- 
mon refrigeration circuit with an exterior reverse-cycle heat 
pump with variable speed compressor(s) and variable speed con- 
denser fan(s). These systems shall also be capable of providing 
simultaneous heating and cooling operation, where recovered 
energy from the indoor units operating in one mode can be trans- 
ferred to one or more indoor units operating in the other mode, 
and shall serve at least 20 percent internal (no perimeter wall 
within 12') and 20 percent perimeter zones (as determined by 
conditioned floor area) and the outdoor unit shall be at least 
65,000 Btu/h in total capacity. Systems utilizing this exception 
shall have 50 percent heat recovery effectiveness as defined by 
Section C403.2.6 on the outside air. For the purposes of this 
exception, dedicated server rooms, electronic equipment rooms 
or telecom switch rooms are not considered perimeter zones. 
This exception shall be limited to buildings of 60,000 square feet 
and less. 


C403.4.1.1 Design capacity. Water economizer systems 
shall be capable of cooling supply air by indirect evaporation 
and providing up to 100 percent of the expected system cool- 
ing load at outdoor air temperatures of 50°F dry-bulb (10°C 
dry-bulb)/45°F wet-bulb (7.2°C wet-bulb) and below. 


EXCEPTION: Systems in which a water economizer is used and 


where dehumidification requirements cannot be met 
using outdoor air temperatures of 50°F dry-bulb 
(10°C dry-bulb)/45°F wet-bulb (7.2°C wet-bulb) shall 
satisfy 100 percent of the expected system cooling 
load at 45°F dry-bulb (7.2°C dry-bulb)/40°F wet-bulb 
(4.5°C wet-bulb). 


C403.4.1.2 Maximum pressure drop. Precooling coils and 
water-to-water heat exchangers used as part of a water econ- 
omizer system shall either have a waterside pressure drop of 
less than 15 feet (4572 mm) of water or a secondary loop 
shall be created so that the coil or heat exchanger pressure 
drop is not seen by the circulating pumps when the system is 
in the normal cooling (noneconomizer) mode. 
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C403.4.1.3 Integrated economizer control. Economizer 
systems shall be integrated with the mechanical cooling sys- 
tem and be capable of providing partial cooling even where 
additional mechanical cooling is required to meet the remain- 
der of the cooling load. 


EXCEPTIONS: 1. Direct expansion systems that include controls that 


reduce the quantity of outdoor air required to prevent 
coil frosting at the lowest step of compressor unload- 
ing, provided this lowest step is no greater than 25 
percent of the total system capacity. 


2. Individual direct expansion units that have a rated 
cooling capacity less than 54,000 Btu/h (15,827 W) 
and use nonintegrated economizer controls that pre- 
clude simultaneous operation of the economizer and 
mechanical cooling. 


C403.4.1.4 Economizer heating system impact. HVAC 
system design and economizer controls shall be such that 
economizer operation does not increase the building heating 
energy use during normal operation. 


EXCEPTION: Economizers on VAV systems that cause zone level 


heating to increase due to a reduction in supply air 
temperature. 


NEW SECTION 


WAC 51-11C-40342 Section C403.4.2—VAV fan 
control. 


C403.4.2 Variable air volume (VAV) fan control. Individ- 
ual VAV fans with motors of 7.5 horsepower (5.6 kW) or 
greater shall be: 


1. Driven by a mechanical or electrical variable speed 
drive; 

2. Driven by a vane-axial fan with variable-pitch blades; 
or 


3. The fan shall have controls or devices that will result 
in fan motor demand of no more than 30 percent of their 
design wattage at 50 percent of design airflow when static 
pressure set point equals one-third of the total design static 
pressure, based on manufacturer's certified fan data. 


C403.4.2.1 Static pressure sensor location. Static pressure 
sensors used to control VAV fans shall be placed in a position 
such that the controller setpoint is no greater than one-third 
the total design fan static pressure, except for systems with 
zone reset control complying with Section C403.4.2.2. For 
sensors installed downstream of major duct splits, at least one 
sensor shall be located on each major branch to ensure that 
static pressure can be maintained in each branch. 


C403.4.2.2 Set points for direct digital control. For sys- 
tems with direct digital control of individual zone boxes 
reporting to the central control panel, the static pressure set- 
point shall be reset based on the zone requiring the most pres- 
sure, i.e., the setpoint is reset lower until one zone damper is 
nearly wide open. 
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NEW SECTION 


WAC 51-11C-40343 Section C403.4.3—Hydronic 
systems controls. 


C403.4.3 Hydronic systems controls. The heating of fluids 
that have been previously mechanically cooled and the cool- 
ing of fluids that have been previously mechanically heated 
shall be limited in accordance with Sections C403.4.3.1 
through C403.4.3.3. Hydronic heating systems comprised of 
multiple-packaged boilers and designed to deliver condi- 
tioned water or steam into a common distribution system 
shall include automatic controls capable of sequencing oper- 
ation of the boilers. Hydronic heating systems comprised of 
a single boiler and greater than 500,000 Btu/h (146,550 W) 
input design capacity shall include either a multi-staged or 
modulating burner. 


C403.4.3.1 Three-pipe system. Hydronic systems that use a 
common return system for both hot water and chilled water 
are prohibited. 


C403.4.3.2 Two-pipe changeover system. Systems that use 
a common distribution system to supply both heated and 
chilled water shall be designed to allow a dead band between 
changeover from one mode to the other of at least 15°F 
(8.3°C) outside air temperatures; be designed to and provided 
with controls that will allow operation in one mode for at 
least 4 hours before changing over to the other mode; and be 
provided with controls that allow heating and cooling supply 
temperatures at the changeover point to be no more than 30°F 
(16.7°C) apart. 


C403.4.3.3 Hydronic (water loop) heat pump systems. 
Hydronic heat pump systems shall comply with Sections 
C403.4.3.3.1 through C403.4.3.3.3. 


C403.4.3.3.1 Temperature dead band. Hydronic heat 
pumps connected to a common heat pump water loop with 
central devices for heat rejection and heat addition shall have 
controls that are capable of providing a heat pump water sup- 
ply temperature dead band of at least 20°F (11.1°C) between 
initiation of heat rejection and heat addition by the central 
devices. 


EXCEPTION: Where a system loop temperature optimization con- 


troller is installed and can determine the most efficient 
operating temperature based on real time conditions of 
demand and capacity, dead bands of less than 20°F 
(11°C) shall be permitted. 


C403.4.3.3.2 Heat rejection. Heat rejection equipment shall 
comply with Sections C403.4.3.3.2.1 and C403.4.3.3.2.2. 


EXCEPTION: Where it can be demonstrated that a heat pump system 


will be required to reject heat throughout the year. 


C403.4.3.3.2.1 Climate Zones 3 and 4. For Climate Zones 
3 and 4: 

1. If a closed-circuit cooling tower is used directly in the 
heat pump loop, either an automatic valve shall be installed to 
bypass all but a minimal flow of water around the tower, or 
lower leakage positive closure dampers shall be provided. 

2. If an open-circuit tower is used directly in the heat 
pump loop, an automatic valve shall be installed to bypass all 
heat pump water flow around the tower. 
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3. If an open- or closed-circuit cooling tower is used in 
conjunction with a separate heat exchanger to isolate the 
cooling tower from the heat pump loop, then heat loss shall 
be controlled by shutting down the circulation pump on the 
cooling tower loop. 


C403.4.3.3.2.2 Climate Zones 5 through 8. For Climate 
Zones 5 through 8, if an open- or closed-circuit cooling tower 
is used, then a separate heat exchanger shall be provided to 
isolate the cooling tower from the heat pump loop, and heat 
loss shall be controlled by shutting down the circulation 
pump on the cooling tower loop and providing an automatic 
valve to stop the flow of fluid. 


C403.4.3.3.3 Isolation valve. Each hydronic heat pump on 
the hydronic system having a total pump system power 
exceeding 10 horsepower (hp) (7.5 kW) shall have a two-way 
(but not three-way) valve. For the purposes of this section, 
pump system power is the sum of the nominal power demand 
(i.e., nameplate horsepower at nominal motor efficiency) of 
motors of all pumps that are required to operate at design 
conditions to supply fluid from the heating or cooling source 
to all heat transfer devices (e.g., coils, heat exchanger) and 
return it to the source. This converts the system into a vari- 
able flow system and, as such, the primary circulation pumps 
shall comply with the variable flow requirements in Section 
C403.4.3.6. 


C403.4.3.4 Part load controls. Hydronic systems greater 
than or equal to 300,000 Btu/h (87,930 W) in design output 
capacity supplying heated or chilled water to comfort condi- 
tioning systems shall include controls that have the capability 
to: 

1. Automatically reset the supply-water temperatures 
using zone-return water temperature, building-return water 
temperature, or outside air temperature as an indicator of 
building heating or cooling demand. The temperature shall 
be capable of being reset by at least 25 percent of the design 
supply-to-return water temperature difference; and 

2. Reduce system pump flow by at least 50 percent of 
design flow rate utilizing adjustable speed drive(s) on 
pump(s), or multiple-staged pumps where at least one-half of 
the total pump horsepower is capable of being automatically 
turned off or control valves designed to modulate or step 
down, and close, as a function of load, or other approved 
means. 

Hydronic systems serving hydronic heat pumps are 
exempt from item 1, and only those hydronic systems with a 
total pump system power greater than 3 hp (2.2 kw) shall 
have controls meeting the requirements of item 2, above. 


C403.4.3.5 Pump isolation. Chilled water plants including 
more than one chiller shall have the capability to reduce flow 
automatically through the chiller plant when a chiller is shut 
down and automatically shut off flow to chillers that are shut 
down. Chillers piped in series for the purpose of increased 
temperature differential shall be considered as one chiller. 


EXCEPTION: Chillers that are piped in series for the purpose of 


increased temperature differential. 


Boiler plants including more than one boiler shall have 
the capability to reduce flow automatically through the boiler 
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plant when a boiler is shut down and automatically shut off 
flow to chillers that are shut down. 


C403.4.3.6 Variable flow controls. Individual pumps 
requiring variable speed control per Section C403.4.9 shall 
be controlled in one of the following manners: 

1. For systems having a combined pump motor horse- 
power less than or equal to 20 hp (15 kW) and without direct 
digital control of individual coils, pump speed shall be a 
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1.2. Reset directly based on zone hydronic demand, or 
other zone load indicators; or 

1.3. Reset directly based on pump power and pump dif- 
ferential pressure. 

2. For systems having a combined pump motor horse- 
power that exceeds 20 hp (15 kW) or smaller systems with 
direct digital control, pump speed shall be a function of 
either: 

2.1. The static pressure set point as reset based on the 


function of either: 
1.1. Required differential pressure; or 


valve requiring the most pressure; or 
2.2. Directly controlled based on zone hydronic demand. 


NEW SECTION 
WAC 51-11C-403431 Table C403.4.3.1.1.3—High limit shutoff controls. 


Table C403.3.1.1.3(1) 
High-limit Shutoff Control Options for Air Economizers 


Prohibited Control Types 
Fixed enthalpy 


Climate Zones 
1B, 2B, 3B, 3C, 4B, 4C, 5B, 5C, 
6B, 7, 8 


Allowed Control Types 
Fixed dry-bulb 
Differential dry-bulb 
Electronic enthalpy* 
Differential enthalpy 
Dew-point and dry-bulb temperatures 
Fixed dry-bulb 
Fixed enthalpy 
Electronic enthalpy* 
Differential enthalpy 
Dew-point and dry-bulb temperatures 
Fixed dry-bulb = 
Differential dry-bulb 
Fixed enthalpy 
Electronic enthalpy? 
Differential enthalpy 
Dew-point and dry-bulb temperatures 


1A, 2A, 3A, 4A Differential dry-bulb 


All other climates 


“Electronic enthalpy controllers are devices that use a combination of humidity and dry-bulb temperature in their switching algorithm. 


Table C403.3.1.1.3(2) 
High-limit Shutoff Control Setting for Air Economizers 


Required High Limit (Economizer off When): 


Device Type Climate Zone Equation Description 
Fixed dry-bulb 1B, 2B, 3B, 3C, 4B, 4C, 5B, 5C, Toa > 75°F Outdoor air temperature exceeds 75°F 
6B, 7, 8 
5A, 6A, 7A To4 > 70°F Outdoor air temperature exceeds 70°F 

All other zones To4 > 65°F Outdoor air temperature exceeds 65°F 
Differential dry-bulb 1B, 2B, 3B, 3C, 4B, 4C, 5A, 5B, Tos > Tra Outdoor air temperature exceeds return air temperature 

5C, 6A, 6B, 7, 8 
Fixed enthalpy All hoa > 28 Btu/Ib* Outdoor air enthalpy exceeds 28 Btu/Ib of dry air 
Electronic enthalpy All (To4, RHo4) > A Outdoor air temperature/RH exceeds the "A” setpoint 

curve? 

Differential enthalpy All hoa > Aya Outdoor air enthalpy exceeds return air enthalpy 
Dew-point and dry-bulb tem- All DPo4> 55°F or Tog > 75°F | Outdoor air dry-bulb exceeds 75°F or outside dew-point 


peratures exceeds 55°F (65 gr/lb) 


For SI: °C = (°F - 32) x 5/9, 1 Btu/lb = 2.33 kJ/kg. 
* At altitudes substantially different than sea level, the fixed enthalpy limit shall be set to the enthalpy value at 75°F and 50 percent relative humidity. 
As an example, at approximately 6,000 feet elevation the fixed enthalpy limit is approximately 30.7 Btu/Ib. 


> Setpoint "A" corresponds to a curve on the psychometric chart that goes through a point at approximately 75°F and 40 percent relative humidity 
and is nearly parallel to dry-bulb lines at low humidity levels and nearly parallel to enthalpy lines at high humidity levels. 
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NEW SECTION 


WAC 51-11C-40344 Section C403.4.4—Heat rejec- 
tion equipment fan speed control. 


C403.4.4 Heat rejection equipment fan speed control. 
Each fan powered by a motor of 7.5 hp (5.6 kW) or larger 
shall have controls that automatically change the fan speed to 
control the leaving fluid temperature or condensing tempera- 
ture/pressure of the heat rejection device. 


NEW SECTION 


WAC 51-11C-40345 Section C403.4.5—Require- 
ments for complex mechanical systems serving multiple 
zones. 


C403.4.5 Requirements for complex mechanical systems 
serving multiple zones. Sections C403.4.5.1 through 
C403.4.5.4 shall apply to complex mechanical systems serv- 
ing multiple zones. Supply air systems serving multiple 
zones shall be VAV systems which, during periods of occu- 
pancy, are designed and capable of being controlled to reduce 
primary air supply to each zone to one of the following before 
reheating, recooling or mixing takes place: 

1. Thirty percent of the maximum supply air to each 
zone. 


2. Three hundred cfm (142 L/s) or less where the maxi- 
mum flow rate is less than 10 percent of the total fan system 
supply airflow rate. 


3. The minimum ventilation requirements of Chapter 4 
of the International Mechanical Code. 


4. Minimum flow rates required by applicable codes or 
standards for occupant health and safety. 


EXCEPTION: The following define where individual zones or where 
entire air distribution systems are exempted from the 
requirement for VAV control: 

1. Reserved. 

2. Zones or supply air systems where at least 75 per- 
cent of the energy for reheating or for providing warm 
air in mixing systems is provided from a site-recov- 
ered or site-solar energy source. 

3. Zones where special humidity levels are required to 
satisfy process needs. 

4. Zones with a peak supply air quantity of 300 cfm 
(142 L/s) or less and where the flow rate is less than 10 
percent of the total fan system supply airflow rate. 

5. Zones where the volume of air to be reheated, 
recooled or mixed is no greater than the volume of 
outside air required to meet the minimum ventilation 
requirements of Chapter 4 of the International 
Mechanical Code. 

6. Zones or supply air systems with thermostatic and 
humidistatic controls capable of operating in sequence 
the supply of heating and cooling energy to the zones 
and which are capable of preventing reheating, recool- 
ing, mixing or simultaneous supply of air that has 
been previously cooled, either mechanically or 
through the use of economizer systems, and air that 
has been previously mechanically heated. 


C403.4.5.1 Single duct variable air volume (VAV) sys- 
tems, terminal devices. Single duct VAV systems shall use 
terminal devices capable of reducing the supply of primary 
supply air before reheating or recooling takes place. 
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C403.4.5.2 Dual duct and mixing VAV systems, terminal 
devices. Systems that have one warm air duct and one cool 
air duct shall use terminal devices which are capable of 
reducing the flow from one duct to a minimum before mixing 
of air from the other duct takes place. 


C403.4.5.3 Reserved. 


C403.4.5.4 Supply-air temperature reset controls. Multi- 
ple zone HVAC systems shall include controls that automati- 
cally reset the supply-air temperature in response to represen- 
tative building loads, or to outdoor air temperature. The con- 
trols shall be capable of resetting the supply air temperature 
at least 25 percent of the difference between the design sup- 
ply-air temperature and the design room air temperature. 


EXCEPTIONS: 1. Systems that prevent reheating, recooling or mixing 


of heated and cooled supply air. 


2. Seventy-five percent of the energy for reheating is 
from site-recovered or site solar energy sources. 


3. Zones with peak supply air quantities of 300 cfm 
(142 L/s) or less. 


NEW SECTION 


WAC 51-11C-40346 Section C403.4.6—Heat recov- 
ery for service water heating. 


C403.4.6 Heat recovery for service water heating. Con- 
denser heat recovery shall be installed for heating or reheat- 
ing of service hot water provided the facility operates 24 
hours a day, the total installed heat capacity of water cooled 
systems exceeds 1,500,000 Btu/hr of heat rejection, and the 
design service water heating load exceeds 250,000 Btu/hr. 


The required heat recovery system shall have the capac- 
ity to provide the smaller of: 


1. Sixty percent of the peak heat rejection load at design 
conditions; or 


2. The preheating required to raise the peak service hot 
water draw to 85°F (29°C). 


EXCEPTIONS: 1. Facilities that employ condenser heat recovery for 


space heating or reheat purposes with a heat recovery 
design exceeding 30 percent of the peak water-cooled 
condenser load at design conditions. 


2. Facilities that provide 60 percent of their service 
water heating from site solar or site recovered energy 
or from other sources. 


NEW SECTION 


WAC 51-11C-40347 Section C403.4.7—Hot gas 
bypass limitation. 


C403.4.7 Hot gas bypass limitation. Cooling systems shall 
not use hot gas bypass or other evaporator pressure control 
systems unless the system is designed with multiple steps of 
unloading or continuous capacity modulation. The capacity 
of the hot gas bypass shall be limited as indicated in Table 
C403.4.7. 


EXCEPTION: Unitary packaged systems with cooling capacities not 


greater than 90,000 Btu/h (26,379 W). 
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Table C403.4.7 
Maximum Hot Gas Bypass Capacity 
Maximum Hot Gas Bypass 
Capacity (% of total 
Rated Capacity capacity) 
< 240,000 Btu/h 50 
> 240,000 Btu/h 25 


For SI: 1 British thermal unit per hour = 0.2931 W. 


NEW SECTION 


WAC 51-11C-40350 Section C403.5—Walk-in cool- 
ers and freezers. 


C403.5 Walk-in coolers and walk-in freezers. Walk-in 
coolers and walk-in freezers shall comply with all of the fol- 
lowing: 

1. Anti-sweat heaters without anti-sweat heater controls 
shall have a total door rail, glass, and frame heater power 
draw of less than or equal to 7.1 watts per square foot of door 
opening for walk-in freezers, and 3.0 watts per square foot of 
door opening for walk-in coolers. 

2. Anti-sweat heater controls shall reduce the energy use 
of the anti-sweat heater as a function of the relative humidity 
in the air outside the door or to the condensation on the inner 
glass pane. 

3. Evaporator fan motors that are less than 1 horsepower 
and less than 460 volts shall use electronically commutated 
motors (brushless direct current motors) or 3-phase motors. 

4. Condenser fan motors that are less than 1 horsepower 
shall use electronically commutated motors, permanent split 
capacitor-type motors or 3-phase motors. 


NEW SECTION 


WAC 51-11C-40360 Section C403.6—Refrigerated 
warehouse coolers and freezers. 


NEW SECTION 
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C403.6 Refrigerated warehouse coolers and refrigerated 
warehouse freezers. Refrigerated warehouse coolers and 
refrigerated warehouse freezers shall comply with all of the 
following: 

1. Evaporator fan motors that are less than 1 horsepower 
and less than 460 volts shall use electronically commutated 
motors (brushless direct current motors) or 3-phase motors. 

2. Condenser fan motors that are less than 1 horsepower 
shall use electronically commutated motors, permanent split 
capacitor-type motors or 3-phase motors. 


NEW SECTION 


WAC 51-11C-40400 Section C404—Service water 
heating (Mandatory). 


NEW SECTION 
WAC 51-11C-40401 Section C404.1—General. 


C404.1 General. This section covers the minimum effi- 
ciency of, and controls for, service water-heating equipment 
and insulation of service hot water piping. 


NEW SECTION 


WAC 51-11C-40402 Section C404.2—Service water- 
heating equipment performance efficiency. 


C404.2 Service water-heating equipment performance 
efficiency. Water-heating equipment and hot water storage 
tanks shall meet the requirements of Table C404.2. The effi- 
ciency shall be verified through certification and listed under 
an approved certification program, or if no certification pro- 
gram exists, the equipment efficiency ratings shall be sup- 
ported by data furnished by the manufacturer. 


WAC 51-11C-404021 Table C404.2—Minimum performance of water-heating equipment. 


Table C404.2 


Minimum Performance of Water-Heating Equipment 


Subcategory or Rating 


gas 


Btu/h 


gal 


Equipment Type Size Category (input) Condition Performance Required™” Test Procedure 

<12 kW Resistance 0.97 - 0.00 132V, EF DOE 10 C.F.R. Part 430 
Water heaters, electric >12 kW Resistance 1.73V + 155 SL, Btu/h ANSI Z21.10.3 

< 24 amps and < 250 volts Heat pump 0.93 - 0.00 132V, EF DOE 10 C.F.R. Part 430 

< 75,000 Btu/h > 20 gal 0.67 - 0.0019V, EF DOE 10 C.F.R. Part 430 
Storage water heaters, gas > 75,000 Btu/h and < 155,000 | < 4,000 Btu/h/gal 80% E, (Q/800 + 110VV) SL, | ANSI Z21.10.3 

Btu/h Btu/h 

> 155,000 Btu/h < 4,000 Btu/h/gal 80% E, (Q/800 + 110V) 

SL, Btu/h 
> 50,000 Btu/h and < 200,000 | > 4,000 (Btu/h)/galand<2 | 0.62 - 0.00 19V, EF DOE 10 C.F.R. Part 430 


Instantaneous water heaters, 


2 200,000 Btu/h® 


2 4,000 Btu/h/gal and < 10 
gal 


80% E, 


ANSI Z21.10.3 
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Equipment Type 


Size Category (input) 


Subcategory or Rating 
Condition 


Performance Required® > 


Test Procedure 


2 200,000 Btu/h 


2 4,000 Btu/h/gal and = 10 
gal 


80% E, (Q/800 + 110VV) SL, 
Btu/h 


Storage water heaters, oil 


< 105,000 Btu/h 


2 20 gal 


0.59 - 0.0019V, EF 


DOE 10 C.F.R. Part 430 


> 105,000 Btu/h 


< 4,000 Btu/h/gal 


78% E, (Q/800+ 110VV) SL, 
Btu/h 


ANSI Z21.10.3 


< 210,000 Btu/h 


2 4,000 Btu/h/gal and < 2 gal 


0.59 - 0.0019V, EF 


DOE 10 C.F.R. Part 430 


Instantaneous water heaters, | > 210,000 Btu/h > 4,000 Btu/h/gal and < 10 80% E, ANSI Z21.10.3 
oil gal 
> 210,000 Btu/h = 4,000 Btu/h/gal and = 10 78% E, (Q/800 + 110VV) SL, 
gal Btu/h 
Hot water supply boilers, gas | > 300,000 Btu/h and > 4,000 Btu/h/gal and < 10 80% E, ANSI Z21.10.3 


and oil < 12,500,000 Btu/h gal 


Hot water supply boilers, gas | > 300,000 Btu/h and 


2 4,000 Btu/h/gal and = 10 


80% E,(Q/800 + 110VV) SL, 


< 12,500,000 Btu/h gal Btu/h 
Hot water supply boilers, oil | > 300,000 Btu/h and > 4,000 Btu/h/gal and > 10 78% E, (Q/800+ 110VV) SL, 
< 12,500,000 Btu/h gal Btu/h 
Pool heaters, gas and oil All — 78% E, ASHRAE 146 
Heat pump pool heaters All = 4.0 COP AHRI 1160 
Unfired storage tanks All — Minimum insulation require- | (none) 
ment R-12.5 


(he f? + °F)/Btu 


For SI: °C = [(°F) - 32]/1.8, 1 British thermal unit per hour = 
0.2931 W, 1 gallon = 3.785 L, 1 British thermal unit per hour per 
gallon = 0.078 W/L. 


Energy factor (EF) and thermal efficiency (E) are minimum 


requirements. In the EF equation, V is the rated volume in gal- 
lons. 


Standby loss (SL) is the maximum Btu/h based on a nominal 
70°F temperature difference between stored water and ambient 
requirements. In the SL equation, Q is the nameplate input rate in 
Btu/h. In the SL equation for electric water heaters, V is the rated 
volume in gallons. In the SL equation for oil and gas water heat- 
ers and boilers, V is the rated volume in gallons. 


‘Instantaneous water heaters with input rates below 200,000 
Btu/h must comply with these requirements if the water heater is 
designed to heat water to temperatures 180°F or higher. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-11C-40403 Section C404.3—Temperature 
controls. 


C404.3 Temperature controls. Service water-heating 
equipment shall be provided with controls to allow a setpoint 
of 110°F (43°C) for equipment serving dwelling units and 
90°F (32°C) for equipment serving other occupancies. The 
outlet temperature of lavatories in public facility rest rooms 
shall be limited to 110°F (43°C). 


NEW SECTION 
WAC 51-11C-40404 Section C404.4—Heat traps. 


C404.4 Heat traps. Water-heating equipment not supplied 
with integral heat traps and serving noncirculating systems 
shall be provided with heat traps on the supply and discharge 
piping associated with the equipment. 
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NEW SECTION 


WAC 51-11C-40405 Section 
installation. 


C404.5—Water heater 


C404.5 Water heater installation. Electric water heaters in 
unconditioned spaces or on concrete floors shall be placed on 
an incompressible, insulated surface with a minimum thermal 
resistance of R-10. 


NEW SECTION 


WAC 51-11C-40406 Section C404.6—Pipe insula- 
tion. 


C404.6 Pipe insulation. For automatic-circulating hot water 
and heat-traced systems, piping shall be insulated with not 
less than 1 inch (25 mm) of insulation having a conductivity 
not exceeding 0.27 Btu per inch/h x ft? x °F (1.53 W per 25 
mm/m? x K). The first 8 feet (2438 mm) of piping in nonhot- 
water-supply temperature maintenance systems served by 
equipment without integral heat traps shall be insulated with 
0.5 inch (12.7 mm) of material having a conductivity not 
exceeding 0.27 Btu per inch/h x ft? x °F (1.53 W per 25 
mm/m? x K). 
EXCEPTIONS: 1. Heat-traced piping systems shall meet the insula- 
tion thickness requirements per the manufacturer's 
installation instructions. Untraced piping within a 
heat traced system shall be insulated with not less than 
1 inch (25 mm) of insulation having a conductivity not 
exceeding 0.27 Btu per inch/h x ft? x °F (1.53 W per 
25 mm/m? x K). 


2. Hot water piping that is part of the final pipe run to 
the plumbing fixture and is not part of the automatic- 
circulating hot water recirculation path is not required 
to meet the minimum insulation requirements of 
C404.6. 
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NEW SECTION 


WAC 51-11C-40407 Section C404.7—Hot water sys- 
tem controls. 


C404.7 Hot water system controls. Circulating hot water 
system pumps or heat trace shall be arranged to be turned off 
either automatically or manually when there is limited hot 
water demand. Ready access shall be provided to the operat- 
ing controls. 


NEW SECTION 


WAC 51-11C-40408 Section C404.8—Shut-off con- 
trols. 


C404.8 Shut-off controls. Systems designed to maintain 
usage temperatures in hot water pipes, such as circulating hot 
water systems or heat traced pipes, shall be equipped with 
automatic time switches or other controls to turn off the sys- 
tem during periods of nonuse. 


NEW SECTION 


WAC 51-11C-40409 Section C404.9—Domestic hot 
water meters. 


C404.9 Domestic hot water meters. Each individual dwell- 
ing unit in a Group R-2 multi-family residential occupancy 
with central service shall be provided with a domestic hot 
water meter to allow for domestic hot water billing based on 
actual domestic hot water usage. 


NEW SECTION 


WAC 51-11C-40410 Section C404.10—Pools and in- 
ground spas. 


C404.10 Pools and in-ground permanently installed spas 
(mandatory). Pools and in-ground permanently installed 
spas shall comply with Sections C404.10.1 through 
C404.10.4. 


C404.10.1 Heaters. Heat pump pool heaters shall have a 
minimum COP of 4.0 determined in accordance with 
ASHRAE Standard 146. Other pool heating equipment shall 
comply with the applicable efficiencies in Section C404.2.3. 

All heaters shall be equipped with a readily accessible 
on-off switch that is mounted outside of the heater to allow 
shutting off the heater without adjusting the thermostat set- 
ting. Gas-fired heaters shall not be equipped with constant 
burning pilot lights. 


C404.10.2 Time switches. Time switches or other control 
method that can automatically turn off and on heaters and 
pumps according to a preset schedule shall be installed on all 
heaters and pumps. Heaters, pumps and motors that have 
built in timers shall be deemed in compliance with this 
requirement. 


EXCEPTIONS: 1. Where public health standards require 24-hour 
pump operation. 
2. Where pumps are required to operate solar- and 
waste-heat-recovery pool heating systems. 
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C404.10.3 Covers. Heated pools and in-ground permanently 
installed spas shall be provided with a vapor-retardant cover 
on or at the water surface. Pools heated to more than 90°F 
shall have a pool cover with a minimum insulation value of 
R-12, and the sides and bottom of the pool shall also have a 
minimum insulation value of R-12. 


C404.10.4 Heat recovery. Heated indoor swimming pools, 
spas or hot tubs with water surface area greater than 200 
square feet shall provide for energy conservation by an 
exhaust air heat recovery system that heats ventilation air, 
pool water or domestic hot water. The heat recovery system 
shall be capable of decreasing the exhaust air temperature at 
design heating conditions (80°F indoor) by 36°F (10°C) in 
Climate Zones 4C and 5B and 48°F (26.7°C) in Climate Zone 
6B. 


EXCEPTION: Pools, spas or hot tubs that include system(s) that pro- 


vide equivalent recovered energy on an annual basis 
through one of the following methods: 


1. Renewable energy; 
2. Dehumidification heat recovery; 
3. Waste heat recovery; or 


4. A combination of these system sources capable of 
providing at least 70 percent of the heating energy 
required over an operating season. 


NEW SECTION 


WAC 51-11C-40500 Section C405—Electrical power 
and lighting systems. 


NEW SECTION 
WAC 51-11C-40501 Section C405.1—General. 


C405.1 General (mandatory). This section covers lighting 
system controls, the connection of ballasts, the maximum 
lighting power for interior applications, electrical energy 
consumption, minimum acceptable lighting equipment for 
exterior applications, and minimum efficiencies for motors 
and transformers. 


EXCEPTION: Dwelling units within commercial buildings shall not 


be required to comply with Sections C405.2 through 
C405.5 provided that a minimum of 75 percent of the 
lamps in permanently installed light fixtures shall be 
high efficacy lamps. 


Walk-in coolers and walk-in freezers shall comply with 
C405.10. Refrigerated warehouse coolers and refrigerated 
warehouse freezers shall comply with C405.11. 


NEW SECTION 


WAC 51-11C-40502 Section C405.2—Electrical 
power and lighting systems. 


C405.2 Lighting controls (mandatory). Lighting systems 
shall be provided with controls as specified in Sections 
C405.2.1, C405.2.2, C405.2.3, C405.2.4 and C405.2.5. 


EXCEPTION: Industrial or manufacturing process areas, as may be 


required for production and safety. 
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NEW SECTION 


WAC 51-11C-405021 Section C405.2.1—Manual 
lighting controls. 


C405.2.1 Manual lighting controls. All buildings shall 
include manual lighting controls that meet the requirements 
of Sections C405.2.1.1 and C405.2.1.2. 


C405.2.1.1 Interior lighting controls. Each area enclosed 
by walls or floor-to-ceiling partitions shall have at least one 
manual control for the lighting serving that area. The 
required controls shall be located within the area served by 
the controls or be a remote switch that identifies the lights 
served and indicates their status. 


EXCEPTIONS: 1. Areas designated as security or emergency areas 


that need to be continuously lighted. 
2. Lighting in stairways or corridors that are elements 
of the means of egress. 


C405.2.1.2 Light reduction controls. Each area that is 
required to have a manual control shall also allow the occu- 
pant to reduce the connected lighting load in a reasonably 
uniform illumination pattern by at least 50 percent. Lighting 
reduction shall be achieved by one of the following or other 
approved method: 

1. Controlling all lamps or luminaires; 

2. Dual switching of alternate rows of luminaires, alter- 
nate luminaires or alternate lamps; 

3. Switching the middle lamp luminaires independently 
of the outer lamps; or 

4. Switching each luminaire or each lamp. 


EXCEPTION: Light reduction controls need not be provided in the 


following areas and spaces: 

1. Areas that have only one luminaire, with rated 
power less than 100 watts. 

2. Areas that are controlled by an occupant-sensing 
device. 

3. Corridors, equipment rooms, storerooms, rest- 
rooms, public lobbies, electrical or mechanical rooms. 
4. Sleeping unit (see Section C405.2.3). 

5. Spaces that use less than 0.6 watts per square foot 
(6.5 W/m). 

6. Daylight spaces complying with Section 
C405.2.2.3.2. 


NEW SECTION 


WAC 51-11C-405022 Section C405.2.2—Additional 
lighting controls. 


C405.2.2 Additional lighting controls. Each area that is 
required to have a manual control shall also have controls that 
meet the requirements of Sections C405.2.2.1, C405.2.2.2 
and C405.2.2.3. 


EXCEPTION: Additional lighting controls need not be provided in 
the following spaces: 

1. Sleeping units. 

2. Spaces where patient care is directly provided. 

3. Spaces where an automatic shutoff would endanger 
occupant safety or security. 


4. Lighting intended for continuous operation. 


C405.2.2.1 Automatic time switch control devices. Auto- 
matic time switch controls shall be installed to control light- 
ing in all areas of the building. Automatic time switches shall 
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have a minimum 7 day clock and be capable of being set for 
7 different day types per week and incorporate an automatic 
holiday "shut-off" feature, which turns off all loads for at 
least 24 hours and then resumes normally scheduled opera- 
tions. Automatic time switches shall also have program 
back-up capabilities, which prevent the loss of program and 
time settings for at least 10 hours, if power is interrupted. 


EXCEPTIONS: 1. Emergency egress lighting does not need to be con- 


trolled by an automatic time switch. 

2. Lighting in spaces controlled by occupancy sensors 
does not need to be controlled by automatic time 
switch controls. 


The automatic time switch control device shall include 
an override switching device that complies with the follow- 
ing: 

1. The override switch shall be in a readily accessible 
location; 

2. The override switch shall be located where the lights 
controlled by the switch are visible; or the switch shall pro- 
vide a mechanism which announces the area controlled by 
the switch; 

3. The override switch shall permit manual operation; 

4. The override switch, when initiated, shall permit the 
controlled lighting to remain on for a maximum of 2 hours; 
and 

5. Any individual override switch shall control the light- 
ing for a maximum area of 5,000 square feet (465 m°). 


EXCEPTION: Within malls, arcades, auditoriums, single tenant retail 


spaces, industrial facilities and arenas: 

1. The time limit shall be permitted to exceed 2 hours 
provided the override switch is a captive key device; 
and 

2. The area controlled by the override switch is per- 
mitted to exceed 5,000 square feet (465 m°), but shall 
not exceed 20,000 square feet (1860 mô). 


C405.2.2.2 Occupancy sensors. Occupancy sensors shall be 
installed in all classrooms, conference/meeting rooms, 
employee lunch and break rooms, private offices, restrooms, 
warehouse spaces, storage rooms and janitorial closets, and 
other spaces 300 square feet (28 m?) or less enclosed by floor- 
to-ceiling height partitions. These automatic control devices 
shall be installed to automatically turn off lights within 30 
minutes of all occupants leaving the space, and shall either be 
manual on or shall be controlled to automatically turn the 
lighting on to not more than 50 percent power. 


EXCEPTION: Full automatic-on controls shall be permitted to con- 


trol lighting in public corridors, stairways, restrooms, 
primary building entrance areas and lobbies, and areas 
where manual-on operation would endanger the safety 
or security of the room or building occupants. 


C405.2.2.3 Daylight zone control. Daylight zones shall be 
designed such that lights in the daylight zone are controlled 
independently of general area lighting and are controlled in 
accordance with Section C405.2.2.3.2. Each daylight control 
zone shall not exceed 2,500 square feet (232 m?). Contiguous 
daylight zones adjacent to vertical fenestration are allowed to 
be controlled by a single controlling device provided that 
they do not include zones facing more than two adjacent car- 
dinal orientations (i.e., north, east, south, west). The primary 
daylight zone shall be controlled separately from the second- 
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ary daylight zone. Daylight zones under skylights more than 
15 feet (4572 mm) from the perimeter shall be controlled sep- 
arately from daylight zones adjacent to vertical fenestration. 
Controls shall: 

1. Control only luminaires within the daylit area. 

2. Incorporate time-delay circuits to prevent cycling of 
light level changes of less than three minutes. 


EXCEPTION: Daylight zones enclosed by walls or ceiling height 


partitions and containing two or fewer light fixtures 
are not required to have a separate switch for general 
area lighting. 


C405.2.2.3.1 Reserved. 


C405.2.2.3.2 Automatic daylighting controls. Setpoint and 
other controls for calibrating the lighting control device shall 
be readily accessible. 

Daylighting controls device shall be capable of automat- 
ically reducing the lighting power in response to available 
daylight by either one of the following methods: 

1. Continuous dimming using dimming ballasts and day- 
light-sensing automatic controls that are capable of reducing 
the power of general lighting in the daylit zone continuously 
to less than 20 percent of rated power at maximum light out- 
put. 

2. Stepped dimming using multi-level switching and 
daylight-sensing controls that are capable of reducing light- 
ing power automatically. The system shall provide a mini- 
mum of two control channels per zone and be installed in a 
manner such that at least one control step is between 50 per- 
cent and 70 percent of design lighting power and another con- 
trol step is no greater than 35 percent of design power, and 
the system is capable of automatically turning the system off. 


C405.2.2.3.3 Reserved. 


NEW SECTION 


WAC 51-11C-405023 Section C405.2.3—Specific 
application controls. 


C405.2.3 Specific application controls. Specific applica- 
tion controls shall be provided for the following: 

1. Display and accent light shall be controlled by a dedi- 
cated control which is independent of the controls for other 
lighting within the room or space. 

2. Lighting in cases used for display case purposes shall 
be controlled by a dedicated control which is independent of 
the controls for other lighting within the room or space. 

3. Hotel and motel sleeping units and guest suites shall 
have a master control device at the main room entry that con- 
trols all permanently installed luminaires and switched recep- 
tacles. Where a hotel/motel includes more than 50 rooms, 
controls shall be automatic to ensure all power to the lights 
and switched outlets are turned off when the occupant is not 
in the room. 

4. Supplemental task lighting, including permanently 
installed under-shelf or under-cabinet lighting, shall be auto- 
matically shut off whenever that space is unoccupied and 
shall have a control device integral to the luminaires or be 
controlled by a wall-mounted control device provided the 
control device is readily accessible. 
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5. Lighting for nonvisual applications, such as plant 
growth and food warming, shall be controlled by a dedicated 
control which is independent of the controls for other lighting 
within the room or space. 

6. Lighting equipment that is for sale or for demonstra- 
tions in lighting education shall be controlled by a dedicated 
control which is independent of the controls for other lighting 
within the room or space. 

7. Luminaires serving the exit access and providing 
means of egress illumination required by Section 1006.1 of 
the International Building Code, including luminaires that 
function as both normal and emergency means of egress illu- 
mination shall be controlled by a combination of listed emer- 
gency relay and occupancy sensors, or signal from another 
building control system, that automatically shuts off the 
lighting when the areas served by that illumination are unoc- 
cupied. 


EXCEPTION: Means of egress illumination serving the exit access 


that does not exceed 0.05 watts per square foot of 
building area is exempt from this requirement. 


NEW SECTION 


WAC 51-11C-405024 Section C405.2.4— Exterior 
lighting controls. 


C405.2.4 Exterior lighting controls. Lighting not desig- 
nated for dusk-to-dawn operation shall be controlled by 
either a combination of a photosensor and a time switch, or an 
astronomical time switch. Lighting designated for dusk-to- 
dawn operation shall be controlled by an astronomical time 
switch or photosensor. All time switches shall be capable of 
retaining programming and the time setting during loss of 
power for a period of at least 10 hours. 


NEW SECTION 


WAC 51-11C-405025 Section C405.2.5—Area con- 
trols. 


C405.2.5 Area controls. The maximum lighting power that 
may be controlled from a single switch or automatic control 
shall not exceed that which is provided by a 20 ampere circuit 
loaded to not more than 80 percent. A master control may be 
installed provided the individual switches retain their capa- 
bility to function independently. Circuit breakers may not be 
used as the sole means of switching. 


EXCEPTION: Areas less than 5 percent of the building footprint for 


footprints over 100,000 ft?. 


NEW SECTION 
WAC 51-11C-40503 Section C405.3—Reserved. 
C405.3 Reserved. 


NEW SECTION 
WAC 51-11C-40504 Section C405.4—Exit signs. 


C405.4 Exit signs (mandatory). Internally illuminated exit 
signs shall not exceed 5 watts per side. 


Washington State Register, Issue 13-04 


NEW SECTION 


WAC 51-11C-40505 Section C405.5—Interior light- 
ing power requirements. 


C405.5 Interior lighting power requirements (prescrip- 
tive). A building complies with this section if its total con- 
nected lighting power calculated under Section C405.5.1 is 
no greater than the interior lighting power calculated under 
Section C405.5.2. 


NEW SECTION 


WAC 51-11C-405051 Section C405.5.1—Total con- 
nected interior lighting power. 


C405.5.1 Total connected interior lighting power. The 
total connected interior lighting power (watts) shall be the 
sum of the watts of all interior lighting equipment as deter- 
mined in accordance with Sections C405.5.1.1 through 
C405.5.1.4. 


EXCEPTIONS: 1. The connected power associated with the following 
lighting equipment is not included in calculating total 
connected lighting power. 

1.1. Professional sports arena playing field lighting. 
1.2. Emergency lighting automatically off during nor- 
mal building operation. 

1.3. Lighting in spaces specifically designed for use 
by occupants with special lighting needs including the 
visually impaired and other medical and age-related 
issues. 

1.4. Casino gaming areas. 

1.5. General area lighting power in industrial and 
manufacturing occupancies dedicated to the inspec- 
tion or quality control of goods and products. 

2. Lighting equipment used for the following shall be 
exempt provided that it is in addition to general light- 
ing and is controlled by an independent control 
device: 

2.1. Task lighting for medical and dental purposes. 
2.2. Display lighting for exhibits in galleries, muse- 
ums and monuments. 

3. Lighting for theatrical purposes, including perfor- 
mance, stage, film production and video production. 
4. Lighting for photographic processes. 

5. Lighting integral to equipment or instrumentation 
and is installed by the manufacturer. 

6. Task lighting for plant growth or maintenance. 

7. Advertising signage or directional signage. 

8. In restaurant buildings and areas, lighting for food 
warming or integral to food preparation equipment. 

9. Lighting equipment that is for sale. 

10. Lighting demonstration equipment in lighting edu- 
cation facilities. 

11. Lighting approved because of safety or emergency 
considerations, inclusive of exit lights. 

12. Lighting integral to both open and glass enclosed 
refrigerator and freezer cases. 

13. Lighting in retail display windows, provided the 
display area is enclosed by ceiling-height partitions. 
14. Furniture mounted supplemental task lighting that 
is controlled by automatic shutoff. 

15. Lighting used for aircraft painting. 


C405.5.1.1 Screw lamp holders. The wattage shall be the 
maximum labeled wattage of the luminaire. 


C405.5.1.2 Low-voltage lighting. The wattage shall be the 
specified wattage of the transformer supplying the system. 
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C405.5.1.3 Other luminaires. The wattage of all other 
lighting equipment shall be the wattage of the lighting equip- 
ment verified through data furnished by the manufacturer or 
other approved sources. 


C405.5.1.4 Line-voltage lighting track and plug-in bus- 
way. The wattage shall be: 

1. The specified wattage of the luminaires included in the 
system with a minimum of 50 W/lin ft. (162 W/lin. m); 

2. The wattage limit of the system's circuit breaker; or 

3. The wattage limit of other permanent current limiting 
device(s) on the system. 


NEW SECTION 


WAC 51-11C-405052 Section C405.5.2—Interior 
lighting power requirements. 


C405.5.2 Interior lighting power. The total interior lighting 
power allowance (watts) is determined according to Table 
C405.5.2(1) using the Building Area Method, or Table 
C405.5.2(2) using the Space-by-Space Method, for all areas 
of the building covered in this permit. For the Building Area 
Method, the interior lighting power allowance is the floor 
area for each building area type listed in Table C405.5.2(1) 
times the value from Table C405.5.2(1) for that area. For the 
purposes of this method, an "area" shall be defined as all con- 
tiguous spaces that accommodate or are associated with a sin- 
gle building area type as listed in Table C405.5.2(1). Where 
this method is used to calculate the total interior lighting 
power for an entire building, each building area type shall be 
treated as a separate area. For the Space-by-Space Method, 
the interior lighting power allowance is determined by multi- 
plying the floor area of each space times the value for the 
space type in Table C405.5.2(2) that most closely represents 
the proposed use of the space, and then summing the lighting 
power allowances for all spaces. Tradeoffs among spaces are 
permitted. 


NEW SECTION 


WAC 51-11C-405053 Table C405.5.2(1)—Interior 
lighting power allowances—Building area method. 


Table C405.5.2(1) 
Interior Lighting Power Allowances—Building Area 
Method 
Building Area Type LPD (w/ft?) 
Automotive facility 0.82 
Convention center 1.08 
Court house 1.05 
Dining: Bar lounge/leisure 0.99 
Dining: Cafeteria/fast food 0.90 
Dining: Family 0.89 
Dormitory 0.61 
Exercise center 0.88 
Fire station 0.71 
Gymnasium 0.95 
Permanent 
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Building Area Type LPD (w/ft’) Common Space-by-Space Types LPD (w/ft?) 
Health care clinic 0.87 Laboratory for classrooms 1.28 
Hospital 1.20 Laboratory for medical/indus- 1.81 
Hotel 1.00 trial/research 
Library 1.18 Lobby 0.90 
Manufacturing facility 1.11 Lobby for performing arts theater 2.00 
Motel 0.88 Lobby for motion picture theater 0.52 
Motion picture theater 0.83 Locker room 0.75 
Multifamily 0.60 Lounge recreation 0.73 
Museum 1.00 Office - Enclosed 1.11 
Office 0.90 Office - Open plan 0.98 
Parking garage 0.20 Restroom 0.98 
Penitentiary 0.90 Sales area 1.68 
Performing arts theater 1.25 Stairway 0.69 
Police station 0.90 Storage 0.63 
Post office 0.87 Workshop 1.59 
Religious building 1.05 Building Specific Space-by-space Types 
Retail 1.33 Automotive - Service/repair 0.67 
School /university 0.99 Bank/office - Banking activity area 1.38 
Sports arena 0.78 Convention center 
Town hall 0.92 Exhibit space 1.45 
Transportation 0.77 Audience/seating area 0.82 
Warehouse 0.50 Courthouse/police station/penitentiary 
Workshop 1.20 Courtroom 1.72 
Confinement cells 1.10 
NEW SECTION Judge chambers 1.17 
WAC 51-11C-405054 Table C405.5.5.2(2)—Interior Penitentiary audience seat- | 0.43 
lighting power allowances—Space-by-space method. mg 
Penitentiary classroom 1.34 
; sae Miner Penitentiary dining 1.07 
Interior Lighting Power Allowances—Space-by-Space - — 
Method Dormitory living quarters 0.38 
Fire stations 
Common Space-by-Space Types LPD (w/ft?) Engine rooms 0.56 
Atrium - First 40 feet in height 0.03 per ft. ht. Sleeping quarters 0.25 
Atrium - Above 40 feet in height 0.02 per ft. ht. Gymnasium/fitness center 
Audience/seating area - Permanent Fitness area 0.72 
For auditorium 0.79 Gymnasium audience/seat- | 0.43 
For performing arts theater | 2.43 ing 
For motion picture theater 1.14 Playing area 1.20 
Classroom/lecture/training 1.24 Health care clinic/hospital 
Conference/meeting/multipurpose 1.23 Corridors/transition 0.89 
Corridor/transition 0.66 Emergency 2.26 
Dining area Exam/treatment 1.66 
Bar/lounge/leisure dining 1.31 Medical supplies 1.27 
Family dining area 0.89 Nursery 0.88 
Dressing/fitting room performing arts | 0.40 Nurse station 0.87 
theater Operating room 1.89 
Electrical/mechanical 0.95 Patient room 0.62 
Food preparation 0.99 
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Common Space-by-Space Types LPD (w/ft?) Common Space-by-Space Types LPD (w/ft?) 
Pharmacy 1.14 Religious building 
Physical therapy 0.91 Audience seating 1.53 
Radiology/imaging 1.32 Fellowship hall 0.64 
Recovery 1.15 Worship pulpit/choir 1.53 
Hotel Retail 
Dining area 0.82 Dressing/fitting area 0.87 
Guest rooms 1.11 Mall concourse 1.10 
Hotel lobby 1.06 Sales area 1.68? 
Highway lodging dining 0.88 Sports arena 
Highway lodging guest 0.75 Audience seating 0.43 
rooms Court sports area - Class 4 | 0.72 
Library Court sports area - Class 3 1.20 
Card file and cataloguing 0.72 Court sports area - Class2 | 1.92 
Reading area 0.93 Court sports area - Class 1 | 3.01 
Stacks 1.71 Ring sports area 2.68 
Manufacturing Transportation 
Corridors/transition 0.41 Air/train/bus baggage area | 0.76 
Detailed manufacturing 1.29 Airport concourse 0.36 
Equipment room 0.95 Audience seating 0.54 
Extra high bay (> 50-foot 1.05 Terminal - Ticket counter 1.08 
floor-ceiling height) Warehouse 
High bay (25 - 50-foot floor- | 1.23 Fine material storage 0.95 
ceiling height) Medium/bulky material 0.58 
Low bay (< 25-foot floor- 1.19 
ceiling height) For SI: 1 foot = 304.8 mm, | watt per square foot = 11 W/m?. 
M “Where lighting equipment is specified to be installed to highlight 
useum specific merchandise in addition to lighting equipment specified 
General exhibition 1.05 for general lighting and is switched or dimmed on circuits differ- 
: ent from the circuits for general lighting, the smaller of the actual 
Restoration 1.02 wattage of the lighting equipment installed specifically for mer- 
Parking garage - Garage areas 0.19 chandise, or additional lighting power as determined below shall 
be added to the interior lighting power determined in accordance 
Post office with this line item. 
Sorting area 0.94 


Calculate the additional lighting power as follows: 


Additional Interior Light- = 500 watts + (Retail Area 1 x 0.6 W/ft?) + (Retail Area 2 x 0.6 W/ft?) + (Retail Area 3 x 1.4 
ing Power Allowance W/fi2) + (Retail Area 4 x 2.5 W/ft?). 
Where: 
Retail Areal = The floor area for all products not listed in Retail Area 2, 3 or 4. 
Retail Area2 = The floor area used for the sale of vehicles, sporting goods and small electronics. 
Retail Area 3 = The floor area used for the sale of furniture, clothing, cosmetics and artwork. 
Retail Area4 = The floor area used for the sale of jewelry, crystal and china. 
EXCEPTION: Other merchandise categories are permitted to be NEW SECTION 
included in Retail Areas 2 through 4 above, provided 
that justification documenting the need for additional WAC 51-11C-40506 Section C405.6—Exterior light- 
lighting power based on visual inspection, contrast, or ing. 


other critical display is approved by the authority hav- 


ing jurisdiction. 


C405.6 Exterior lighting (mandatory). Where the power 
for exterior lighting is supplied through the energy service to 
the building, all exterior lighting shall comply with Sections 
C405.6.1 and C405.6.2. 
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EXCEPTION: Where approved because of historical, safety, signage 


or emergency considerations. 


NEW SECTION 


WAC 51-11C-405061 Section C405.6.1—Exterior 
building grounds lighting. 


C405.6.1 Exterior building grounds lighting. All exterior 
building grounds luminaires that operate at greater than 100 
watts shall contain lamps having a minimum efficacy of 60 
lumens per watt unless the luminaire is controlled by a 
motion sensor or qualifies for one of the exceptions under 
Section C405.6.2. 


NEW SECTION 


WAC 51-11C-405062 Section C405.6.2—Exterior 
building lighting power. 


C405.6.2 Exterior building lighting power. The total exte- 
rior lighting power allowance for all exterior building appli- 
cations is the sum of the base site allowance plus the individ- 
ual allowances for areas that are to be illuminated and are 
permitted in Table C405.6.2(2) for the applicable lighting 
zone. Tradeoffs are allowed only among exterior lighting 
applications listed in Table C405.6.2(2), Tradable Surfaces 
section. The lighting zone for the building exterior is deter- 
mined from Table C405.6.2(1) unless otherwise specified by 
the local jurisdiction. Exterior lighting for all applications 
(except those included in the exceptions to Section C405.6.2) 
shall comply with the requirements of Section C405.6.1. 


EXCEPTION: Lighting used for the following exterior applications 
is exempt where equipped with a control device inde- 


pendent of the control of the nonexempt lighting: 


NEW SECTION 
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1. Specialized signal, directional and marker lighting 
associated with transportation; 

2. Advertising signage or directional signage; 

3. Integral to equipment or instrumentation and is 
installed by its manufacturer; 

4. Theatrical purposes, including performance, stage, 
film production and video production; 

5. Athletic playing areas; 

6. Temporary lighting; 

7. Industrial production, material handling, transpor- 
tation sites and associated storage areas; 

8. Theme elements in theme/amusement parks; and 

9. Used to highlight features of public monuments and 
registered historic landmark structures or buildings. 


NEW SECTION 


WAC 51-11C-405063 Table C405.6.2(1)—Exterior 
lighting zones. 


Table C405.6.2(1) 
Exterior Lighting Zones 


Lighting 


Zone Description 


1 Developed areas of national parks, state 
parks, forest land, and rural areas 


2 Areas predominantly consisting of resi- 
dential zoning, neighborhood business 
districts, light industrial with limited 
nighttime use and residential mixed use 
areas 

3 All other areas 

High-activity commercial districts in 
major metropolitan areas as designated by 
the local land use planning authority 


WAC 51-11C-405064 Table C405.6.2(2)—Individual lighting power allowances for building exteriors. 


Table C405.6.2(2) 
Individual Lighting Power Allowances for Building Exteriors 


Lighting Zones 

Zone 1 Zone 2 Zone 3 Zone 4 
Base Site Allowance (Base allowance is 500 W 600 W 750 W 1300 W 
usable in tradable or nontradable surfaces.) 
Tradable Surfaces Uncovered Parking Areas 
(Lighting power densities for uncovered Parking areas and drives 0.04 W/ft? 0.06 W/ft? 0.10 W/ft? 0.13 W/ft? 
parking areas, building grounds, building 
entrances and exits, canopies and overhangs 
and outdoor sales areas are tradable.) 

Building Grounds 


Walkways less than 10 feet wide 


0.7 W/linear 
foot 


0.7 W/linear 
foot 


0.8 W/linear 
foot 


1.0 W/linear 
foot 


Walkways 10 feet wide or greater, | 0.14 W/ft? 0.14 W/f? 0.16 W/ft? 0.2 W/f? 

plaza areas, special feature areas 

Stairways 0.75 W/ft 1.0 Wf? 1.0 Wf? 1.0 W/f?? 

Pedestrian tunnels 0.15 W/ft 0.15 W/ft? 0.2 W/ft? 0.3 W/ft 
Building Entrances and Exits 

Main entries 20 W/linear 20 W/linear 30 W/linear 30 W/linear 


foot of door 
width 


foot of door 
width 


foot of door 
width 


foot of door 
width 
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sity calculations for the following applica- 
tions can be used only for the specific appli- 
cation and cannot be traded between sur- 
faces or with other exterior lighting. The 
following allowances are in addition to any 
allowance otherwise permitted in the "Trad- 
able Surfaces" section of this table.) 


each illumi- 
nated wall or 
surface or 2.5 
W/linear foot 
for each illumi- 
nated wall or 
surface length 


each illumi- 
nated wall or 
surface or 3.75 
W/linear foot 
for each illumi- 
nated wall or 
surface length 


Lighting Zones 
Zone 1 Zone 2 Zone 3 Zone 4 
Other doors 20 W/linear 20 W/linear 20 W/linear 20 W/linear 
foot of door foot of door foot of door foot of door 
width width width width 
Entry canopies 0.25 W/ft? 0.25 W/ft? 0.4 W/ft? 0.4 W/ft? 
Sales Canopies 
Free standing and attached 0.6 W/ft? 0.6 W/ft? 0.8 W/ft? 1.0 W/f? 
Outdoor Sales 
Open areas (including vehicle sales | 0.25 W/ft2 0.25 W/ft? 0.5 W/ft? 0.7 W/ft? 
lots) 
Street frontage for vehicle sales lots | No Allowance | 10 W/linear 10 W/linear 30 W/linear 
in addition to "open area" allowance foot foot foot 
Nontradable Surfaces (Lighting power den- | Building facades No allowance 0.1 W/ft? for 0.15 W/f for 0.2 W/ft? for 


each illumi- 
nated wall or 
surface or 5.0 
W/linear foot 
for each illumi- 
nated wall or 
surface length 


stations at guarded facilities 


covered and 
uncovered area 


covered and 
uncovered area 


covered and 
uncovered area 


Automated teller machines and night | 270 W per loca- | 270 W per loca- | 270 W per loca- | 270 W per 

depositories tion plus 90 W | tion plus 90 W | tion plus 90 W | location plus 
per additional per additional per additional 90 W per addi- 
ATM per loca- | ATM per loca- | ATM per loca- | tional ATM per 
tion tion tion location 

Entrances and gatehouse inspection | 0.75 W/ft? of 0.75 W/ft? of 0.75 W/f? of | 0.75 W/ft? of 


covered and 
uncovered area 


Loading areas for law enforcement, 
fire, ambulance and other emer- 
gency service vehicles 


0.5 W/ft? of 
covered and 
uncovered area 


0.5 W/ft? of 
covered and 
uncovered area 


0.5 W/ft? of 
covered and 
uncovered area 


0.5 W/ft? of 
covered and 
uncovered area 


Drive-up windows/doors 400 W per 400 W per 400 W per 400 W per 
drive-through drive-through drive-through drive-through 

Parking near 24-hour retail 800 W per main | 800 W permain | 800 W per main | 800 W per 

entrances entry entry entry main entry 


For SI: 1 foot = 304.8 mm, 1 watt per square foot = W/0.0929 m? 


NEW SECTION 


WAC 51-11C-40507 Section C405.7—Electrical 
energy consumption. 


C405.7 Electrical energy consumption (mandatory). In 
buildings having individual dwelling units, provisions shall 
be made to determine the electrical energy consumed by each 
tenant by separately metering individual dwelling units. A 
utility tenant meter meets this requirement. 


NEW SECTION 


WAC 51-11C-40508 Section C405.8—Electric 
motors. 


C405.8 Electric motors. All permanently wired polyphase 
motors of | hp or more, which are not part of an HVAC sys- 
tem, shall comply with Section C403.2.13. 


EXCEPTIONS: 1. Motors that are an integral part of specialized pro- 


cess equipment. 

2. Where the motor is integral to a listed piece of 
equipment for which no complying motor has been 
approved. 
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NEW SECTION 
WAC 51-11C-40509 Section C405.9—Transformers. 


C405.9 Transformers. The minimum efficiency of a low 
voltage dry-type distribution transformer shall be the Class I 
Efficiency Levels for distribution transformers specified in 
Table 4-2 of NEMA TP-1. 


NEW SECTION 


WAC 51-11C-40510 Section C405.10—Walk-in cool- 
ers and freezers. 


C405.10 Walk-in coolers and walk-in freezers. Walk-in 
coolers and walk-in freezers shall comply with all of the fol- 
lowing: 

1. Lights shall use light sources with an efficacy of 40 
lumens per watt or more, including ballast losses (if any). 
Light sources with an efficacy of less than 40 lumens per 
watt, including ballast losses (if any), may be used in con- 
junction with a timer or device that turns off the lights within 
15 minutes of when the walk-in cooler or walk-in freezer is 
not occupied by people. 
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NEW SECTION 


WAC 51-11C-40511 Section C405.11—Refrigerated 
warehouse coolers and freezers. 


C405.11 Refrigerated warehouse coolers and refrigerated 
warehouse freezers. Refrigerated warehouse coolers and 
refrigerated warehouse freezers shall comply with all of the 
following: 


1. Lights shall use light sources with an efficacy of 40 
lumens per watt or more, including ballast losses (if any). 
Light sources with an efficacy of less than 40 lumens per 
watt, including ballast losses (if any), may be used in con- 
junction with a timer or device that turns off the lights within 
15 minutes of when the refrigerated warehouse cooler or 
refrigerated warehouse freezer is not occupied by people. 


NEW SECTION 


WAC 51-11C-40512 Section C405.12—KEscalators 
and moving walks. 


C405.12 Escalators and moving walks. 


C405.12.1 Variable speed escalators. Where variable 
speed escalators and moving walks are permitted by the 
administrative authority, all escalators and moving walks 
shall reduce their operating speed to no more than 15 feet per 
minute when no passengers have been detected for a period 
of time not exceeding three times the amount of time required 
to transfer a passenger between landings. Such escalators 
and moving walks shall comply with the requirements of 
ANSI/ASME A17.1 for variable speed escalators and mov- 
ing walks. 


EXCEPTION: A power factor controller that reduces operating volt- 


age in response to light loading conditions may be 
provided in place of the variable speed function. 


C405.12.2 Regenerative drive. Escalators designed either 
for one-way down operation only or for reversible operation 
shall have variable frequency regenerative drives that supply 
electrical energy to the building electrical system when 
loaded with more than 5 passengers. 


NEW SECTION 


WAC 51-11C-40513 Section C405.13—Electrical 
power and lighting systems commissioning and comple- 
tion requirements. 


C405.13 Electrical power and lighting systems commis- 
sioning and completion requirements. Electrical power 
and lighting systems shall be commissioned and completed in 
accordance with Section C408. 


NEW SECTION 


WAC 51-11C-40600 Section C406—Additional effi- 
ciency package options. 


Sections C406.1 through C406.4 are not adopted. 


Permanent [136] 


Washington State Register, Issue 13-04 


NEW SECTION 


WAC 51-11C-40700 Section C407—Total building 
performance. 


NEW SECTION 
WAC 51-11C-40701 Section C407.1—Scope. 


C407.1 Scope. This section establishes criteria for compli- 
ance using total building performance. All systems and loads 
shall be included in determining the total building perfor- 
mance including, but not limited to: Heating systems, cool- 
ing systems, service water heating, fan systems, lighting 
power, receptacle loads and process loads. 


NEW SECTION 


WAC 51-11C-40702 Section C407.2—Mandatory 
requirements. 


C407.2 Mandatory requirements. Compliance with this 
section requires that the criteria of Sections C402.4, C403.2, 
C404 and C405 be met. 

The building permit application for projects utilizing this 
method shall include in one submittal all building and 
mechanical drawings and all information necessary to verify 
that the building envelope and mechanical design for the 
project corresponds with the annual energy analysis. If credit 
is proposed to be taken for lighting energy savings, then an 
electrical permit application shall also be submitted and 
approved prior to the issuance of the building permit. If 
credit is proposed to be taken for energy savings from other 
components, then the corresponding permit application (e.g., 
plumbing, boiler, etc.) shall also be submitted and approved 
prior to the building permit application. Otherwise, compo- 
nents of the project that would not be approved as part of a 
building permit application shall be modeled the same in both 
the proposed building and the standard reference design and 
shall comply with the requirements of this code. 


NEW SECTION 


WAC 51-11C-40703 Section C407.3—Performance- 
based compliance. 


C407.3 Performance-based compliance. Compliance 
based on total building performance requires that a proposed 
building (proposed design) be shown to have an annual 
energy consumption based on site energy expressed in Btu 
and Btu per square foot of conditioned floor area that is less 
than or equal to the annual energy consumption of the stan- 
dard reference design. 


NEW SECTION 


WAC 51-11C-40704 Section C407.4—Documenta- 
tion. 


C407.4 Documentation. Documentation verifying that the 
methods and accuracy of compliance software tools conform 
to the provisions of this section shall be provided to the code 


Official. 
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C407.4.1 Compliance report. Building permit submittals 
shall include a report that documents that the proposed 
design has annual energy consumption less than or equal to 
the annual energy consumption of the standard reference 
design. The compliance documentation shall include the fol- 
lowing information: 

1. Address of the building; 

2. An inspection checklist documenting the building 
component characteristics of the proposed design as listed in 
Table C407.5.1(1). The inspection checklist shall show the 
estimated annual energy consumption for both the standard 
reference design and the proposed design; 

3. Name of individual completing the compliance report; 
and 

4. Name and version of the compliance software tool. 


C407.4.2 Additional documentation. The code official 
shall be permitted to require the following documents: 

1. Documentation of the building component character- 
istics of the standard reference design; 

2. Thermal zoning diagrams consisting of floor plans 
showing the thermal zoning scheme for standard reference 
design and proposed design; 

3. Input and output report(s) from the energy analysis 
simulation program containing the complete input and output 
files, as applicable. The output file shall include energy use 
totals and energy use by energy source and end-use served, 
total hours that space conditioning loads are not met and any 
errors or warning messages generated by the simulation tool 
as applicable; 

4. An explanation of any error or warning messages 
appearing in the simulation tool output; and 

5. A certification signed by the builder providing the 
building component characteristics of the proposed design as 
given in Table C407.5.1(1). 


NEW SECTION 


WAC 51-11C-40705 Section C407.5—Calculation 
procedure. 


C407.5 Calculation procedure. Except as specified by this 
section, the standard reference design and proposed design 
shall be configured and analyzed using identical methods and 
techniques. 


C407.5.1 Building specifications. The standard reference 
design and proposed design shall be configured and analyzed 
as specified by Table C407.5.1(1). Table C407.5.1(1) shall 
include by reference all notes contained in Table C402.2. 


C407.5.2 Thermal blocks. The standard reference design 
and proposed design shall be analyzed using identical ther- 
mal blocks as specified in Section C407.5.2.1, C407.5.2.2 or 
C407.5.2.3. 


C407.5.2.1 HVAC zones designed. Where HVAC zones are 
defined on HVAC design drawings, each HVAC zone shall 
be modeled as a separate thermal block. 

EXCEPTION: Different HVAC zones shall be allowed to be com- 


bined to create a single thermal block or identical ther- 
mal blocks to which multipliers are applied provided: 
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1. The space use classification is the same throughout 
the thermal block. 

2. All HVAC zones in the thermal block that are adja- 
cent to glazed exterior walls face the same orientation 
or their orientations are within 45 degrees (0.79 rad) 
of each other. 

3. All of the zones are served by the same HVAC sys- 
tem or by the same kind of HVAC system. 


C407.5.2.2 HVAC zones not designed. Where HVAC 
zones have not yet been designed, thermal blocks shall be 
defined based on similar internal load densities, occupancy, 
lighting, thermal and temperature schedules, and in combina- 
tion with the following guidelines: 

1. Separate thermal blocks shall be assumed for interior 
and perimeter spaces. Interior spaces shall be those located 
more than 15 feet (4572 mm) from an exterior wall. Perime- 
ter spaces shall be those located closer than 15 feet (4572 
mm) from an exterior wall. 

2. Separate thermal blocks shall be assumed for spaces 
adjacent to glazed exterior walls: A separate zone shall be 
provided for each orientation, except orientations that differ 
by no more than 45 degrees (0.79 rad) shall be permitted to be 
considered to be the same orientation. Each zone shall 
include floor area that is 15 feet (4572 mm) or less from a 
glazed perimeter wall, except that floor area within 15 feet 
(4572 mm) of glazed perimeter walls having more than one 
orientation shall be divided proportionately between zones. 

3. Separate thermal blocks shall be assumed for spaces 
having floors that are in contact with the ground or exposed 
to ambient conditions from zones that do not share these fea- 
tures. 

4. Separate thermal blocks shall be assumed for spaces 
having exterior ceiling or roof assemblies from zones that do 
not share these features. 


C407.5.2.3 Multifamily residential buildings. Residential 
spaces shall be modeled using one thermal block per space 
except that those facing the same orientations are permitted 
to be combined into one thermal block. Corner units and 
units with roof or floor loads shall only be combined with 
units sharing these features. 
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NEW SECTION 
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WAC 51-11C-407051 Table C407.5.1(1)—Specifications for the standard reference and proposed design. 


Table C407.5.1(1) 


Specifications for the Standard Reference and Proposed Designs 


Building Component 
Characteristics 


Standard Reference Design 


Proposed Design 


Space use classification 


Same as proposed 


The space use classification shall be 
chosen in accordance with Table 
C405.5.2 for all areas of the building 
covered by this permit. Where the 
space use classification for a build- 
ing is not known, the building shall 
be categorized as an office building. 


Roofs Type: Insulation entirely above deck As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table C402.1.2 As proposed 
Solar absorptance: 0.75 As proposed 
Emittance: 0.90 As proposed 
Walls, above-grade Type: Mass wall if proposed wall is mass; otherwise As proposed 
steel-framed wall 
Gross area: Same as proposed As proposed 
U-factor: From Table C402.1.2 As proposed 
Solar absorptance: 0.75 As proposed 
Emittance: 0.90 As proposed 
Walls, below-grade Type: Mass wall As proposed 
Gross area: Same as proposed As proposed 
U-Factor: From Table C402.1.2 with insulation layer As proposed 
on interior side of walls 
Floors, above-grade Type: Joist/framed floor As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table C402.1.2 As proposed 
Floors, slab-on-grade Type: Unheated As proposed 
F-factor: From Table C402.1.2 As proposed 
Doors Type: Swinging As proposed 
Area: Same as proposed As proposed 
U-factor: From Table C402.2 As proposed 
Vertical Fenestration Area As proposed 
1. The proposed vertical fenestration area; where 
the proposed vertical fenestration area is less 
than 30 percent of above-grade wall area. 
2. 30 percent of above-grade wall area; where 
the proposed vertical fenestration area is 30 per- 
cent or more of the above-grade wall area. 
U-factor: From Table C402.3 for the same framing As proposed 
material as proposed 
SHGC: From Table C402.3 except that for climates As proposed 
with no requirement (NR) SHGC = 0.40 shall be used 
External shading and PF: None As proposed 
Skylights Area As proposed 
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Building Component 
Characteristics 


Standard Reference Design 


Proposed Design 


1. The proposed skylight area; where the pro- 
posed skylight area is less than 3 percent of gross 
area of roof assembly. 
2. 3 percent of gross area of roof assembly; 
where the proposed skylight area is 3 percent or 
more of gross area of roof assembly. 

U-factor: From Table C402.3 

SHGC: From Table C402.3 except that for climates 

with no requirement (NR) SHGC = 0.40 shall be used 


As proposed 
As proposed 


Lighting, interior 


The interior lighting power shall be determined in 
accordance with Table C405.5.2. Where the occu- 
pancy of the building is not known, the lighting power 
density shall be 1.0 watt per square foot (10.73 W/m?) 
based on the categorization of buildings with unknown 
space classification as offices. 

Automatic lighting controls (e.g., programmable con- 
trols or automatic controls for daylight utilization) 
shall be modeled in the standard reference design as 
required by Section C405. 


As proposed 


Lighting, exterior 


The lighting power shall be determined in accordance 
with Table C405.6.2(2). Areas and dimensions of trad- 
able and nontradable surfaces shall be the same as pro- 
posed. 


As proposed 


Internal gains 


Same as proposed 


Receptacle, motor and process loads 
shall be modeled and estimated 
based on the space use classification. 
All end-use load components within 
and associated with the building 
shall be modeled to include, but not 
be limited to, the following: 
Exhaust fans, parking garage ventila- 
tion fans, exterior building lighting, 
swimming pool heaters and pumps, 
elevators, escalators, refrigeration 
equipment and cooking equipment. 


Schedules 


Same as proposed 


Operating schedules shall include 
hourly profiles for daily operation 
and shall account for variations 
between weekdays, weekends, holi- 
days and any seasonal operation. 
Schedules shall model the time- 
dependent variations in occupancy, 
illumination, receptacle loads, ther- 
mostat settings, mechanical ventila- 
tion, HVAC equipment availability, 
service hot water usage and any pro- 
cess loads. The schedules shall be 
typical of the proposed building type 
as determined by the designer and 
approved by the jurisdiction. 
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Building Component 
Characteristics 


Standard Reference Design 


Proposed Design 


Mechanical ventilation 


Same as proposed, except when modeling demand- 
control ventilation in the proposed design when its use 
is not required by Section C403.2.5.1 or occupancy 
sensor ventilation controls when their use is not 
required by Section C403.2.5.2. 


As proposed, in accordance with 
Section C403.2.5. 


Heating systems 


Fuel type: Same as proposed design 

Equipment type*: From Tables C407.5.1(2) and 
C407.5.1(3) 

Efficiency: From Tables C403.2.3(2), C403.2.3(3), 
C403.2.3(4) and C403.2.3(5) 

Preheat coils: If the HVAC system in the proposed 
design has a preheat coil and a preheat coil can be mod- 
eled in the standard reference design, the standard ref- 
erence design shall be modeled with a preheat coil con- 
trolled in the same manner as the proposed design. 
Capacity’: Sized proportionally to the capacities in the 
proposed design based on sizing runs, i.e., the ratio 
between the capacities used in the annual simulations 
and the capacities determined by the sizing runs shall 
be the same for both the proposed design and standard 
reference design, and shall be established such that no 
smaller number of unmet heating load hours and no 
larger heating capacity safety factors are provided than 
in the proposed design. 

Weather conditions used in sizing runs to determine 
standard reference design equipment capacities may 
be based either on hourly historical weather files con- 
taining typical peak conditions or on design days 
developed using 99.6% heating design temperatures 
and 1% dry-bulb and 1% wet-bulb cooling design tem- 
peratures. 


As proposed 
As proposed 


As proposed 


As proposed 


Cooling systems 


Fuel type: Same as proposed design 

Equipment type*: From Tables C407.5.1(2) and 
C407.5.1(3) 

Efficiency: From Tables C403.2.3(1), C403.2.3(2) 
and C403.2.3(3) 

Capacity’: Sized proportionally to the capacities in the 
proposed design based on sizing runs, i.e., the ratio 
between the capacities used in the annual simulations 
and the capacities determined by the sizing runs shall 
be the same for both the proposed design and standard 
reference design, and shall be established such that no 
smaller number of unmet cooling load hours and no 
larger cooling capacity safety factors are provided than 
in the proposed design. 

Economizer‘: Same as proposed, in accordance with 
Section C403.4.1. The high-limit shutoff shall be a 
dry-bulb switch with a setpoint as determined by Table 
C403.3.1.1.3(2). 


As proposed 
As proposed 


As proposed 


As proposed 


As proposed 


Energy recovery 


Standard reference design systems shall be modeled 
where required in Section C403.2.6. 


As proposed 
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Building Component 
Characteristics 


Standard Reference Design 


Proposed Design 


Fan systems 


Airflow rate: System design supply airflow rates for 
the standard reference design shall be based on a sup- 
ply-air-to-room-air temperature difference of 20°F or 
the required ventilation air or makeup air, whichever is 
greater. If return or relief fans are specified in the pro- 
posed design, the standard reference design shall also 
be modeled with fans serving the same functions and 
sized for the standard reference design system supply 
fan air quantity less the minimum outdoor air, or 90% 
of the supply fan air quantity, whichever is larger. 
Motor brake horsepower: System fan electrical power 
for supply, return, exhaust, and relief (excluding power 
to fan-powered VAV boxes) shall be calculated using 
the following formulas: 

For systems 8 and 10, 

Pfan = CFMS x 0.3 

For all other systems, 

Pfan = bhp x 746/Fan Motor Efficiency 

Where: 

Pfan = Electric power to fan motor (watts) 

bhp = Brake horsepower of standard reference design 
fan motor from Table C403.2.10.1(1) — Option 2 

Fan motor = The efficiency from Table C403.2.13 for 
the efficiency next motor size greater than the bhp 
using the enclosed motor at 1800 rpm 

CFMS = The standard reference design system maxi- 
mum design supply fan airflow rate in cfm 


As proposed 


As proposed 


On-site renewable energy 


No on-site renewable energy shall be modeled in the 
standard reference design. 


As proposed. On-site renewable 
energy sources energy shall not be 
considered to be consumed energy 
and shall not be included in the pro- 
posed building performance. 


Shading from adjacent struc- 
tures/terrain 


Same as proposed. 


For the standard reference design 
and the proposed building, shading 
by permanent structures and terrain 
shall be taken into account for com- 
puting energy consumption whether 
or not these features are located on 
the building site. A permanent fix- 
ture is one that is likely to remain for 
the life of the proposed design. 


Service water heating 


Fuel type: Same as proposed 
Efficiency: From Table C404.2 
Capacity: Same as proposed 
Same as proposed 


As proposed 
As proposed 


Demand: Service hot-water energy 
consumption shall be calculated 
explicitly based upon the volume of 
service hot water required and the 
entering makeup water and the leav- 
ing service hot water temperatures. 
Entering water temperatures shall be 
estimated based upon the location. 
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Building Component 
Characteristics Standard Reference Design Proposed Design 


Leaving temperatures shall be based 
upon the end-use requirements. 
Service water loads and usage shall 
be the same for both the standard 
reference design and the proposed 
design and shall be documented by 
the calculation procedures recom- 
mended by the manufacturer's speci- 
fications or generally accepted engi- 
neering methods. 

Where no service water hot water system exists or is As proposed 

specified in the proposed design, no service hot water 
heating shall be modeled. 


“Where no heating system exists or has been specified, the heating system shall be modeled as fossil fuel. The system characteristics shall be identical 
in both the standard reference design and proposed design. 


>The ratio between the capacities used in the annual simulations and the capacities determined by sizing runs shall be the same for both the standard ref- 
erence design and proposed design. 


“Where no cooling system exists or no cooling system has been specified, the cooling system shall be modeled as an air-cooled single-zone system, one 
unit per thermal zone. The system characteristics shall be identical in both the standard reference design and proposed design. 


dReserved. 


NEW SECTION 
WAC 51-11C-407052 Table C407.5.1(2)—-HVAC systems map. 


Table C407.5.1(2) 
HVAC Systems Map 
Standard Reference Design HVAC System Type‘ 
Single-Zone 
Condenser Cooling Heating System Single-Zone Nonresidential 
Source? Classification” Residential System System All Other 
Electric resistance System 5 System 5 System 1 
Water/ground Heat pump System 6 System 6 System 6 
Fossil fuel System 7 System 7 System 2 
Electric resistance System 8 System 9 System 3 
Air/none Heat pump System 8 System 9 System 3 
Fossil fuel System 10 System 11 System 4 


*Select "water/ground" if the proposed design system condenser is water or evaporatively cooled; select "air/none" if the condenser is air cooled. 
Closed-circuit dry coolers shall be considered air cooled. Systems utilizing district cooling shall be treated as if the condenser water type were 
"water." If no mechanical cooling is specified or the mechanical cooling system in the proposed design does not require heat rejection, the system 
shall be treated as if the condenser water type were "Air." For proposed designs with ground-source or groundwater-source heat pumps, the standard 
reference design HVAC system shall be water-source heat pump (System 6). 


>Select the path that corresponds to the proposed design heat source: Electric resistance, heat pump (including air source and water source), or fuel 
fired. Systems utilizing district heating (steam or hot water) and systems with no heating capability shall be treated as if the heating system type were 
"fossil fuel." For systems with mixed fuel heating sources, the system or systems that use the secondary heating source type (the one with the smallest 
total installed output capacity for the spaces served by the system) shall be modeled identically in the standard reference design and the primary heat- 
ing source type shall be used to determine standard reference design HVAC system type. 


“Select the standard reference design HVAC system category: The system under "single-zone residential system" shall be selected if the HVAC sys- 
tem in the proposed design is a single-zone system and serves a residential space. The system under "single-zone nonresidential system" shall be 
selected if the HVAC system in the proposed design is a single-zone system and serves other than residential spaces. The system under "all other" 
shall be selected for all other cases. 
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NEW SECTION 
WAC 51-11C-407053 Table C407.5.1(3)—Specifications for the standard reference design HVAC system descrip- 
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tion. 
Table C407.5.1(3) 
Specifications for the Standard Reference Design HVAC System Descriptions 
System No. System Type Fan Control Cooling Type Heating Type 
1 Variable air volume with parallel fan-pow- Chilled water: | Electric resistance 
ered boxes? 
2 Variable air volume with reheat? Chilled water’ | Hot water fossil fuel 
boiler‘ 
3 Packaged variable air volume with parallel Direct expansion® | Electric resistance 
fan-powered boxes? 
4 Packaged variable air volume with reheat? Direct expansion® | Hot water fossil fuel 
boiler‘ 
5 Two-pipe fan coil Constant Chilled water | Electric resistance 
volume’ 
6 Water-source heat pump Constant Direct expansion | Electric heat pump and 
volume’ boiler? 
7 Four-pipe fan coil Constant Chilled water* | Hot water fossil fuel 
volume’ boiler‘ 
8 Packaged terminal heat pump Constant Direct expansion® | Electric heat pump? 
volume’ 
9 Packaged rooftop heat pump Constant Direct expansion’ | Electric heat pump" 
volume’ 
10 Packaged terminal air conditioner Constant Direct expansion | Hot water fossil fuel 
volume’ boiler’ 
11 Packaged rooftop air conditioner Constant Direct expansion | Fossil fuel furnace 
volume’ 


For SI: 1 foot =304.8 mm, 1 cfm/ft? = 0.0004719, 1 Btu/h = 
0.293/W, °C = [(°F) -32/1.8]. 

VAV with parallel boxes: Fans in parallel VAV fan-powered 
boxes shall be sized for 50 percent of the peak design flow rate 
and shall be modeled with 0.35 W/cfm fan power. Minimum vol- 
ume setpoints for fan-powered boxes shall be equal to the mini- 
mum rate for the space required for ventilation consistent with 
Section C403.4.5, Exception 5. Supply air temperature setpoint 
shall be constant at the design condition. 

‘VAV with reheat: Minimum volume setpoints for VAV reheat 
boxes shall be 0.4 cfm/ft? of floor area. Supply air temperature 
shall be reset based on zone demand from the design temperature 
difference to a 10°F temperature difference under minimum load 
conditions. Design airflow rates shall be sized for the reset sup- 
ply air temperature, i.e., a 10°F temperature difference. 

‘Direct expansion: The fuel type for the cooling system shall 
match that of the cooling system in the proposed design. 

VAV: When the proposed design system has a supply, return or 
relief fan motor horsepower (hp) requiring variable flow controls 
as required by Section C403.2.12, the corresponding fan in the 
VAV system of the standard reference design shall be modeled 
assuming a variable speed drive. For smaller fans, a forward- 
curved centrifugal fan with inlet vanes shall be modeled. If the 
proposed design's system has a direct digital control system at the 
zone level, static pressure setpoint reset based on zone require- 
ments in accordance with Section C403.4.2 shall be modeled. 
°Chilled water: For systems using purchased chilled water, the 
chillers are not explicitly modeled. Otherwise, the standard ref- 
erence design's chiller plant shall be modeled with chillers having 
the number as indicated in Table C407.5.1(4) as a function of 
standard reference building chiller plant load and type as indi- 
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cated in Table C407.5.1(5) as a function of individual chiller 
load. Where chiller fuel source is mixed, the system in the stan- 
dard reference design shall have chillers with the same fuel types 
and with capacities having the same proportional capacity as the 
proposed design's chillers for each fuel type. Chilled water sup- 
ply temperature shall be modeled at 44°F design supply tempera- 
ture and 56°F return temperature. Piping losses shall not be mod- 
eled in either building model. Chilled water supply water tem- 
perature shall be reset in accordance with Section C403.4.3.4. 
Pump system power for each pumping system shall be the same 
as the proposed design; if the proposed design has no chilled 
water pumps, the standard reference design pump power shall be 
22 W/gpm (equal to a pump operating against a 75-foot head, 65- 
percent combined impeller and motor efficiency). The chilled 
water system shall be modeled as primary-only variable flow 
with flow maintained at the design rate through each chiller using 
a bypass. Chilled water pumps shall be modeled as riding the 
pump curve or with variable-speed drives when required in Sec- 
tion C403.4.3.4. The heat rejection device shall be an axial fan 
cooling tower with variable speed fans if required in Section 
C403.4.4 or Section C403.2.12. Condenser water design supply 
temperature shall be 85°F or 10°F approach to design wet-bulb 
temperature, whichever is lower, with a design temperature rise 
of 10°F. The tower shall be controlled to maintain a 70°F leaving 
water temperature where weather permits, floating up to leaving 
water temperature at design conditions. Pump system power for 
each pumping system shall be the same as the proposed design; if 
the proposed design has no condenser water pumps, the standard 
reference design pump power shall be 19 W/gpm (equal to a 
pump operating against a 60-foot head, 60-percent combined 
impeller and motor efficiency). Each chiller shall be modeled 
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with separate condenser water and chilled water pumps inter- 
locked to operate with the associated chiller. 


‘Fossil fuel boiler: For systems using purchased hot water or 
steam, the boilers are not explicitly modeled. Otherwise, the 
boiler plant shall use the same fuel as the proposed design and 
shall be natural draft. The standard reference design boiler plant 
shall be modeled with a single boiler if the standard reference 
design plant load is 600,000 Btu/h and less and with two equally 
sized boilers for plant capacities exceeding 600,000 Btu/h. Boil- 
ers shall be staged as required by the load. Hot water supply tem- 
perature shall be modeled at 180°F design supply temperature 
and 130°F return temperature. Piping losses shall not be modeled 
in either building model. Hot water supply water temperature 
shall be reset in accordance with Section C403.4.3.4. Pump sys- 
tem power for each pumping system shall be the same as the pro- 
posed design; if the proposed design has no hot water pumps, the 
standard reference design pump power shall be 19 W/gpm (equal 
to a pump operating against a 60-foot head, 60-percent combined 
impeller and motor efficiency). The hot water system shall be 
modeled as primary only with continuous variable flow. Hot 
water pumps shall be modeled as riding the pump curve or with 
variable speed drives when required by Section C403.4.3.4. 


®Electric heat pump and boiler: Water-source heat pumps shall 
be connected to a common heat pump water loop controlled to 
maintain temperatures between 60°F and 90°F. Heat rejection 
from the loop shall be provided by an axial fan closed-circuit 
evaporative fluid cooler with variable speed fans if required in 
Section C403.4.2 or Section C403.2.12. Heat addition to the loop 
shall be provided by a boiler that uses the same fuel as the pro- 
posed design and shall be natural draft. If no boilers exist in the 
proposed design, the standard reference building boilers shall be 
fossil fuel. The standard reference design boiler plant shall be 
modeled with a single boiler if the standard reference design 
plant load is 600,000 Btu/h or less and with two equally sized 
boilers for plant capacities exceeding 600,000 Btu/h. Boilers 
shall be staged as required by the load. Piping losses shall not be 
modeled in either building model. Pump system power shall be 
the same as the proposed design; if the proposed design has no 
pumps, the standard reference design pump power shall be 22 
W/gpm, which is equal to a pump operating against a 75-foot 
head, with a 65-percent combined impeller and motor efficiency. 
Loop flow shall be variable with flow shutoff at each heat pump 
when its compressor cycles off as required by Section 
C403.4.3.3. Loop pumps shall be modeled as riding the pump 
curve or with variable speed drives when required by Section 
C403.4.3.4. 


hElectric heat pump: Electric air-source heat pumps shall be 
modeled with electric auxiliary heat. The system shall be con- 
trolled with a multistage space thermostat and an outdoor air ther- 
mostat wired to energize auxiliary heat only on the last thermostat 
stage and when outdoor air temperature is less than 40°F. In heat- 
ing operation the system shall be controlled to operate the heat 
pump as the first stage of heating, before energizing the electric 
auxiliary heat, down to a minimum outdoor air temperature of 
35°F for System No. 8 or 17°F for System No. 9. If the Proposed 
Design utilizes the same system type as the Standard Design 
(PTHP or PSZ-HP), the Proposed Design shall be modeled with 
the same minimum outdoor air temperature for heat pump opera- 
tion as the Standard Design. For temperatures below the stated 
minimum outdoor air temperatures, the electric auxiliary heat 
shall be controlled to provide the full heating load. 


‘Constant volume: Fans shall be controlled in the same manner 
as in the proposed design; i.e., fan operation whenever the space 
is occupied or fan operation cycled on calls for heating and cool- 
ing. If the fan is modeled as cycling and the fan energy is 
included in the energy efficiency rating of the equipment, fan 
energy shall not be modeled explicitly. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 51-11C-407054 Table C407.5.1(4)—Number 
of chillers. 


Table C407.5.1(4) 
Number of Chillers 
Total Chiller Plant 
Capacity Number of Chillers 
< 300 tons l 
> 300 tons, < 600 tons 2, sized equally 
> 600 tons 2 minimum, with chillers added 
so that no chiller is larger than 800 
tons, all sized equally 


For SI: 1 ton = 3517 W. 


NEW SECTION 


WAC 51-11C-407055 Table C407.5.1(5)—Water 
chiller types. 


Table C407.5.1(5) 
Water Chiller Types 
Individual 
Chiller Plant | Electric-Chiller | Fossil Fuel Chiller 
Capacity Type Type 
< 100 tons Reciprocating | Single-effect absorp- 
tion, direct fired 
> 100 tons, Screw Double-effect 
< 300 tons absorption, direct 
fired 
> 300 tons Centrifugal Double-effect 
absorption, direct 
fired 


For SI: 1 ton = 3517 W. 


NEW SECTION 


WAC 51-11C-40706 Section C407.6—Calculation 
software tool. 


C407.6 Calculation software tools. Calculation procedures 
used to comply with this section shall be software tools capa- 
ble of calculating the annual energy consumption ofall build- 
ing elements that differ between the standard reference 
design and the proposed design and shall include the follow- 
ing capabilities. 

1. Building operation for a full calendar year (8,760 
hours). 

2. Climate data for a full calendar year (8,760 hours) and 
shall reflect approved coincident hourly data for temperature, 
solar radiation, humidity and wind speed for the building 
location. 

3. Ten or more thermal zones. 

4. Thermal mass effects. 

5. Hourly variations in occupancy, illumination, recepta- 
cle loads, thermostat settings, mechanical ventilation, HVAC 
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equipment availability, service hot water usage and any pro- 
cess loads. 


6. Part-load performance curves for mechanical equip- 
ment. 


7. Capacity and efficiency correction curves for mechan- 
ical heating and cooling equipment. 

8. Printed code official inspection checklist listing each 
of the proposed design component characteristics from Table 
C407.5.1(1) determined by the analysis to provide compli- 
ance, along with their respective performance ratings (e.g., R- 
value, U-factor, SHGC, HSPF, AFUE, SEER, EF, etc.). 

9. Air-side economizers with integrated control. 


10. Standard reference design characteristics specified 
in Table C407.5.1(1). 


C407.6.1 Specific approval. Performance analysis tools 
meeting the applicable subsections of Section C407 and 
tested according to ASHRAE Standard 140 shall be permit- 
ted to be approved. Tools are permitted to be approved based 
on meeting a specified threshold for a jurisdiction. The code 
official shall be permitted to approve tools for a specified 
application or limited scope. 


C407.6.2 Input values. Where calculations require input 
values not specified by Sections C402, C403, C404 and 
C405, those input values shall be taken from an approved 
source. 


C407.6.3 Exceptional calculation methods. When the sim- 
ulation program does not model a design, material, or device 
of the proposed design, an Exceptional Calculation Method 
shall be used if approved by the building official. If there are 
multiple designs, materials, or devices that the simulation 
program does not model, each shall be calculated separately 
and Exceptional Savings determined for each. At no time 
shall the total Exceptional Savings constitute more than half 
of the difference between the baseline building performance 
and the proposed building performance. All applications for 
approval of an exceptional method shall include: 


1. Step-by-step documentation of the Exceptional Calcu- 
lation Method performed detailed enough to reproduce the 
results; 

2. Copies of all spreadsheets used to perform the calcula- 
tions; 

3. A sensitivity analysis of energy consumption when 
each of the input parameters is varied from half to double the 
value assumed; 

4. The calculations shall be performed on a time step 
basis consistent with the simulation program used; and 

5. The Performance Rating calculated with and without 
the Exceptional Calculation Method. 


NEW SECTION 


WAC 51-11C-40800 Section C408—System commis- 
sioning. 
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NEW SECTION 
WAC 51-11C-40801 Section C408.1—General. 


C408.1 General. This section covers the commissioning of 
the building mechanical systems in Section C403, service 
water heating systems in Section C404, electrical power and 
lighting systems in Section C405 and energy metering in Sec- 
tion C409. Prior to passing the final mechanical and electri- 
cal inspections or obtaining a certificate of occupancy, the 
registered design professional or approved agency shall pro- 
vide evidence of systems commissioning and completion in 
accordance with the provisions of this section. 

Copies of all documentation shall be given to the owner 
and made available to the code official upon request in accor- 
dance with Sections C408.1.2 and C408.1.3. 


C408.1.1 Commissioning plan. A commissioning plan shall 
be developed by a registered design professional or approved 
agency and shall include the following items: 

1. A narrative description of the activities that will be 
accomplished during each phase of commissioning, includ- 
ing the personnel intended to accomplish each of the activi- 
ties. 

2. Roles and responsibilities of the commissioning team. 

3. A schedule of activities including systems testing and 
balancing, functional testing, and supporting documentation. 

4. A listing of the specific equipment, appliances or sys- 
tems to be tested and a description of the tests to be per- 
formed. 

5. Functions to be tested. 

6. Conditions under which the test will be performed. 

7. Measurable criteria for performance. 


C408.1.2 Preliminary commissioning report. A prelimi- 
nary report of commissioning test procedures and results 
shall be completed and certified by the registered design pro- 
fessional or approved agency and provided to the building 
owner. The report shall be identified as "Preliminary Com- 
missioning Report" and shall identify: 

1. Itemization of deficiencies found during testing 
required by this section that have not been corrected at the 
time of report preparation. 

2. Deferred tests that cannot be performed at the time of 
report preparation because of climatic conditions, with antic- 
ipated date of completion. 

3. Climatic conditions required for performance of the 
deferred tests. 

4. Record of progress and completion of operator train- 
ing. 


C408.1.2.1 Acceptance of report. Buildings, or portions 
thereof, shall not pass the final mechanical and electrical 
inspections or obtain a certificate of occupancy, until such 
time as the code official has received a letter of transmittal 
from the building owner acknowledging that the building 
owner has received the Preliminary Commissioning Report. 
Completion of the Commissioning Compliance Checklist 
(Figure C408.1.2.1) is deemed to satisfy this requirement. 


C408.1.2.2 Copy of report. The code official shall be per- 
mitted to require that a copy of the Preliminary Commission- 
ing Report be made available for review by the code official. 
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C408.1.3 Documentation requirements. The construction 
documents shall specify that the documents described in this 
section be provided to the building owner within 90 days of 
the date of receipt of the certificate of occupancy. 


C408.1.3.1 Record documents. Construction documents 
shall be updated to convey a record of the alterations to the 
original design. Such updates shall include updated mechan- 
ical, electrical and control drawings red-lined, or redrawn if 
specified, that show all changes to size, type and locations of 
components, equipment and assemblies. 


C408.1.3.2 Manuals. An operating and maintenance manual 
shall be provided and include all of the following: 

1. Submittal data stating equipment size and selected 
options for each piece of equipment requiring maintenance. 

2. Manufacturer's operation manuals and maintenance 
manuals for each piece of equipment requiring maintenance, 
except equipment not furnished as part of the project. 
Required routine maintenance actions shall be clearly identi- 
fied. 

3. Name and address of at least one service agency. 

4. Controls system maintenance and calibration informa- 
tion, including wiring diagrams, schematics, record docu- 
ments, and control sequence descriptions. Desired or field- 
determined setpoints shall be permanently recorded on con- 
trol drawings at control devices or, for digital control sys- 
tems, in system programming instructions. 
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5. A narrative of how each system is intended to operate, 
including recommended setpoints. Sequence of operation is 
not acceptable for this requirement. 


C408.1.3.3 System balancing report. A written report 
describing the activities and measurements completed in 
accordance with Section C408.2.2. 


C408.1.3.4 Final commissioning report. A report of test 
procedures and results identified as "Final Commissioning 
Report" shall be delivered to the building owner and shall 
include: 

1. Results of functional performance tests. 

2. Disposition of deficiencies found during testing, 
including details of corrective measures used or proposed. 

3. Functional performance test procedures used during 
the commissioning process including measurable criteria for 
test acceptance, provided herein for repeatability. 


EXCEPTION: Deferred tests which cannot be performed at the time 


of report preparation due to climatic conditions. 


C408.1.4 Systems operation training. Training of the 
maintenance staff for equipment included in the manuals 
required by Section C408.1.3.2 shall include at a minimum: 

1. Review of systems documentation. 

2. Hands-on demonstration of all normal maintenance 
procedures, normal operating modes, and all emergency shut- 
down and start-up procedures. 

3. Training completion report. 


WAC 51-11C-408012 Figure C408.1.2.1—Commissioning compliance checklist. 


Figure C408.1.2.1 
Commissioning Compliance Checklist 


Project Name: 


Project Information Project Address: 


Commissioning Authority: 


Commissioning Plan O Commissioning Plan was used during construction and included items below 

(Section 408.1.1) ê A narrative description of activities and the personnel intended to accomplish each one 
. Measurable criteria for performance 
° Functions to be tested 

Systems Balancing O Systems Balancing has been completed 

(Section C408.2.2) s Air and Hydronic systems are proportionately balanced in a manner to first minimize throttling losses. 
. Test ports are provided on each pump for measuring pressure across the pump. 

Functional Testing O HVAC Systems Equipment Testing has been completed (Section C408.2.3.1) 


(Section C408.2.3, C408.3.1, 
C408.4.1, C408.4.1.3 and 
C408.5.1) o 


and specifications 


HVAC equipment has been tested to demonstrate the installation and operation of components, systems and sys- 
tem-to-system interfacing relationships in accordance with approved plans and specifications 


HVAC Controls Functional Testing has been completed (Section C408.2.3.2) 


HVAC controls have been tested to ensure that control devices are calibrated, adjusted and operate properly. 
Sequences of operation have been functionally tested to ensure they operate in accordance with approved plans 


O  Economizers Functional Testing has been completed (Section C408.2.3.3) 
Economizers operate in accordance with manufacturer's specifications 
O Lighting Controls Functional Testing has been completed (Section C408.3.1) 


Lighting controls have been tested to ensure that control devices, components, equipment, and systems are cal- 
ibrated, adjusted and operate in accordance with approved plans and specifications 


O Service Water Heating System Functional Testing has been completed (Section C408.4.1) 


Permanent 


[ 146 ] 


Washington State Register, Issue 13-04 WSR 13-04-056 


Service water heating equipment has been tested to ensure that control devices, components, equipment, and 
systems are calibrated, adjusted and operate in accordance with approved plans and specifications 


Pool and Spa Functional Testing has been completed (Section C408.4.1.3) 


Pools and spas have been tested to ensure that service water heating equipment, time switches and heat recovery 


equipment are calibrated, adjusted and operate in accordance with approved plans and specifications 
O Metering System Functional Testing has been completed (Section C408.5.1) 


Energy source meters, energy end-use meters, the energy metering data acquisition system and required display 
are calibrated adjusted and operate in accordance with approved plans and specifications 


Supporting Documents O Manuals, record documents and training have been completed or are scheduled 
(Section 408.1.3.2) š System documentation has been provided to the owner or scheduled date: 
. Record documents have been submitted to owner or scheduled date: 
. Training has been completed or scheduled date: 
Commissioning Report O Preliminary Commissioning Report submitted to Owner and includes items below 
(Section C408.1.2) è Deficiencies found during testing required by this section which have not been corrected at the time of 
report preparation 
e Deferred tests, which cannot be performed at the time of report preparation due to climatic conditions 
Certification O Ihereby certify that all requirements for Commissioning have been completed in accordance with the Washing- 


ton State Energy Code, including all items above 


Building Owner or Owner's Representative Date 


NEW SECTION 


WAC 51-11C-40802 Section C408.2—Mechanical 
systems commissioning and completion requirements. 


C408.2 Mechanical systems commissioning and comple- 
tion requirements. Mechanical equipment and controls 
shall comply with Section C408.2. 

Construction document notes shall clearly indicate pro- 
visions for commissioning and completion requirements in 
accordance with this section and are permitted to refer to 
specifications for further requirements. Exception: Systems 
which (a) qualify as simple systems using the criteria in Sec- 
tion C403.3, (b) are not required to have an economizer per 
Section C403.3.1, and (c) where the building total mechani- 
cal equipment capacity is less than 480,000 Btu/h (140,690 
W) cooling capacity and 600,000 Btu/h (175,860 W) heating 
capacity. 


C408.2.1 Reserved. 


C408.2.2 Systems adjusting and balancing. HVAC sys- 
tems shall be balanced in accordance with generally accepted 
engineering standards. Air and water flow rates shall be mea- 
sured and adjusted to deliver final flow rates within the toler- 
ances provided in the product specifications. Test and bal- 
ance activities shall include air system and hydronic system 
balancing. 


C408.2.2.1 Air systems balancing. Each supply air outlet 
and zone terminal device shall be equipped with means for air 
balancing in accordance with the requirements of Chapter 6 
of the International Mechanical Code. Discharge dampers 
are prohibited on constant volume fans and variable volume 
fans with motors 10 hp (18.6 kW) and larger. Air systems 
shall be balanced in a manner to first minimize throttling 
losses then, for fans with system power of greater than 1 hp 
(0.74 kW), fan speed shall be adjusted to meet design flow 
conditions. 


EXCEPTION: Fans with fan motors of 1 hp (0.74 kW) or less. 


C408.2.2.2 Hydronic systems balancing. Individual 
hydronic heating and cooling coils shall be equipped with 
means for balancing and measuring flow. Hydronic systems 
shall be proportionately balanced in a manner to first mini- 
mize throttling losses, then the pump impeller shall be 
trimmed or pump speed shall be adjusted to meet design flow 
conditions. Each hydronic system shall have either the capa- 
bility to measure pressure across the pump, or test ports at 
each side of each pump. 


EXCEPTIONS: 1. Pumps with pump motors of 5 hp (3.7 kW) or less. 


2. Where throttling results in no greater than five per- 
cent of the nameplate horsepower draw above that 
required if the impeller were trimmed. 


C408.2.3 Functional performance testing. Functional per- 
formance testing specified in Sections C408.2.3.1 through 
C408.2.3.3 shall be conducted. Written procedures which 
clearly describe the individual systematic test procedures, the 
expected systems' response or acceptance criteria for each 
procedure, the actual response or findings, and any pertinent 
discussion shall be followed. At a minimum, testing shall 
affirm operation during actual or simulated winter and sum- 
mer design conditions and during full outside air conditions. 


C408.2.3.1 Equipment. Equipment functional performance 
testing shall demonstrate the installation and operation of 
components, systems, and system-to-system interfacing rela- 
tionships in accordance with approved plans and specifica- 
tions such that operation, function, and maintenance service- 
ability for each of the commissioned systems is confirmed. 
Testing shall include all modes and sequence of operation, 
including under full-load, part-load and the following emer- 
gency conditions: 

1. All modes as described in the sequence of operation; 

2. Redundant or automatic back-up mode; 

3. Performance of alarms; and 

4. Mode of operation upon a loss of power and restora- 
tion of power. 
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C408.2.3.2 Controls. HVAC control systems shall be tested 
to document that control devices, components, equipment, 
and systems are calibrated, adjusted and operate in accor- 
dance with approved plans and specifications. Sequences of 
operation shall be functionally tested to document they oper- 
ate in accordance with approved plans and specifications. 


C408.2.3.3 Economizers. Air economizers shall undergo a 
functional test to determine that they operate in accordance 
with manufacturer's specifications. 


NEW SECTION 


WAC 51-11C-40803 Section C408.3—Lighting sys- 
tem functional testing. 


C408.3 Lighting system functional testing. Controls for 
automatic lighting systems shall comply with Section 
C408.3.1. 


C408.3.1 Functional testing. Testing shall ensure that con- 
trol hardware and software are calibrated, adjusted, pro- 
grammed and in proper working condition in accordance 
with the construction documents and manufacturer's installa- 
tion instructions. Written procedures which clearly describe 
the individual systematic test procedures, the expected sys- 
tems' response or acceptance criteria for each procedure, the 
actual response or findings, and any pertinent discussion shall 
be followed. At a minimum, testing shall affirm operation 
during normally occupied daylight conditions. The construc- 
tion documents shall state the party who will conduct the 
required functional testing. 

Where occupant sensors, time switches, programmable 
schedule controls, photosensors or daylighting controls are 
installed, the following procedures shall be performed: 

1. Confirm that the placement, sensitivity and time-out 
adjustments for occupant sensors yield acceptable perfor- 
mance. 

2. Confirm that the time switches and programmable 
schedule controls are programmed to turn the lights off. 

3. Confirm that the placement and sensitivity adjust- 
ments for photosensor controls reduce electric light based on 
the amount of usable daylight in the space as specified. 


NEW SECTION 


WAC 51-11C-40804 Section C408.4—Service water 
heating systems commissioning and completion require- 
ments. 


C408.4 Service water heating systems commissioning and 
completion requirements. Service water heating equipment 
and controls shall comply with Section C408.4. Construction 
document notes shall clearly indicate provisions for commis- 
sioning and completion requirements in accordance with this 
section and are permitted to refer to specifications for further 
requirements. 


EXCEPTION: The following systems are exempt from the commis- 


sioning requirements: 

1. Service water heating systems in buildings where 
the largest service water heating system capacity is 
less than 200,000 Btu/h (58,562 W) and where there 
are no pools or in-ground permanently installed spas. 
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C408.4.1 Functional performance testing. Functional per- 
formance testing specified in Sections C408.4.1.1 through 
C408.4.1.3 shall be conducted. Written procedures which 
clearly describe the individual systematic test procedures, the 
expected systems' response or acceptance criteria for each 
procedure, the actual response or findings, and any pertinent 
discussion shall be followed. At a minimum, testing shall 
affirm operation with the system under 50 percent water heat- 
ing load. 


C408.4.1.1 Equipment. Equipment functional performance 
testing shall demonstrate the installation and operation of 
components, systems, and system-to-system interfacing rela- 
tionships in accordance with approved plans and specifica- 
tions such that operation, function, and maintenance service- 
ability for each of the commissioned systems is confirmed. 
Testing shall include all modes and sequence of operation, 
including under full-load, part-load and the following emer- 
gency conditions: 

1. Redundant or automatic back-up mode; 

2. Performance of alarms; and 

3. Mode of operation upon a loss of power and restora- 
tion of power. 


C408.4.1.2 Controls. Service water heating controls shall be 
tested to document that control devices, components, equip- 
ment, and systems are calibrated, adjusted and operate in 
accordance with approved plans and specifications. 
Sequences of operation shall be functionally tested to docu- 
ment they operate in accordance with approved plans and 
specifications. 


C408.4.1.3 Pools and spas. Service water heating equip- 
ment, time switches, and heat recovery equipment which 
serve pools and in-ground permanently installed spas shall 
undergo a functional test to determine that they operate in 
accordance with manufacturer's specifications. 


NEW SECTION 


WAC 51-11C-40805 Section C408.5—Metering sys- 
tem commissioning. 


C408.5 Metering system commissioning. Energy metering 
systems required by Section C409 shall comply with Section 
C408.5 and be included in the commissioning process 
required by Section C408.1. Construction documents shall 
clearly indicate provisions for commissioning in accordance 
with Section C408 and are permitted to refer to specifications 
for further requirements. 


C408.5.1 Functional testing. Functional testing shall be 
conducted by following written procedures which clearly 
describe the individual systematic test procedures, the 
expected systems' response or acceptance criteria for each 
procedure, the actual response or findings, and any pertinent 
discussion. Functional testing shall document that energy 
source meters, energy end-use meters, the energy metering 
data acquisition system, and required energy consumption 
display are calibrated, adjusted and operate in accordance 
with approved plans and specifications. At a minimum, test- 
ing shall confirm that: 
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1. The metering system devices and components work 
properly under low and high load conditions. 

2. The metered data is delivered in a format that is com- 
patible with the data collection system. 

3. The energy display is accessible to building operation 
and management personnel. 

4. The energy display meets code requirements regard- 
ing views required in Section C409.4.3. The display shows 
energy data in identical units (e.g., kWh). 


NEW SECTION 


WAC 51-11C-40900 Section C409—Energy meter- 
ing and energy consumption management. 


NEW SECTION 
WAC 51-11C-40901 Section C409.1—General. 


C409.1 General. Buildings with a gross conditioned floor 
area over 50,000 square feet shall comply with Section C409. 
Buildings shall be equipped to measure, monitor, record and 
display energy consumption data for each energy source and 
end use category per the provisions of this section, to enable 
effective energy management. 


EXCEPTIONS: 1. Tenant spaces within buildings if the tenant space 


has its own utility service and utility meters. 

2. Buildings in which there is no gross conditioned 
floor area over 25,000 square feet, including building 
common area, that is served by its own utility services 
and meters. 


C409.1.1 Alternate metering methods. Where approved by 
the building official, energy use metering systems may differ 
from those required by this section, provided that they are 
permanently installed and that the source energy measure- 
ment, end use category energy measurement, data storage 
and data display have similar accuracy to and are at least as 
effective in communicating actionable energy use informa- 
tion to the building management and users, as those required 
by this section. 


C409.1.2 Conversion factor. Any threshold stated in kW 
shall include the equivalent BTU/h heating and cooling 
capacity of installed equipment at a conversion factor of 
3,412 Btu per kW at 50 percent demand. 


NEW SECTION 


WAC 51-11C-40902 Section C409.2—Energy source 
metering. 


C409.2 Energy source metering. Buildings shall have a 
meter at each energy source. For each energy supply source 
listed in Section C409.2.1 through C409.2.4, meters shall 
collect data for the whole building or for each separately 
metered portion of the building where not exempted by the 
exception to Section C409.1. 


EXCEPTIONS: 1. Energy source metering is not required where end 
use metering for an energy source accounts for all 
usage of that energy type within a building, and the 
data acquisition system accurately totals the energy 
delivered to the building or separately metered portion 


of the building. 
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2. Solid fuels such as coal, firewood or wood pellets 
that are delivered via mobile transportation do not 
require metering. 


C409.2.1 Electrical energy. This category shall include all 
electrical energy supplied to the building and its associated 
site, including site lighting, parking, recreational facilities, 
and other areas that serve the building and its occupants. 


C409.2.2 Gas and liquid fuel supply energy. This category 
shall include all natural gas, fuel oil, propane and other gas or 
liquid fuel energy supplied to the building and site. 


C409.2.3 District energy. This category shall include all net 
energy extracted from district steam systems, district chilled 
water loops, district hot water systems, or other energy 
sources serving multiple buildings. 


C409.2.4 Site-generated renewable energy. This category 
shall include all net energy generated from on-site solar, 
wind, geothermal, tidal or other natural sources. 


NEW SECTION 


WAC 51-11C-40903 Section C409.3—End-use 
metering. 


C409.3 End-use metering. Meters shall be provided to col- 
lect energy use data for each end-use category listed in Sec- 
tions C409.3.1 through C409.3.2. These meters shall collect 
data for the whole building or for each separately metered 
portion of the building where not exempted by the exception 
to Section C409.1. Multiple meters may be used for any end- 
use category, provided that the data acquisition system totals 
all of the energy used by that category. 


EXCEPTIONS: 1. HVAC and water heating equipment serving only 


an individual dwelling unit does not require end-use 
metering. 


2. Separate metering is not required for fire pumps, 
stairwell pressurization fans or other life safety sys- 
tems that operate only during testing or emergency. 


3. End use metering is not required for individual ten- 
ant spaces not exceeding 2,500 square feet in floor 
area when a dedicated source meter meeting the 
requirements of Section C409.4.1 is provided for the 
tenant space. 


C409.3.1 HVAC system energy use. This category shall 
include all energy including electrical, gas, liquid fuel, dis- 
trict steam and district chilled water that is used by boilers, 
chillers, pumps, fans and other equipment used to provide 
space heating, space cooling, dehumidification and ventila- 
tion to the building, but not including energy that serves pro- 
cess loads, water heating or miscellaneous loads as defined in 
Section C409.3. Multiple HVAC energy sources, such as 
gas, electric and steam, are not required to be summed 
together. 


EXCEPTIONS: 1. All 120 volt equipment. 


2. 208/120 volt equipment in a building where the 
main service is 480/277 volt power. 

3. Electrical energy fed through variable frequency 
drives that are connected to the energy metering data 
acquisition center. 
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C409.3.2 Water heating energy use. This category shall 
include all energy used for heating of domestic and service 
hot water, but not energy used for space heating. 


EXCEPTION: Water heating energy use less than 50 kW does not 


require end-use metering. 


NEW SECTION 


WAC 51-11C-40904 Section C409.4—Measurement 
devices, data acquisition system and energy display. 


C409.4 Measurement devices, data acquisition system 
and energy display. 


C409.4.1 Meters. Meters and other measurement devices 
required by this section shall have local displays or be config- 
ured to automatically communicate energy data to a data 
acquisition system. Source meters may be any digital-type 
meters. Current sensors or flow meters are allowed for end 
use metering, provided that they have an accuracy of +/- 5%. 
All required metering systems and equipment shall provide at 
least hourly data that is fully integrated into the data acquisi- 
tion and display system per the requirements of Section 
C409. 


C409.4.2 Data acquisition system. The data acquisition 
system shall store the data from the required meters and other 
sensing devices for a minimum of 36 months. For each 
energy supply and end use category required by C409.2 and 
C409.3, it shall provide real-time energy consumption data 
and logged data for any hour, day, month or year. 


C409.4.3 Energy display. For each building subject to Sec- 
tion C409.2 and C409.3, either a readily accessible and visi- 
ble display, or a web page or other electronic document 
accessible to building management or to a third-party energy 
data analysis service shall be provided in the building acces- 
sible by building operation and management personnel. The 
display shall graphically provide the current energy con- 
sumption rate for each whole building energy source, plus 
each end use category, as well as the average and peak values 
for any day, week or year. 


Washington State Register, Issue 13-04 


C409.4.4 Commissioning. The entire system shall be com- 
missioned in accordance with Section C408.5. Deficiencies 
found during testing shall be corrected and retested and the 
commissioning report shall be updated to confirm that the 
entire metering and data acquisition and display system is 
fully functional. 


NEW SECTION 


WAC 51-11C-40905 Section C409.5—Metering for 
existing buildings. 


C409.5 Metering for existing buildings. 


C409.5.1 Existing buildings that were constructed subject 
to the requirements of this section. Where new or replace- 
ment systems or equipment are installed in an existing build- 
ing that was constructed subject to the requirements of this 
section, metering shall be provided for such new or replace- 
ment systems or equipment so that their energy use is 
included in the corresponding end-use category defined in 
Section C409.2. This includes systems or equipment added 
in conjunction with additions or alterations to existing build- 
ings. 


C409.5.1.1 Small existing buildings. Metering and data 
acquisition systems shall be provided for additions over 
25,000 square feet in accordance with the requirements of 
sections C409.2 and C409.3. 


NEW SECTION 


WAC 51-11C-50000 Chapter 5 [CE]—Referenced 
standards. This chapter lists the standards that are referenced 
in various sections of this document. The standards are listed 
herein by the promulgating agency of the standard, the stan- 
dard identification, the effective date and title, and the section 
or sections of this document that reference the standard. The 
application of the referenced standards shall be as specified in 
Section 106. 


AAMA 
1827 Walden Office Square 
Suite 550 


Schaumburg, IL 60173-4268 


American Architectural Manufacturers Association 


Standard reference number Title 


Referenced in code section 
number 


AAMA/WDMA/CSA 
101/L.S.2/A C440—11 


North American Fenestration Standard/Specifi- 
cations for Windows, Doors and Unit Skylights 


Table C402.4.3 


AHAM 


Association of Home Appliance Manufacturers 
1111 19th Street, N.W., Suite 402 
Washington, D.C. 20036 


Standard reference number 


Title 


Referenced in code section 
number 


ANSI/AHAM RAC-1—2008 


Room Air Conditioners 


Table C403.2.3(3) 


AHRI 


Air Conditioning, Heating, and Refrigeration 
Institute 
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4100 North Fairfax Drive, Suite 200 
Arlington, VA 22203 


Standard reference number 


Title 


Referenced in code section 
number 


ISO/AHRI/ASHRAE 
13256-1 (2005) 


ISO/AHRI/ASHRAE 
13256-2 (1998) 
210/240—08 
310/380—04 


340/360—2007 


Water-source Heat Pumps - Testing and Rating 
for Performance - Part 1: Water-to-air and 
Brine-to-air Heat Pumps 


Water-source Heat Pumps - Testing and Rating 
for Performance - Part 2: Water-to-water and 
Brine-to-water Heat Pumps 

Unitary Air Conditioning and Air-source Heat 
Pump Equipment 

Standard for Packaged Terminal Air Condition- 
ers and Heat Pumps 

Commercial and Industrial Unitary Air-condi- 
tioning and Heat Pump Equipment 


Table C403.2.3(2) 


Table C403.2.3(2) 


Table C403.2.3(1), 
Table C403.2.3(2) 


Table C403.2.3(3) 
Table C403.2.3(1), 
Table C403.2.3(2) 


365—09 Commercial and Industrial Unitary Air-condi- Table C403.2.3(1), 

tioning Condensing Units = — —— ee Table C403.2.3(6) 
390—03 Performance Rating of Single Package Vertical 

Air Conditioners and Heat Pumps = ~—.......... Table C403.2.3(3) 
400—01 Liquid to Liquid Heat Exchangers with Adden- 

dum 2). es te aS Table C403.2.3(9) 
440—08 Room Fan Coil eee ee C403.2.8 
460—05 Performance Rating Remote Mechanical Draft 

Air-cooled Refrigerant Condensers = ~—....... Table C403.2.3(8) 
550/590—03 Water Chilling Packages Using the Vapor Com- C403.2.3.1, 

pression Cycle—with Addenda Table C403.2.3(7), 

DIALER Table C406.2(6) 

560—00 Absorption Water Chilling and Water-heating 

Packages ee Table C403.2.3(7) 
1160—08 Performance Rating of Heat Pump Pool Heaters ........ Table C404.2 
AMCA Air Movement and Control Association Interna- 


tional 
30 West University Drive 
Arlington Heights, IL 60004-1806 


Standard reference number Title Referenced in code section 
number 
500D—10 Laboratory Methods for Testing Dampers for C402.4.5.1, 
Rating ee C402.4.5.2 
ANSI American National Standards Institute 
25 West 43rd Street 
Fourth Floor 
New York, NY 10036 
Standard reference number Title Referenced in code section 
number 
ANSI/ASME A17.1-2010 Safety code for elevators and escalators = ~—........... C405.12.1 
Z21.10.3/CSA 4.3—04 Gas Water Heaters, Volume II— Storage Water 
Heaters with Input Ratings Above 75,000 Btu 
per Hour, Circulating Tank and Instantaneous — ........ Table C404.2 
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Z21.47/CSA 2.3—06 


Z83.8/CSA 2.6—09 


Gas-fired Central Furnaces 


Gas Unit Heaters, Gas Packaged Heaters, Gas 
Utility Heaters and Gas-fired Duct Furnaces 


Table C403.2.3(4), 
Table C406.2(4) 
Table C403.2.3(4), 
Table C406.2(4) 


ASHRAE 


American Society of Heating, Refrigerating and Air-Condition- 


ing Engineers, Inc. 
1791 Tullie Circle, N.E. 
Atlanta, GA 30329-2305 


Standard reference number Title Referenced in code section 
number 

ANSI/ASHRAE/ACCA 
Standard 127-2007 Method of Testing for Rating Computer and 

Data Processing Room Unitary Air Conditioners ........ C403.4.1 
Standard 183—2007 Peak Cooling and Heating Load Calculations in 

Buildings, Except Low-rise Residential Build- 

mes yr aaa Maga d C403.2.1 
ASHRAE—2004 ASHRAE HVAC Systems and Equipment 

Handbook—2004 eee ee C403.2.1 


ISO/AHRI/ASHRAE 
13256-1 (2005) 


ISO/AHRI/ASHRAE 
13256-2 (1998) 


90.1—2010 


119—88 (RA 2004) 


Water-source Heat Pumps—Testing and Rating 
for Performance— Part 1: Water-to-air and 
Brine-to-air Heat Pumps 


Water-source Heat Pumps—Testing and Rating 
for Performance—Part 2: Water-to-water and 
Brine-to-water Heat Pumps 

Energy Standard for Buildings Except Low-rise 
Residential Buildings 

(ANSI/ASHRAE/IESNA 90.1—2010) 


Air Leakage Performance for Detached Single- 
family Residential Buildings 


Table C403.2.3(2) 


Table C403.2.3(2) 
C401.2, 
C401.2.1, 
C402.1.1, 
Table C402.1.2, 
Table C402.2, 
Table C407.6.1 


Table C405.5.2(1) 


140—2010 Standard Method of Test for the Evaluation of 
Building Energy Analysis Computer Programs  ........ C407.6.1 
146—2006 Testing and Rating Pool Heaters = = ~~ ........ Table C404.2 
ASTM ASTM International 
100 Barr Harbor Drive 
West Conshohocken, PA 
19428-2859 
Standard reference number Title Referenced in code section 
number 
C 90—08 Specification for Load-bearing Concrete 
Masonry Units eee ee Table C402.2 
C 1371—04 Standard Test Method for Determination of 
Emittance of Materials Near Room Temperature 
Using Portable Emissometers = = —........ Table C402.2.1.1 
C 1549—04 Standard Test Method for Determination of 
Solar Reflectance Near Ambient Temperature 
Using A Portable Solar Reflectometer = = 3 =~—_............ Table C405.2.1.1 
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D 1003—07el 


E 283—04 


E 408—71 (2002) 
E 779—03 


E 903—96 


E 1677—05 


E 1918—97 


E 1980—(2001) 


Standard Test Method for Haze and Luminous 
Transmittance of Transparent Plastics 

Test Method for Determining the Rate of Air 
Leakage Through Exterior Windows, Curtain 
Walls and Doors Under Specified Pressure Dif- 
ferences Across the Specimen 


Test Methods for Total Normal Emittance of 
Surfaces Using Inspection-meter Techniques 
Standard Test Method for Determining Air 
Leakage Rate by Fan Pressurization 

Standard Test Method Solar Absorptance, 
Reflectance and Transmittance of Materials 
Using Integrating Spheres (Withdrawn 2005) 
Standard Specification for an Air-retarder (AR) 
Material or System for Low-rise Framed Build- 
ing Walls 

Standard Test Method for Measuring Solar 
Reflectance of Horizontal or Low-sloped Sur- 
faces in the Field 

Standard Practice for Calculating Solar Reflec- 
tance Index of Horizontal and Low-sloped 
Opaque Surfaces 


C402.3.2.2 


Table C402.2.1.1, 
C402.4.1.2.2, 
Table C402.4.3, 
C402.4.4, 
C402.4.8 


Table C402.2.1.1 


C402.4.1.2.3 


Table C402.2.1.1 


C402.4.1.2.2 


Table C402.2.1.1 


Table C402.2.1.1 


E 2178—03 Standard Test Method for Air Permanence of 

Building Materials ss eee C402.4.1.2.1 
E 2357—05 Standard Test Method for Determining Air 

Leakage of Air Barrier Assemblies = =—....... C404.1.2.2 
CSA Canadian Standards Association 


5060 Spectrum Way 
Mississauga, Ontario, Canada L4W 5N6 


Standard reference number 


Title 


Referenced in code section 


number 
AAMA/WDMA/CSA North American Fenestration Standard/Specifi- 
101/1.S.2/A440—11 cation for Windows, Doors and Unit Skylights  ........ R402.4.3 
CTI Cooling Technology Institute 


2611 FM 1960 West, Suite A-101 
Houston, TX 77068 


Standard reference number 


Title 


Referenced in code section 
number 


ATC 105 (00) 


Acceptance Test Code for Water Cooling Tower 


Table C403.2.3(8) 


STD 201—09 Standard for Certification of Water Cooling 
Towers Thermal Performances = ~~ ......... Table C403.2.3(8) 
DASMA Door and Access Systems Manufacturers Asso- 


ciation 
1300 Sumner Avenue 
Cleveland, OH 44115-2851 


Standard reference number 


Title 


Referenced in code section 
number 


105—92 (R2004) 


Test Method for Thermal Transmittance and Air 
Infiltration of Garage Doors 


Table C402.4.3 


DOE 


U.S. Department of Energy 
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c/o Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402-9325 


Standard reference number Title Referenced in code section 
number 
10 C.F.R., Part 430—1998 Energy Conservation Program for Consumer 
Products: 
Test Procedures and Certification and Enforce- Table C403.2.3(4), 
ment Requirement for Plumbing Products; and Table C403.2.3(5), 
Certification and Enforcement Requirements for Table C404.2, 
Residential Appliances; Final Rule Table C406.2(4), 
ee Table C406.2(5) 
10 C.F.R., Part 430, Subpart Uniform Test Method for Measuring the Energy 
B, Appendix N—1998 Consumption of Furnaces and Boilers 
eden es C202 
10 C.F.R., Part 43 1—2004 Energy Efficiency Program for Certain Com- 
mercial and Industrial Equipment: Test Proce- Table C403.2.3(5), 
dures and Efficiency Standards; Final Rules —iw...... Table C406.2(5) 
NAECA 87—(88) National Appliance Energy Conservation Act 
1987 [(Public Law 100-12 (with Amendments of 
1988-P.L. 100-35] ee Tables C403.2.3 (1), (2), (4) 
IAPMO International Association of Plumbing and 
Mechanical Officials 
4755 E. Philadelphia Street 
Ontario, CA 91761 
Standard reference number Title Referenced in code section 
number 
UPC—2012 Uniform Plumbing Code —s C201.3 
ICC International Code Council, Inc. 
500 New Jersey Avenue, N.W., 
6th Floor 
Washington, DC 20001 
Standard reference number Title Referenced in code section 
number 
IBC—12 International Building Code —s—s—S. C201.3, C303.2, C402.4.4 
IFC—12 International Fire Code se C201.3 
IFGC—12 International Fuel Gas Code = = ~—— ........ C201.3 
IMC—12 International Mechanical Code C403.2.5, C403.2.5.1, 
C403.2.6, C403.2.7, 
C403.2.7.1, 
C403.2.7.1.1, C403.2.7.1.2, 
C403.2.7.1.3, C403.4.5, 
sb bae As C408.2.2.1 
IESNA Illuminating Engineering Society of North 
America 
120 Wall Street, 17th Floor 
New York, NY 10005-4001 
Standard reference number Title Referenced in code section 
number 
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ANSI/ASHRAE/IESNA Energy Standard for Buildings Except Low-rise C401.2, C401.2.1, 
90.1—2010 Residential Buildings C402.1.1, Table C402.1.2, 
Table C402.2, Table 
arctic rye C407.6.1 
ISO International Organization for Standardization 


1, rue de Varembe, Case postale 56, CH-1211 
Geneva, Switzerland 


Standard reference number Title Referenced in code section 
number 

ISO/AHRI/ASHRAE 13256- Water-source Heat Pumps—Testing and Rating 
1 (2005) for Performance—Part 1: Water-to-air and 

Brine-to-airHeatPumps =  — ........ C403.2.3(2) 
ISO/AHRI/ASHRAE 13256- Water-Source Heat Pumps—Testing and Rating 
2 (1998) for Performance—Part 2: Water-to-water and 

Brine-to-water Heat Pumps = — ........ C403.2.3(2) 


NEMA National Electric Manufacturers Association 
1300 North 17th Street 
Suite 1752 
Rosslyn, VA 22209 
Standard reference number Title Referenced in code section 
number 
TP-1-2002 Guide for Determining Energy Efficiency for 
Distribution Transformers ss ee ee C405.9 
NFRC National Fenestration Rating Council, Inc. 


6305 Ivy Lane, Suite 140 
Greenbelt, MD 20770 


Standard reference number Title Referenced in code section 
number 
100—2010 Procedure for Determining Fenestration Product C303.1.2, 
-factors a C402.2.1 
200—2010 Procedure for Determining Fenestration Product 
Solar Heat Gain Coefficients and Visible Trans- C303.1.3, 
mittance at Normal Incidence = ~—........ C402.3.1.1 
400—2010 Procedure for Determining Fenestration Product 
Air Leakage eee Table C402.4.3 
SMACNA Sheet Metal and Air Conditioning Contractors 


National Association, Inc. 
4021 Lafayette Center Drive 
Chantilly, VA 20151-1209 


Standard reference number Title Referenced in code section 
number 

SMACNA—85 HVAC Air Duct Leakage Test Manual =i... C403.2.7.1.3 

UL Underwriters Laboratories 


333 Pfingsten Road 
Northbrook, IL 60062-2096 


Standard reference number Title Referenced in code section 
number 
727—06 Oil-fired Central Furnaces—with Revisions Table C403.2.3(4), Table 
through April2010 eee ee C406.2(4) 
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731—95 Oil-fired Unit Heaters—with Revisions through Table C403.2.3(4), 
April 2010 0 ee Table C406.2(4) 
US-FTC United States-Federal Trade Commission 


600 Pennsylvania Avenue N.W. 
Washington, DC 20580 


Standard reference number Title Referenced in code section 
number 

C.F.R. Title 16 R-value Rule 

(May 31,2005) 0, C303.1.4 


WDMA 


Window and Door Manufacturers Association 
1400 East Touhy Avenue, Suite 470 
Des Plaines, IL 60018 


Standard reference number 


Title 


Referenced in code section 
number 


AAMA/WDMA/CSA 
101/1.8.2/A440—11 


North American Fenestration Standard/Specifi- 
cation for Windows, Doors and Unit Skylights 


Table C402.4.3 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 
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NEW SECTION 


WAC 51-11C-60000 Appendix A—Default heal loss 
coefficients. 


NEW SECTION 
WAC 51-11C-61010 Section A101—General. 


NEW SECTION 
WAC 51-11C-61011 Section A101.1—Scope. 


A101.1 Scope. The following defaults shall apply to Chapter 
4 of both the (RE) and (CE) sections of the IECC. This chap- 
ter includes tables of seasonal average heat loss coefficients 
for specified nominal insulation. 


NEW SECTION 
WAC 51-11C-61012 Section A101.2—Description. 


NEW SECTION 


A101.2 Description. These coefficients were developed pri- 
marily from data and procedures from the ASHRAE Funda- 
mentals Handbook. 

Coefficients not contained in this chapter may be com- 
puted using the procedures listed in this reference if the 
assumptions in the following sections are used, along with 
data from the sources referenced above. 


NEW SECTION 
WAC 51-11C-61013 Section A101.3—Air films. 


A101.3 Air films. Default R-values used for air films shall 
be as follows: 


R-Value Condition 

0.17 All exterior surfaces 

0.61 Interior horizontal surfaces, heat flow up 
0.92 Interior horizontal surfaces, heat flow down 
0.68 Interior vertical surfaces 


WAC 51-11C-61014 Section A101.4—Compression of insulation. 


A101.4 Compression of insulation. Insulation which is compressed shall be rated in accordance with Table A101.4 or reduc- 
tion in value may be calculated in accordance with the procedures in the ASHRAE Fundamentals Handbook. 


Table A101.4 
R-value of Fiberglass Batts Compressed Within Various Depth Cavities 


Insulation R-Values at Standard Thickness 


Rated R-Value 82 71 60 49 38 30 22 21 19 15 13 11 
Standard Thickness, 
Inches 26.0 22.5 19.0 15.5 12 9.5 6.5 5.5 6 3.5 3.5 3.5 
Nominal Actual 
; peor Depth ot Insulation R-Values when Installed in a Confined Cavity 
Sizes, Inches Cavity, 
Inches 
Truss 26.0 82 — — 
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Insulation R-Values at Standard Thickness 


Rated R-Value 82 71 60 49 38 30 22 21 19 15 13 11 
Standard Thickness, 
Inches 26.0 22.5 19.0 15.5 12 9.5 6.5 5.5 6 3.5 3.5 3.5 
Nominal Actual 
Saa A ee. Insulation R-Values when Installed in a Confined Cavity 
Inches 
Truss 22:5 — 71 — — 
Truss 19.0 — — 60 — — 
Truss 15.5 — — — 49 — — 
Truss 12.0 — 38 — — 
2x12 11.25 — 37 — — 
2x10 9.25 — 32 30 — — 
2x8 7.25 —— 27 26 22 21 19 — — — 
2x6 5.5 — 21 20 21 18 -— — — 
2x4 3.5 —— 14 — 13 15 13 11 
2:5 — 9.8 — 
1.5 — 6.3 6.0 


NEW SECTION 
WAC 51-11C-61015 Section A101.5—Building materials. 
A101.5 Building materials. Default R-values used for building materials shall be as shown in Table A101.5. 


Table A101.5 
Default R-values for Building Materials 


Nominal Actual R-Value (Heat 


Material Size (in.) Size (in.) Capacity‘) 
Air cavity (unventilated), between metal studs at 16 inches on center* - - 0.79 
Air cavity (unventilated), all other depths and framing materials! - - 0.91 
Airfilm, exterior surfaces? - - 0.17 
Airfilm, interior horizontal surfaces, heat flow up’ - - 0.61 
Airfilm, interior horizontal surfaces, heat flow down? - - 0.92 
Airfilm, interior vertical surfaces? - - 0.68 
Brick at R-0.12/in. (face brick, 75% solid/25% core area, 130 Ibs/ft?) 4 3.5 0.32 (5.9) 
Carpet and rubber pad - - 1.23 
Concrete at R-0.0625/in., heavyweight (144 Ibs/ft*) - 2 0.13 (HC-4.8) 
- 4 0.25 (HC-9.6) 
- 6 0.38 (HC-14.4) 
- 8 0.50 (HC-19.2) 
- 10 0.63 (HC-24.0) 
- 12 0.75 (HC-28.8) 
Concrete masonry units, solid grouted, lightweight (95 Ibs/ft?) 6 - 0.80 (HC-11.4) 
Concrete masonry units, solid grouted, normal weight (135 Ibs/ft*) 6 - 0.51 (HC-13.2) 
Concrete masonry units, partly grouted, lightweight (95 Ibs/ft?) 6 - 1.33 (HC-6.7) 
Concrete masonry units, partly grouted, normal weight (135 Ibs/ft*) 6 - 0.82 (HC-9.0) 
Concrete masonry units, solid grouted, lightweight (95 Ibs/ft?) 8 - 1.05 (HC-15.5) 
Concrete masonry units, solid grouted, normal weight (135 Ibs/ft*) 8 - 0.69 (HC-17.9) 
Concrete masonry units, partly grouted, lightweight (95 Ibs/ft?) 8 - 1.44 (HC-9.6) 
Concrete masonry units, partly grouted, normal weight (135 Ibs/ft*) 8 - 0.98 (HC-12.0) 
Concrete masonry units, solid grouted, lightweight (95 Ibs/ft?) 10 - 1.30 (HC-19.7) 
Concrete masonry units, solid grouted, normal weight (135 Ibs/ft*) 10 - 0.87 (HC-22.6) 
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Nominal Actual R-Value (Heat 
Material Size (in.) Size (in.) Capacity‘) 
Concrete masonry units, partly grouted, lightweight (95 Ibs/ft?) 10 - 1.61 (HC-11.9) 
Concrete masonry units, partly grouted, normal weight (135 Ibs/ft*) 10 - 1.11 (HC-14.8) 
Concrete masonry units, solid grouted, lightweight (95 Ibs/ft?) 12 - 1.53 (HC-23.9) 
Concrete masonry units, solid grouted, normal weight (135 Ibs/ft?) 12 - 1.06 (HC-27.2) 
Concrete masonry units, partly grouted, lightweight (95 Ibs/ft?) 12 - 1.75 (HC-14.2) 
Concrete masonry units, partly grouted, normal weight (135 Ibs/ft*) 12 - 1.23 (HC-17.5) 
Flooring, wood subfloor - 0.75 0.94 
Gypsum board - 0.5 0.45 
- 0.625 0.56 
Metal deck - - 0 
Roofing, built-up - 0.375 0.33 
Sheathing, vegetable fiber board, 0.78 in. - 0.78 2.06 
Soil at R-0.104/in. - 12 1.25 
Steel, mild 1 0.003 1807 
Stucco - 0.75 0.08 


“There is no credit for cavities that are open to outside air. 
‘Air films do not apply to air cavities within an assembly. 


‘For heat capacity for concrete and concrete masonry materials with densities other than the values listed in Table A101.5, see Tables A3.1B and 


A3.1C in ASHRAE/IESNA Standard 90.1. 


NEW SECTION 
WAC 51-11C-61020 Section A102—Ceilings. 


NEW SECTION 
WAC 51-11C-61021 Section A102.1—General. 


A102.1 General. Table A102.1 lists heat loss coefficients 
for the opaque portion of exterior ceilings below vented 
attics, vaulted ceilings and roof decks in units of Btu/h « ft? « 
°F of ceiling. 


NEW SECTION 


They are derived from procedures listed in the ASHRAE 
Fundamentals Handbook. Ceiling U-factors are modified for 
the buffering effect of the attic, assuming an indoor tempera- 
ture of 65°F and an outdoor temperature of 45°F. 


A102.1.1 Metal framed ceilings. The nominal R-values in 
Table A103.3.6.2: Effective R-Values for Metal Framing 
and Cavity Only may be used for purposes of calculating 
metal framed ceiling section U-factors in lieu of the 
ASHRAE zone calculation method as provided in Chapter 27 
of the ASHRAE Fundamentals Handbook. 

Metal building roofs have a different construction and 
are addressed in Table A102.2.5. 


WAC 51-11C-610211 Table A102.1—Default U-factors for ceilings. 


Table A102.1 
Default U-factors for Ceilings 


Standard Frame Advanced Frame 
Ceilings Below Vented Attics 
Flat Baffled 
R-19 0.049 0.047 
R-30 0.036 0.032 
R-38 0.031 0.026 
R-49 0.027 0.020 
R-60 0.025 0.017 
Scissors Truss 
R-30 (4/12 roof pitch) 0.043 0.031 
R-38 (4/12 roof pitch) 0.040 0.025 
R-49 (4/12 roof pitch) 0.038 0.020 
R-30 (5/12 roof pitch) 0.039 0.032 
R-38 (5/12 roof pitch) 0.035 0.026 
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Standard Frame Advanced Frame 

Ceilings Below Vented Attics 

R-49 (5/12 roof pitch) 0.032 0.020 
Vaulted Ceilings 16" O.C. 24" O.C. 

Vented 

R-19 2x10 joist 0.049 0.048 

R-30 2x12 joist 0.034 0.033 

R-38 2x14 joist 0.027 0.027 

Unvented 

R-30 2x10 joist 0.034 0.033 

R-38 2x12 joist 0.029 0.027 

R-21 + R-21 2x12 joist 0.026 0.025 


Roof Deck 4 x Beams, 48" O.C. 
R-12.5 2" Rigid insulation 0.064 
R-21.9 3.5" Rigid insulation 0.040 
R-37.5 6" Rigid insulation 0.025 
R-50 8" Rigid insulation 0.019 


NEW SECTION 


WAC 51-11C-61022 Section A102.2—Component 
description. 


A102.2 Component description. The four types of ceilings 
are characterized as follows: 


A102.2.1 Ceilings below a vented attic. Attic insulation is 
assumed to be blown-in, loose-fill fiberglass with a K-value 
of 2.6 h « ft? * °F/Btu per inch. Full bag count for specified 
R-value is assumed in all cases. Ceiling dimensions for flat 
ceiling calculations are 45 by 30 feet, with a gabled roof hav- 
ing a 4/12 pitch. The attic is assumed to vent naturally at the 
rate of 3 air changes per hour through soffit and ridge vents. 
A void fraction of 0.002 is assumed for all attics with insula- 
tion baffles. Standard-framed, unbaffled attics assume a void 
fraction of 0.008. 


Attic framing is either standard or advanced. Standard 
framing assumes tapering of insulation depth around the 
perimeter with resultant decrease in thermal resistance. An 
increased R-value is assumed in the center of the ceiling due 
to the effect of piling leftover insulation. Advanced framing 
assumes full and even depth of insulation extending to the 
outside edge of exterior walls. Advanced framing does not 
change from the default value. 


U-factors for flat ceilings below vented attics with stan- 
dard framing may be modified with the following table: 


U-Factor for 
Standard Framing 
Roof Pitch R-30 R-38 
4/12 0.036 0.031 
5/12 0.035 0.030 
6/12 0.034 0.029 
7/12 0.034 0.029 
8/12 0.034 0.028 
9/12 0.034 0.028 
10/12 0.033 0.028 
11/12 0.033 0.027 
12/12 0.033 0.027 
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Vented scissors truss attics assume a ceiling pitch of 2/12 
with a roof pitch of either 4/12 or 5/12. Unbaffled standard 
framed scissors truss attics are assumed to have a void frac- 
tion of 0.016. 


A102.2.2 Vaulted ceilings. Insulation is assumed to be 
fiberglass batts installed in roof joist cavities. In the vented 
case, at least 1.5 inches between the top of the batts and the 
underside of the roof sheathing is left open for ventilation in 
each cavity. A ventilation rate of 3.0 air changes per hour is 
assumed. In the unvented or dense pack case, the ceiling cav- 
ity is assumed to be fully packed with insulation, leaving no 
space for ventilation. 


A102.2.3 Roof decks. Rigid insulation is applied to the top 
of roof decking with no space left for ventilation. Roofing 
materials are attached directly on top of the insulation. Fram- 
ing members are often left exposed on the interior side. 


A102.2.4 Metal truss framing. Overall system tested values 
for the roof/ceiling U, for metal framed truss assemblies from 
approved laboratories shall be used, when such data is 
acceptable to the building official. 

Alternatively, the U, for roof/ceiling assemblies using 
metal truss framing may be obtained from Tables 
A102.2.4(1) through A102.2.4(5). 


A102.2.5 Metal building roof. Table A102.2.5: The base 
assembly is a roof where the insulation is compressed when 
installed beneath metal roof panels attached to the steel struc- 
ture (purlins). Additional assemblies include continuous 
insulation, uncompressed and uninterrupted by framing. 

U-factors for metal building roofs shall be taken from 
Table A102.2.5, provided the average purlin spacing is at 
least 52 inches and the R-value of the thermal spacer block is 
greater than or equal to the thermal spacer block R-value 
indicated in Table A107.2.5 for the assembly. It is not 
acceptable to use the U-factors in Table A102.2.6 if addi- 
tional insulated sheathing is not continuous. 


A102.2.5.1 Single layer. The rated R-value of insulation is 
for insulation installed perpendicular to and draped over pur- 
lins and then compressed when the metal roof panels are 
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attached. A minimum R-3 (R-0.5) thermal spacer block 
between the purlins and the metal roof panels is required, 
unless compliance is shown by the overall assembly U-factor. 


A102.2.5.2 Double layer. The first rated R-value of insula- 
tion is for insulation installed perpendicular to and draped 
over purlins. The second rated R-value of insulation is for 
unfaced insulation installed above the first layer and parallel 
to the purlins and then compressed when the metal roof pan- 
els are attached. A minimum R-3 (R-0.5) thermal spacer 
block between the purlins and the metal roof panels is 
required, unless compliance is shown by the overall assembly 
U-factor. 


A102.2.5.3 Continuous insulation. For continuous insula- 
tion (e.g., insulation boards or blankets), it is assumed that the 
insulation is installed below the purlins and is uninterrupted 
by framing members. Insulation exposed to the conditioned 
space or semi-heated space shall have a facing, and all insu- 
lation seams shall be continuously sealed to provide a contin- 
uous air barrier. 


A102.2.5.4 Liner system (Ls). A continuous membrane is 
installed below the purlins and uninterrupted by framing 
members. Uncompressed, unfaced insulation rests on top of 
the membrane between the purlins. For multilayer installa- 
tions, the last rated R-value of insulation is for unfaced insu- 
lation draped over purlins and then compressed when the 
metal roof panels are attached. A minimum R-3 (R-0.5) ther- 
mal spacer block between the purlins and the metal roof pan- 
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els is required, unless compliance is shown by the overall 
assembly U-factor. 


A102.2.5.5 Filled cavity. The first rated R-value of insula- 
tion is for faced insulation installed parallel to the purlins. 
The second rated R-value of insulation is for unfaced insula- 
tion installed above the first layer, parallel to and between the 
purlins and compressed when the metal roof panels are 
attached. The facer of the first layer of insulation is of suffi- 
cient width to be continuously sealed to the top flange of the 
purlins and to accommodate the full thickness of the second 
layer of insulation. A supporting structure retains the bottom 
of the first layer at the prescribed depth required for the full 
thickness of the second layer of insulation being installed 
above it. A minimum R-5 (R-0.9) thermal spacer block 
between the purlins and the metal roof panels is required, 
unless compliance is shown by the overall assembly U-factor. 


A102.2.6 Roofs with insulation entirely above deck (unin- 
terrupted by framing). Table A102.2.6: The base assembly 
is continuous insulation over a structural deck. Added insu- 
lation is continuous and uninterrupted by framing. For the 
insulation, the first column lists the R-value for continuous 
insulation with a uniform thickness; the second column lists 
the comparable area-weighted average R-value for continu- 
ous insulation provided that the insulation thickness is never 
less than R-5 (except at roof drains) and that the slope is no 
greater than 1/4 inch per foot. 


WAC 51-11C-610221 Tables A102.2.4—Steel truss framed ceiling U, values. 


Table A102.2.4(1) 
Steel Truss? Framed Ceiling U, 


Cavity Truss Span (ft) 

R-value 12 14 16 18 20 22 24 26 28 30 32 34 36 
19 0.1075 0.0991 0.0928 0.0878 0.0839 0.0807 0.0780 0.0757 0.0737 0.0720 0.0706 0.0693 0.0681 
30 0.0907 0.0823 0.0760 0.0710 0.0671 0.0638 0.0612 0.0589 0.0569 0.0552 0.0538 0.0525 0.0513 
38 0.0844 0.0759 0.0696 0.0647 0.0607 0.0575 0.0548 0.0525 0.0506 0.0489 0.0474 0.0461 0.0449 
49 0.0789 0.0704 0.0641 0.0592 0.0552 0.0520 0.0493 0.0470 0.0451 0.0434 0.0419 0.0406 0.0395 

Table A102.2.4(2) 
Steel Truss? Framed Ceiling U, with R-3 Sheathing 

Cavity Truss Span (ft) 

R-value 12 14 16 18 20 22 24 26 28 30 32 34 36 
19 0.0809 0.0763 0.0728 0.0701 0.0679 0.0661 0.0647 0.0634 0.0623 0.0614 0.0606 0.0599 0.0592 
30 0.0641 0.0595 0.0560 0.0533 0.0511 0.0493 0.0478 0.0466 0.0455 0.0446 0.0438 0.0431 0.0424 
38 0.0577 0.0531 0.0496 0.0469 0.0447 0.0430 0.0415 0.0402 0.0392 0.0382 0.0374 0.0367 0.0361 
49 0.0523 0.0476 0.0441 0.0414 0.0393 0.0375 0.0360 0.0348 0.0337 0.0328 0.0319 0.0312 0.0306 

Table A102.2.4(3) 
Steel Truss? Framed Ceiling U, with R-5 Sheathing 
Cavity Truss Span (ft) 

R-value 12 14 16 18 20 22 24 26 28 30 32 34 36 
19 0.0732 0.0697 0.0670 0.0649 0.0633 0.0619 0.0608 0.0598 0.0590 0.0583 0.0577 0.0571 0.0567 
30 0.0564 0.0529 0.0502 0.0481 0.0465 0.0451 0.0440 0.0430 0.0422 0.0415 0.0409 0.0403 0.0399 
38 0.0501 0.0465 0.0438 0.0418 0.0401 0.0388 0.0376 0.0367 0.0359 0.0351 0.0345 0.0340 0.0335 
49 0.0446 0.0410 0.0384 0.0363 0.0346 0.0333 0.0322 0.0312 0.0304 0.0297 0.0291 0.0285 0.0280 
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Table A102.2.4(4) 
Steel Truss? Framed Ceiling U, with R-10 Sheathing 

Cavity Truss Span (ft) 

R-value 12 14 16 18 20 22 24 26 28 30 32 34 36 
19 0.0626 | 0.0606 | 0.0590 | 0.0578 | 0.0569 | 0.0561 0.0555 | 0.0549 | 0.0545 | 0.0541 | 0.0537 | 0.0534 0.0531 
30 0.0458 | 0.0437 | 0.0422 | 0.0410 | 0.0401 0.0393 | 0.0387 | 0.0381 0.0377 | 0.0373 | 0.0369 | 0.0366 0.0363 
38 0.0394 | 0.0374 | 0.0359 | 0.0347 | 0.0337 | 0.0330 | 0.0323 | 0.0318 | 0.0313 | 0.0309 | 0.0305 | 0.0302 0.0299 
49 0.0339 | 0.0319 | 0.0304 | 0.0292 | 0.0283 | 0.0275 | 0.0268 | 0.0263 | 0.0258 | 0.0254 | 0.0251 0.0247 0.0245 

Table A102.2.4(5) 
Steel Truss? Framed Ceiling U, with R-15 Sheathing 
Cavity Truss Span (ft) 
R-value 12 14 16 18 20 22 24 26 28 30 32 34 36 
19 0.0561 0.0550 0.0541 | 0.0535 | 0.0530 | 0.0526 | 0.0522 | 0.0519 | 0.0517 | 0.0515 0.0513 | 0.0511 0.0509 
30 0.0393 0.0382 0.0373 | 0.0367 | 0.0362 | 0.0358 | 0.0354 | 0.0351 | 0.0349 | 0.0347 0.0345 | 0.0343 0.0341 
38 0.0329 0.0318 0.0310 | 0.0303 | 0.0298 | 0.0294 | 0.0291 | 0.0288 | 0.0285 | 0.0283 0.0281 | 0.0279 | 0.0278 
49 0.0274 0.0263 0.0255 | 0.0249 | 0.0244 | 0.0239 | 0.0236 | 0.0233 | 0.0230 | 0.0228 0.0226 | 0.0225 0.0223 
Footnotes for Tables A102.2.4(1) through A102.2.4(5) 
a Assembly values based on 24 inch on center truss spacing; 11 Truss member connections penetrating insulation (4 at the eaves, 7 in the interior 


space); 1/2 inch drywall ceiling; all truss members are 2x4 "C" channels with a solid web. 


‘Ceiling sheathing installed between bottom chord and drywall. 


NEW SECTION 
WAC 51-11C-610225 Tables A102.2.5—Default U-factors for metal building roofs. 


Table A102.2.5 


Default U-factors for Metal Building Roofs 


Overall U-Factor for Assembly of Base Roof Plus Continuous Insulation (unin- 
terrupted by framing) Rated R-Value of Continuous Insulation 
Overall U-Factor for 
Insulation Rated R-Value of Entire Base Roof 
System Insulation Assembly R-6.5 R-13 R-19.5 R-26 R-32.5 R-39 
Standing Seam Roofs with Thermal Spacer Blocks® ? 

None 1.280 0.137 0.073 0.049 0.037 0.030 0.025 
R-10 0.115 0.066 0.046 0.035 0.029 0.024 0.021 
Single R-11 0.107 0.063 0.045 0.035 0.028 0.024 0.021 
Layer R-13 0.101 0.061 0.044 0.034 0.028 0.024 0.020 
R-16 0.096 0.059 0.043 0.033 0.027 0.023 0.020 
R-19 0.082 0.053 0.040 0.031 0.026 0.022 0.020 
R-10 + R-10 0.088 0.056 0.041 0.032 0.027 0.023 0.020 
R-10 + R-11 0.086 0.055 0.041 0.032 0.027 0.023 0.020 
R-11+R-11 0.085 0.055 0.040 0.032 0.026 0.023 0.020 
R-10 + R-13 0.084 0.054 0.040 0.032 0.026 0.023 0.020 
Double R-11 + R-13 0.082 0.053 0.040 0.032 0.026 0.022 0.020 
Layer R-13 + R-13 0.075 0.050 0.038 0.030 0.025 0.022 0.019 
R-10 + R-19 0.074 0.050 0.038 0.030 0.025 0.022 0.019 
R-11 + R-19 0.072 0.049 0.037 0.030 0.025 0.022 0.019 
R-13 + R-19 0.068 0.047 0.036 0.029 0.025 0.021 0.019 
R-16 + R-19 0.065 0.046 0.035 0.029 0.024 0.021 0.018 
R-19 + R-19 0.060 0.043 0.034 0.028 0.023 0.020 0.018 

Liner R-19 + R-11 0.035 

System R-25 + R-11 0.031 

R-30 + R-11 0.029 

R-25 + R-11 + R-11 0.026 

Filled Cavity with Thermal Spacer Blocks® 
R-10 + R-19 0.057 0.042 0.033 0.027 0.023 0.020 0.018 
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Overall 


U-Factor for Assembly of Base Roof Plus Continuous Insulation (unin- 


terrupted by framing) Rated R-Value of Continuous Insulation 


Overall U-Factor for 


Insulation Rated R-Value of Entire Base Roof 
System Insulation Assembly R-6.5 R-13 R-19.5 R-26 R-32.5 R-39 
Standing Seam Roofs without Thermal Spacer Blocks 
Liner R-19 + R-11 0.040 
System 
Thru-Fastened Roofs without Thermal Spacer Blocks 
Single R-10 0.184 
Layer R-11 0.182 
R-13 0.174 
R-16 0.157 
R-19 0.151 
Liner System R-19 + R-11 0.044 


(Multiple R-values are listed in order from inside to outside) 
*A standing seam roof clip that provides a minimum 1.5 inch distance between the top of the purlins and the underside of the metal roof panels is 


required. 


>A minimum R-3 thermal spacer block is required. 


cA minimum R-5 thermal spacer block is required. 


NEW SECTION 


WAC 51-11C-610226 Tables A102.2.6—Assembly 
U-factors for roofs with insulation entirely above deck. 


Table A102.2.6 


Assembly U-factors for Roofs with Insulation Entirely 


above Deck 


(Uninterrupted by Framing) 


Rated R-Value of Rated R-Value of Insulation Overall U- 
Insulation Alone: Alone: Average (R-5 mini- Factor for 

Minimum Through- | mum), Sloped (1/4 inch per Entire 
out, Unsloped foot maximum) Assembly 

R-0 Not Allowed U-1.282 

R-1 Not Allowed U-0.562 

R-2 Not Allowed U-0.360 

R-3 Not Allowed U-0.265 

R-4 Not Allowed U-0.209 

R-5 Not Allowed U-0.173 

R-6 R-7 U-0.147 

R-7 R-8 U-0.129 

R-8 R-9 U-0.114 

R-9 R-10 U-0.102 

R-10 R-12 U-0.093 

R-11 R-13 U-0.085 

R-12 R-15 U-0.078 

R-13 R-16 U-0.073 

R-14 R-18 U-0.068 

R-15 R-20 U-0.063 

R-16 R-22 U-0.060 

R-17 R-23 U-0.056 

R-18 R-25 U-0.053 

R-19 R-27 U-0.051 

R-20 R-29 U-0.048 

R-21 R-31 U-0.046 

R-22 R-33 U-0.044 

R-23 R-35 U-0.042 

R-24 R-37 U-0.040 
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Rated R-Value of Rated R-Value of Insulation Overall U- 
Insulation Alone: Alone: Average (R-5 mini- Factor for 

Minimum Through- | mum), Sloped (1/4 inch per Entire 
out, Unsloped foot maximum) Assembly 

R-25 R-39 U-0.039 

R-26 R-41 U-0.037 

R-27 R-43 U-0.036 

R-28 R-46 U-0.035 

R-29 R-48 U-0.034 

R-30 R-50 U-0.032 

R-35 R-61 U-0.028 

R-40 R-73 U-0.025 

R-45 R-86 U-0.022 

R-50 R-99 U-0.020 

R-55 R-112 U-0.018 

R-60 R-126 U-0.016 


NEW SECTION 


WAC 51-11C-61030 Section A103—Above grade 
walls. 


NEW SECTION 
WAC 51-11C-61031 Section A103.1—General. 


A103.1 General. Tables A103.1(1), A103.1(2) and A103.1 
(3) list heat loss coefficients for the opaque portion of above- 
grade wood stud frame walls, metal stud frame walls and 
concrete masonry walls (Btu/h e ft? e °F) respectively. They 
are derived from procedures listed in the ASHRAE Funda- 
mentals Handbook. For intermediate floor slabs which pene- 
trate the insulated wall, use the concrete wall U-factors in 
Table A103.1(2). 

Insulation is assumed to uniformly fill the entire cavity 
and to be installed as per manufacturer's directions. All walls 
are assumed to be finished on the inside with 1/2 inch gyp- 
sum wallboard, and on the outside with either beveled wood 
siding over 1/2 inch plywood sheathing or with 5/8 inch T1- 
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11 siding. Insulated sheathing (either interior or exterior) is 
assumed to cover the entire opaque wall surface, except 
where modified in accordance with footnote h to Table 
C402.1.1. 

Metal building walls have a different construction and 
are addressed in Table A103.3.6.3. 


NEW SECTION 


WAC 51-11C-61032 Section A103.2—Framing 
description. 


A103.2 Framing description. For wood stud frame walls, 
three framing types are considered and defined as follows: 


A103.2.1 Standard. Studs framed on 16 inch centers with 
double top plate and single bottom plate. Corners use three 
studs and each opening is framed using two studs. Headers 
consist of double 2x or single 4x material with an air space 
left between the header and the exterior sheathing. Interior 
partition wall/exterior wall intersections use two studs in the 
exterior wall. 


Standard framing weighting factors: 


Studs and plates 0.19 
Insulated cavity 0.77 
Headers 0.04 


A103.2.2 Intermediate. Studs framed on 16 inch centers 
with double top plate and single bottom plate. Corners use 
two studs or other means of fully insulating corners, and each 
opening is framed by two studs. Headers consist of double 2x 
material with R-10 insulation. Interior partition wall/exterior 
wall intersections are fully insulated in the exterior wall. 


Intermediate framing weighting factors: 


TABLE A103.3.1(1) 
2 x 4 Single Wood Stud: R-11 Batt 
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Studs and plates 0.18 
Insulated cavity 0.78 
Headers 0.04 


A103.2.3 Advanced. Studs framed on 24 inch centers with 
double top plate and single bottom plate. Corners use two 
studs or other means of fully insulating corners, and one stud 
is used to support each header. Headers consist of double 2x 
material with R-10 insulation. Interior partition wall/exterior 
wall intersections are fully insulated in the exterior wall. 


Advanced framing weighting factors: 


Studs and plates 0.13 
Insulated cavity 0.83 
Headers 0.04 


NEW SECTION 


WAC 51-11C-61033 Section A103.3—Component 
description. 


A103.3 Component description. Default coefficients for 
the following types of walls are listed: Single-stud walls, 
strap walls, double-stud walls, log walls, stress-skin panels, 
metal stud walls, and metal building walls. 


NEW SECTION 


WAC 51-11C-610331 Section A103.3.1—Single stud 
wall. 


A103.3.1 Single-stud wall. Tables A103.3.1(1) through 
A103.3.1(8): Assumes either 2 x 4 or 2 x 6 studs framed on 
16 or 24 inch centers. Headers are solid for 2 x 4 walls and 
double 2x for 2 x 6 walls, with either dead-air or rigid-board 
insulation in the remaining space. 


Siding Material/Framing Type 


Lapped Wood T1-11 
R-value of 
Foam Board STD ADV STD ADV 
NOTE: 0 0.088 0.084 0.094 0.090 
Nominal Batt R-value: 1 0.080 0.077 0.085 0.082 
R-11 at 3.5 inch thickness 2 0.074 0.071 0.078 0.075 
Installed Batt R-value: 3 0.069 0.066 0.072 0.070 
R-11 in 3.5 inch cavity 4 0.064 0.062 0.067 0.065 
5 0.060 0.058 0.063 0.061 
6 0.056 0.055 0.059 0.057 
7 0.053 0.052 0.055 0.054 
8 0.051 0.049 0.052 0.051 
9 0.048 0.047 0.050 0.049 
10 0.046 0.045 0.047 0.046 
11 0.044 0.043 0.045 0.044 
12 0.042 0.041 0.043 0.042 
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TABLE A103.3.1(2) 
2 x 4 Single Wood Stud: R-13 Batt 


NOTE: 
Nominal Batt R-value: 
R-13 at 3.63 inch thickness 


Installed Batt R-value: 
R-12.7 in 3.5 inch cavity 


TABLE A103.3.1(3) 
2 x 4 Single Wood Stud: R-15 Batt 


NOTE: 


Nominal Batt R-value: 
R-15 at 3.5 inch thickness 


Installed Batt R-value: 
R-15 in 3.5 inch cavity 


Permanent 
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Siding Material/Framing Type 


Lapped Wood T1-11 
R-value of 
Foam Board STD ADV STD ADV 
0 0.082 0.078 0.088 0.083 
1 0.075 0.072 0.080 0.076 
2 0.069 0.066 0.073 0.070 
3 0.065 0.062 0.068 0.065 
4 0.060 0.058 0.063 0.061 
5 0.057 0.055 0.059 0.057 
6 0.053 0.052 0.056 0.054 
7 0.051 0.049 0.052 0.051 
8 0.048 0.047 0.050 0.048 
9 0.046 0.045 0.047 0.046 
10 0.044 0.043 0.045 0.044 
11 0.042 0.041 0.043 0.042 
12 0.040 0.039 0.041 0.040 
Siding Material/Framing Type 
Lapped Wood T1-11 
R-value of 
Foam Board STD ADV STD ADV 
0 0.076 0.071 0.081 0.075 
1 0.069 0.065 0.073 0.069 
2 0.064 0.061 0.068 0.069 
3 0.060 0.057 0.063 0.059 
4 0.056 0.053 0.059 0.056 
5 0.053 0.051 0.055 0.052 
6 0.050 0.048 0.052 0.050 
7 0.047 0.046 0.049 0.047 
8 0.045 0.044 0.047 0.045 
9 0.043 0.042 0.044 0.043 
10 0.041 0.040 0.042 0.041 
11 0.039 0.038 0.041 0.039 
12 0.038 0.037 0.039 0.038 
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TABLE A103.3.1(4) 


2 x 6 Single Wood Stud: R-19 Batt 
Siding Material/Framing Type 


Lapped Wood T1-11 
R-value of 
Foam Board STD INT ADV STD INT ADV 
NOTE: 0 0.062 0.058 0.055 0.065 0.061 0.058 
Nominal Batt R-value: 1 0.058 0.055 0.052 0.060 0.057 0.055 
Rell gee mehitbiclngss 2 0.054 0.052 0.050 0.056 0.054 0.051 
Re V ee eee 3 0.051 0.049 0.047 0.053. 0.051 0.049 
Riinos inch cavity 4 0.048 0.046 0.045 0.050 0.048 0.046 
5 0.046 0.044 0.043 0.048 0.046 0.044 
6 0.044 0.042 0.041 0.045 0.044 0.042 
7 0.042 0.040 0.039 0.043 0.042 0.040 
8 0.040 0.039 0.038 0.041 0.040 0.039 
9 0.038 0.037 0.035 0.039 0.038 0.037 
10 0.037 0.036 0.035 0.038 0.037 0.036 
11 0.036 0.035 0.034 0.036 0.035 0.035 
12 0.034 0.033 0.033 0.035 0.034 0.033 
TABLE A103.3.1(5) 
2 x 6 Single Wood Stud: R-21 Batt 
Siding Material/Framing Type 
Lapped Wood T1-11 
R-value of 
Foam Board STD INT ADV STD INT ADV 
NOTE: 0 0.057 0.054 0.051 0.060 0.056 0.053 
Nominal Batt R-value: 1 0.054 0.051 0.048 0.056 0.053 0.050 
Re2 | ab aA me thickness 2 0.050 0.048 0.045 0.052 0.050 0.047 
E et en eer 3 0.048 0.045 0.043 0.049 0.047 0.045 
R21 in 5 Sinch cavity 4 0.045 0.043 0.041 0.047 0.045 0.043 
5 0.043 0.041 0.040 0.044 0.042 0.041 
6 0.041 0.039 0.038 0.042 0.041 0.039 
7 0.039 0.038 0.036 0.040 0.039 0.037 
8 0.038 0.036 0.035 0.039 0.037 0.036 
9 0.036 0.035 0.034 0.037 0.036 0.035 
10 0.035 0.034 0.033 0.036 0.035 0.033 
11 0.033 0.033 0.032 0.034 0.033 0.032 
12 0.032 0.031 0.031 0.033 0.032 0.031 
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TABLE A103.3.1(6) 
2 x 6 Single Wood Stud: R-22 Batt 


NOTE: 
Nominal Batt R-value: 
R-22 at 6.75 inch thickness 


Installed Batt R-value: 
R-20 in 5.5 inch cavity 


TABLE A103.3.1(7) 
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R-value of 
Foam Board 


0 


OMANI NDN PWN 


Re = = 
NF Oo 


2 x 6 Single Wood Stud: Two R-11 Batts 


NOTE: 
Nominal Batt R-value: 
R-22 at 7 inch thickness 


Installed Batt R-value: 
R-18.9 in 5.5 inch cavity 


Permanent 


R-value of 


Foam Board 


0 


OADANDHDN FBPWN e 


i ee 
- Oo 


= 
N 


Siding Material/Framing Type 


Lapped Wood 
STD INT ADV STD 
0.059 0.055 0.052 0.062 
0.055 0.052 0.049 0.057 
0.052 0.049 0.047 0.054 
0.049 0.046 0.044 0.050 
0.046 0.044 0.042 0.048 
0.044 0.042 0.041 0.045 
0.042 0.040 0.039 0.043 
0.040 0.039 0.037 0.041 
0.038 0.037 0.036 0.039 
0.037 0.036 0.035 0.038 
0.035 0.034 0.033 0.036 
0.034 0.033 0.032 0.035 
0.033 0.032 0.031 0.034 


Siding Material/Framing Type 


Lapped Wood 
STD INT ADV STD 
0.060 0.057 0.054 0.063 
0.056 0.053 0.051 0.059 
0.053 0.050 0.048 0.055 
0.050 0.048 0.046 0.052 
0.047 0.045 0.044 0.049 
0.045 0.043 0.042 0.046 
0.043 0.041 0.040 0.044 
0.041 0.040 0.038 0.042 
0.039 0.038 0.037 0.040 
0.038 0.037 0.036 0.039 
0.036 0.035 0.034 0.037 
0.035 0.034 0.033 0.036 
0.034 0.033 0.032 0.034 
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T1-11 
INT 


0.058 
0.054 
0.051 
0.048 
0.046 
0.043 
0.042 
0.040 
0.038 
0.037 
0.035 
0.034 
0.033 


T1-11 


INT 
0.059 
0.056 
0.052 
0.049 
0.047 


0.045 
0.043 
0.041 
0.039 
0.038 
0.036 
0.035 
0.034 


ADV 


0.054 
0.051 
0.048 
0.046 
0.044 
0.042 
0.040 
0.038 
0.037 
0.035 
0.034 
0.033 
0.032 


ADV 
0.056 
0.053 
0.050 
0.047 
0.045 


0.043 
0.041 
0.039 
0.038 
0.036 
0.035 
0.034 
0.033 
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TABLE A103.3.1(8) 


2 x 8 Single Stud: R-25 Batt 
Siding Material/Framing Type 


Lapped Wood T1-11 
R-value of 
Foam Board STD INT ADV STD INT ADV 
NOTE: 0 0.051 0.047 0.045 0.053 0.049 0.046 
Nominal Batt R-value: 1 0.048 0.045 0.043 0.049 0.046 0.044 
Rep ata mchiibichngss 2 0.045 0.043 0.041 0.047 0.044 0.042 
AE E A 3 0.043 0.041 0.039 0.044 0.042 0.040 
R-23.6 in 7.25 inch cavity 4 0.041 0.039 0.037 0.042 0.040 0.038 
5 0.039 0.037 0.036 0.040 0.038 0.037 
6 0.037 0.036 0.035 0.038 0.037 0.036 
7 0.036 0.035 0.033 0.037 0.035 0.034 
8 0.035 0.033 0.032 0.035 0.034 0.033 
9 0.033 0.032 0.031 0.034 0.033 0.032 
10 0.032 0.031 0.030 0.033 0.032 0.031 
11 0.031 0.030 0.029 0.032 0.031 0.030 
12 0.030 0.029 0.028 0.031 0.030 0.029 


NEW SECTION 
WAC 51-11C-610332 Section A103.3.2—Strap wall. 


A103.3.2 Strap wall. Table A103.3.2: Assumes 2 x 6 studs framed on 16 or 24 inch centers. 2 x 3 or 2 x 4 strapping is run 
horizontally along the interior surface of the wall to provide additional space for insulation. 


Table A103.3.2 
2x6: Strap Wall 


Siding Material/Frame Type 
Lapped Wood T1-11 
STD ADV | STD | ADV 
R-19 + R-11 Batts | 0.036 0.035 | 0.038 | 0.036 
R-19 + R-8 Batts 0.041 0.039 | 0.042 | 0.040 


NEW SECTION 
WAC 51-11C-610333 Section A103.3.3—Double stud wall. 


A103.3.3 Double stud wall. Tables A103.3.3(1) and A103.3.3(2): Assumes an exterior structural wall and a separate interior, 
nonstructural wall. Insulation is placed in both wall cavities and in the space between the two walls. Stud spacing is assumed 
to be on 24 inch centers for both walls. 


Table A103.3.3(1) 
2x6+2x4: Double Wood Stud 
Siding Material/Frame Type 
Batt Configuration Lapped Wood T1-11 
Exterior Middle Interior STD ADV STD ADV 
R-19 —— R-11 0.040 0.037 0.041 0.038 
R-19 R-19 0.034 0.031 0.035 0.032 
R-19 R-8 R-11 0.029 0.028 0.031 0.029 
R-19 R-11 R-11 0.027 0.026 0.028 0.027 
R-19 R-11 R-19 0.024 0.023 0.025 0.023 
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Siding Material/Frame Type 
Batt Configuration Lapped Wood T1-11 
Exterior Middle Interior STD ADV STD ADV 
R-19 R-19 R-19 0.021 0.020 0.021 0.020 
Table A103.3.3(2) 
2x4+2x4: Double Wood Stud 
Siding Material/Frame Type 
Batt Configuration Lapped Wood T1-11 
Exterior Middle Interior STD ADV STD ADV 
R-11 R-11 0.050 0.046 0.052 0.048 
R-19 R-11 0.039 0.037 0.043 0.039 
R-11 R-8 R-11 0.037 0.035 0.036 0.036 
R-11 R-11 R-11 0.032 0.031 0.033 0.032 
R-13 R-13 R-13 0.029 0.028 0.029 0.028 
R-11 R-19 R-11 0.026 0.026 0.027 0.026 
NEW SECTION Panel 
WAC 51-11C-610334 Section A103.3.4—Log wall. Thickness, ni 
Inches -factor 
A103.3.4 Log wall. See Table A103.3.4. Noumea uooreepended 312 0.071 
Table A103.3.4 polystyrene: R-3.85 per 5 1/2 0.048 
aa inch 71/4 0.037 
Average Log Framing: 6% 9 1/4 0.030 
Diameter, Spline: 8% 11 1⁄4 0.025 
Taches UT EACtor No thermal bridging between interior and exterior splines 
NOTE: R-value of wood: 6 0.148 
R-1.25 per inch thickness 8 0.111 NEW SECTION 
Average wall thickness > m WAC 51-11C-610336 Section A103.3.6—Metal stud 
90% average log diameter ia ee walls. 
16 0.056 A103.3.6 Metal stud walls. The nominal R-values in Tables 


NEW SECTION 


WAC 51-11C-610335 Section A103.3.5—Stress skin 
panel. 


A103.3.5 Stress-skin panel. See Table A103.3.5. 


Table A103.3.5 
Stress Skin Panel 


A103.3.6.1 through A103.3.6.3 may be used for purposes of 
calculating metal stud wall section U-factors in lieu of the 
ASHRAE zone calculation method as provided in Chapter 27 
of the ASHRAE Fundamentals Handbook. 


A103.3.6.1 Metal stud wall, overall assembly U-factors. 
Tables A103.3.6.1(1) and A103.6.1(2): Assumes metal studs 
spaced on 16 or 24 inch centers with insulation installed to 
fill wall cavities. Continuous rigid board insulation is applied 
without creating uninsulated voids in the wall assembly. 


Table A103.3.6.1(1) 
Overall Assembly U-factors for Metal Stud Walls with Continuous Insulation 


Cavity Insulation 
R-Value of 
Continuous 
Metal Foam Board 
Framing Insulation R-0 R-11 R-13 R-15 R-19 R-21 
16" o.c. R-0 (none) 0.352 0.132 0.124 0.118 0.109 0.106 
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Cavity Insulation 


R-Value of 

Continuous 

Metal Foam Board 
Framing Insulation R-0 R-11 R-13 R-15 R-19 R-21 
R-1 0.260 0.117 0.111 0.106 0.099 0.096 
R-2 0.207 0.105 0.100 0.096 0.090 0.087 
R-3 0.171 0.095 0.091 0.087 0.082 0.080 
R-4 0.146 0.087 0.083 0.080 0.076 0.074 
R-5 0.128 0.080 0.077 0.074 0.071 0.069 
R-6 0.113 0.074 0.071 0.069 0.066 0.065 
R-7 0.102 0.069 0.066 0.065 0.062 0.061 
R-8 0.092 0.064 0.062 0.061 0.058 0.057 
R-9 0.084 0.060 0.059 0.057 0.055 0.054 
R-10 0.078 0.057 0.055 0.054 0.052 0.051 
R-11 0.072 0.054 0.052 0.051 0.050 0.049 
R-12 0.067 0.051 0.050 0.049 0.047 0.047 
R-13 0.063 0.049 0.048 0.047 0.045 0.045 
R-14 0.059 0.046 0.045 0.045 0.043 0.043 
R-15 0.056 0.044 0.043 0.043 0.041 0.041 
R-20 0.044 0.036 0.036 0.035 0.034 0.034 
24" o.c. | R-0 (none) 0.338 0.116 0.108 0.102 0.094 0.090 
R-1 0.253 0.104 0.098 0.092 0.086 0.083 
R-2 0.202 0.094 0.089 0.084 0.079 0.077 
R-3 0.168 0.086 0.082 0.078 0.073 0.071 
R-4 0.144 0.079 0.075 0.072 0.068 0.066 
R-5 0.126 0.073 0.070 0.067 0.064 0.062 
R-6 0.112 0.068 0.066 0.063 0.060 0.059 
R-7 0.100 0.064 0.062 0.059 0.057 0.055 
R-8 0.091 0.060 0.058 0.056 0.054 0.052 
R-9 0.084 0.057 0.055 0.053 0.051 0.050 
R-10 0.077 0.054 0.052 0.050 0.048 0.048 
R-11 0.072 0.051 0.049 0.048 0.046 0.045 
R-12 0.067 0.048 0.047 0.046 0.044 0.043 
R-13 0.063 0.046 0.045 0.044 0.042 0.042 
R-14 0.059 0.044 0.043 0.042 0.041 0.040 
R-15 0.056 0.042 0.041 0.040 0.039 0.038 
R-20 0.044 0.035 0.034 0.034 0.033 0.032 


Continuous foam board insulation: Continuous insulation assumes no thermal bridging of insulation by framing or z-furring 
through applied foam board. Zone calculation method as provided in the ASHRAE Fundamentals Handbook must be used for 
thermally bridged foam board insulation. Values for attachment of insulation with z-furring are given in Table A103.3.6.1(2). 


Table A103.3.6.1(2) 
Overall Assembly U-factors for Metal Stud Walls with Insulation Supported by Z-furring 


Cavity Insulation 


R-Value of 
Metal Foam Board Z-furring 
Framing Insulation Attachment R-0 R-11 R-13 R-15 R-19 R-21 
16" o.c. R-0 (none) Horizontal 0.352 0.132 0.124 0.118 0.109 0.106 
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Cavity Insulation 
R-Value of 
Metal Foam Board Z-furring 

Framing Insulation Attachment R-0 R-11 R-13 R-15 R-19 R-21 
R-5 Horizontal 0.155 0.089 0.086 0.083 0.078 0.077 
R-7.5 Horizontal 0.128 0.080 0.077 0.074 0.071 0.069 
R-10 Horizontal 0.110 0.072 0.070 0.068 0.065 0.064 
R-12.5 Horizontal 0.099 0.068 0.065 0.064 0.061 0.060 
R-15 Horizontal 0.091 0.064 0.062 0.060 0.058 0.057 
R-17.5 Horizontal 0.084 0.060 0.058 0.057 0.055 0.054 
R-20 Horizontal 0.078 0.057 0.056 0.054 0.052 0.052 
R-22.5 Horizontal 0.074 0.055 0.054 0.052 0.051 0.050 
R-25 Horizontal 0.071 0.053 0.052 0.051 0.049 0.048 
R-0 (none) Vertical 0.352 0.132 0.124 0.118 0.109 0.106 
R-5 Vertical 0.165 0.093 0.089 0.086 0.081 0.079 
R-7.5 Vertical 0.142 0.085 0.081 0.079 0.075 0.073 
R-10 Vertical 0.126 0.079 0.076 0.074 0.070 0.069 
R-12.5 Vertical 0.115 0.074 0.072 0.070 0.066 0.065 
R-15 Vertical 0.107 0.071 0.069 0.067 0.064 0.063 
R-17.5 Vertical 0.100 0.068 0.065 0.064 0.061 0.060 
R-20 Vertical 0.094 0.065 0.063 0.061 0.059 0.058 
R-22.5 Vertical 0.090 0.063 0.061 0.060 0.057 0.056 
R-25 Vertical 0.086 0.061 0.059 0.058 0.056 0.055 
24" o.c. R-0 (none) Horizontal 0.338 0.116 0.108 0.102 0.094 0.090 
R-5 Horizontal 0.152 0.082 0.078 0.074 0.070 0.068 
R-7.5 Horizontal 0.126 0.074 0.070 0.068 0.064 0.062 
R-10 Horizontal 0.109 0.067 0.065 0.062 0.059 0.058 
R-12.5 Horizontal 0.098 0.063 0.061 0.059 0.056 0.055 
R-15 Horizontal 0.090 0.060 0.058 0.056 0.053 0.052 
R-17.5 Horizontal 0.083 0.057 0.055 0.053 0.051 0.050 
R-20 Horizontal 0.078 0.054 0.052 0.051 0.049 0.048 
R-22.5 Horizontal 0.074 0.052 0.050 0.049 0.047 0.046 
R-25 Horizontal 0.070 0.050 0.049 0.047 0.046 0.045 
R-0 (none) Vertical 0.338 0.116 0.108 0.102 0.094 0.090 
R-5 Vertical 0.162 0.084 0.080 0.077 0.072 0.070 
R-7.5 Vertical 0.140 0.078 0.074 0.071 0.067 0.065 
R-10 Vertical 0.124 0.073 0.070 0.067 0.063 0.062 
R-12.5 Vertical 0.113 0.069 0.066 0.064 0.061 0.059 
R-15 Vertical 0.106 0.066 0.063 0.061 0.058 0.057 
R-17.5 Vertical 0.098 0.063 0.061 0.059 0.056 0.055 
R-20 Vertical 0.093 0.061 0.059 0.057 0.054 0.053 
R-22.5 Vertical 0.089 0.059 0.057 0.055 0.053 0.051 
R-25 Vertical 0.085 0.057 0.055 0.054 0.051 0.050 


Values in Table A103.3.6.1(2) may not be interpolated between. The value of the foam board insulation must meet or 
exceed the value listed in the table in order to use the value shown. 


A103.3.6.2 Metal stud wall, effective R-values for metal framing and cavity only. Table A103.3.6.2: These values may be 
used for the metal-framing/cavity layers in walls with metal studs spaced on 16- or 24-inch centers with insulation installed to 
fill wall cavities in lieu of using the zone method provided in Chapter 25 of the ASHRAE Fundamentals Handbook. 
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Table A103.3.6.2 


Effective R-values for Metal Framing and Cavity Only 


WSR 13-04-056 


Cavity Insulation 
Nominal Actual Effective R-Value 
Depth, Depth, Nominal 
Inches Inches R-Value 16" O.C. 24" O.C. 
Air any any R-0.91 (air) 0.79 0.91 
Cavity 
4 3-1/2 R-11 5.5 6.6 
4 3-1/2 R-13 6.0 7.2 
Wall 4 3-1/2 R-15 6.4 7.8 
6 5-1/2 R-19 7.1 8.6 
6 5-1/2 R-21 7.4 9.0 
8 7-1/4 R-25 7.8 9.6 
Roof Insulation is uncom- R-11 5.5 6.1 
pressed 
R-19 7.0 9.1 
R-30 9.3 11.4 
A103.3.6.3 Metal building wall. Table A103.3.6.3: A wall whose structure consists of metal spanning panels supported by 


steel structural members (does not include spandrel glass or metal panels in curtain wall systems). The first nominal R-value is 
for insulation compressed between metal wall panels and the steel structure. For double-layer installations, the second rated R- 
value of insulation is for insulation installed from the inside, covering the girts. For continuous insulation (e.g., insulation 
boards) it is assumed that the insulation boards are installed on the inside of the girts and uninterrupted by the framing members. 
Insulation exposed to the conditioned space or semi-heated space shall have a facing, and all insulation seams shall be continu- 
ously sealed to provide a continuous air barrier. 


Table A103.3.6.3 
Default Metal Building Wall U-factors 


Overall U-Factor for Assembly of Base Wall Plus Continuous 
Insulation (Uninterrupted by Framing) 
Rated R- Overall U-Factor 
Insulation Value of for Entire Base 
System Insulation Wall Assembly R-6.5 R-13 R-19.5 R-26 R-32.5 R-39 
Single Layer of Mineral Fiber 

None 1.180 0.136 0.072 0.049 0.037 0.030 0.025 

R-10 0.186 0.084 0.054 0.040 0.032 0.026 0.023 

R-11 0.185 0.084 0.054 0.040 0.032 0.026 0.023 

R-13 0.162 0.079 0.052 0.039 0.031 0.026 0.022 

R-16 0.155 0.077 0.051 0.039 0.031 0.026 0.022 

R-19 0.147 0.075 0.050 0.038 0.030 0.025 0.022 


NEW SECTION 
WAC 51-11C-610337 Section A103.3.7—Concrete and masonry walls. 
A103.3.7 Concrete and masonry walls. 


A103.3.7.1 Concrete masonry walls. The nominal R-values in Table A103.3.7.1 may be used for purposes of calculating con- 
crete masonry wall section U-factors in lieu of the ASHRAE isothermal planes calculation method as provided in Chapter 27 of 
the ASHRAE Fundamentals Handbook. 
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Table A103.3.7.1(1) Default U-factors for Concrete and Masonry Walls 


8" Concrete Masonry 


CORE TREATMENT 


Partial Grout with Ungrouted Cores 


Loose-fill insulated 


Wall Description Empty Perlite Vermiculite Solid Grout 

Exposed Block, Both Sides 0.40 0.23 0.24 0.43 
R-5 Interior Insulation, Wood Furring 0.14 0.11 0.12 0.15 
R-6 Interior Insulation, Wood Furring 0.14 0.11 0.11 0.14 
R-10.5 Interior Insulation, Wood Furring 0.11 0.09 0.09 0.11 
R-8 Interior Insulation, Metal Clips 0.11 0.09 0.09 0.11 
R-6 Exterior Insulation 0.12 0.10 0.10 0.12 
R-10 Exterior Insulation 0.08 0.07 0.07 0.08 
R-9.5 Rigid Polystyrene Integral Insulation, Two 0.11 0.09 0.09 0.12 
Webbed Block 

12" Concrete Masonry 

CORE TREATMENT 
Partial Grout with Ungrouted Cores 
Loose-fill insulated 
Wall Description Empty Perlite Vermiculite Solid Grout 
Exposed Block, Both Sides 0.35 0.17 0.18 0.33 
R-5 Interior Insulation, Wood Furring 0.14 0.10 0.10 0.13 
R-6 Interior Insulation, Wood Furring 0.13 0.09 0.10 0.13 
R-10.5 Interior Insulation, Wood Furring 0.11 0.08 0.08 0.10 
R-8 Interior Insulation, Metal Clips 0.10 0.08 0.08 0.09 
R-6 Exterior Insulation 0.11 0.09 0.09 0.11 
R-10 Exterior Insulation 0.08 0.06 0.06 0.08 
R-9.5 Rigid Polystyrene Integral Insulation, Two 0.11 0.08 0.09 0.12 
Webbed Block 
8" Clay Brick 
CORE TREATMENT 


Partial Grout with Ungrouted Cores 


Loose-fill insulated 


Wall Description Empty Perlite Vermiculite Solid Grout 
Exposed Block, Both Sides 0.50 0.31 0.32 0.56 
R-5 Interior Insulation, Wood Furring 0.15 0.13 0.13 0.16 
R-6 Interior Insulation, Wood Furring 0.15 0.12 0.12 0.15 
R-10.5 Interior Insulation, Wood Furring 0.12 0.10 0.10 0.12 
R-8 Interior Insulation, Metal Clips 0.11 0.10 0.10 0.11 
R-6 Exterior Insulation 0.12 0.11 0.11 0.13 
R-10 Exterior Insulation 0.08 0.08 0.08 0.09 
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6" Concrete Poured or Precast 
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CORE TREATMENT 
Partial Grout with Ungrouted Cores 
Loose-fill insulated 
Wall Description Empty Perlite Vermiculite Solid Grout 

Exposed Concrete, Both Sides NA NA NA 0.61 
R-5 Interior Insulation, Wood Furring NA NA NA 0.16 
R-6 Interior Insulation, Wood Furring NA NA NA 0.15 
R-10.5 Interior Insulation, Wood Furring NA NA NA 0.12 
R-8 Interior Insulation, Metal Clips NA NA NA 0.12 
R-6 Exterior Insulation NA NA NA 0.13 
R-10 Exterior Insulation NA NA NA 0.09 


1. Grouted cores at 40" x 48" on center vertically and horizontally in partial grouted walls. 

2. Interior insulation values include 1/2" gypsum board on the inner surface. 

3. Furring and stud spacing is 16" on center. Insulation is assumed to fill furring space and is not compressed. 

4. Intermediate values may be interpolated using this table. Values not contained in this table may be computed using the 
procedures listed in the ASHRAE Fundamentals Handbook. 

5. Concrete Masonry Unit (CMU) assembly U-values are based on local test data for Washington state CMU block material 
using the ASTM C-236-87 steady state thermal conductance test. Tests included an 8"x8"x16" CMU with all cells filled with 
vermiculite (1995) and 8"x8"x16" CMU with all cells filled with polymaster foam in place insulation (1996). Refer to ASHRAE 
Standard 90.1 for additional nationally recognized data on the thermal performance of CMU block walls. 


Table A103.3.7.1(2) Default U-Factors for Concrete and Masonry Walls® » à 4 


Framing Type and 


Rated R-value of 


Assembly U-factors 
for Solid Concrete 


Assembly U-factors 
for Concrete Block 


Assembly U-factors 
for Concrete Block 
Walls: Partially 
Grouted (Cores 
Uninsulated Except 


Depth Insulation Alone Walls Walls: Solid Grouted Where Specified) 
Base Wall only 
No Framing R-0 U-0.740 U-0.580 U-0.480 
Ungrouted Cores Filled | N.A. N.A. U-0.350 
with Loose-Fill Insula- 
tion 
Continuous Wood Framing 
0.75 in. R-3.0 U-0.247 U-0.226 U-0.210 
1.5 in. R-6.0 U-0.160 U-0.151 U-0.143 
2.0 in. R-10.0 U-0.116 U-0.111 U-0.107 
3.5 in. R-11.0 U-0.094 U-0.091 U-0.088 
3.5 in. R-13.0 U-0.085 U-0.083 U-0.080 
3.5 in. R-15.0 U-0.079 U-0.077 U-0.075 
5.5 in. R-19.0 U-0.060 U-0.059 U-0.058 
5.5 in. R-21.0 U-0.057 U-0.055 U-0.054 
Continuous Metal Framing at 24 in. on center horizontally 
1.0 in. R-0.0 U-0.414 U-0.359 U-0.318 
1.0 in. R-3.8 U-0.325 U-0.290 U-0.263 
1.0 in. R-5.0 U-0.314 U-0.281 U-0.255 
1.0 in. R-6.5 U-0.305 U-0.274 U-0.249 
1.5 in. R-11.0 U-0.267 U-0.243 U-0.223 
2.0 in. R-7.6 U-0.230 U-0.212 U-0.197 
2.0 in. R-10.0 U-0.219 U-0.202 U-0.188 
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Framing Type and 


Rated R-value of 


Assembly U-factors 
for Solid Concrete 


Assembly U-factors 
for Concrete Block 


Assembly U-factors 
for Concrete Block 
Walls: Partially 
Grouted (Cores 
Uninsulated Except 


Depth Insulation Alone Walls Walls: Solid Grouted Where Specified) 
2.0 in. R-13.0 U-0.210 U-0.195 U-0.182 
3.0 in. R-11.4 U-0.178 U-0.167 U-0.157 
3.0 in. R-15.0 U-0.168 U-0.158 U-0.149 
3.0 in. R-19.0 U-0.161 U-0.152 U-0.144 
3.5 in. R-11.0 U-0.168 U-0.158 U-0.149 
3.5 in. R-13.0 U-0.161 U-0.152 U-0.144 
3.5 in. R-15.0 U-0.155 U-0.147 U-0.140 
4.5 in. R-17.1 U-0.133 U-0.126 U-0.121 
4.5 in. R-22.5 U-0.124 U-0.119 U-0.114 
4.5 in. R-25.2 U-0.122 U-0.116 U-0.112 
5.0 in. R-19.0 U-0.122 U-0.117 U-0.112 
5.0 in. R-25.0 U-0.115 U-0.110 U-0.106 
5.0 in. R-28.0 U-0.112 U-0.107 U-0.103 
5.0 in. R-32.0 U-0.109 U-0.105 U-0.101 
5.5 in. R-19.0 U-0.118 U-0.113 U-0.109 
5.5 in. R-20.9 U-0.114 U-0.109 U-0.105 
5.5 in. R-21.0 U-0.113 U-0.109 U-0.105 
5.5 in. R-27.5 U-0.106 U-0.102 U-0.099 
5.5 in. R-30.8 U-0.104 U-0.100 U-0.096 
6.0 in. R-22.8 U-0.106 U-0.102 U-0.098 
6.0 in. R-30.0 U-0.099 U-0.095 U-0.092 
6.0 in. R-33.6 U-0.096 U-0.093 U-0.090 
6.5 in. R-24.7 U-0.099 U-0.096 U-0.092 
7.0 in. R-26.6 U-0.093 U-0.090 U-0.087 
7.5 in. R-28.5 U-0.088 U-0.085 U-0.083 
8.0 in. R-30.4 U-0.083 U-0.081 U-0.079 


1 in. Metal Clips at 24 in. on center horizontally and 16 in. vertically (also, where allowed by Section C402.1.2, for assemblies 
with a ratio of metal penetration area/mass wall area of < 0.0004 or < 0.04% of the mass wall area) See ASHRAE Fundamen- 
tals for determination of U-factors for assemblies that include metal other than screws and nails. 


1.0 in. R-3.8 U-0.210 U-0.195 U-0.182 
1.0 in. R-5.0 U-0.184 U-0.172 U-0.162 
1.0 in. R-5.6 U-0.174 U-0.163 U-0.154 
1.5 in. R-5.7 U-0.160 U-0.151 U-0.143 
1.5 in. R-7.5 U-0.138 U-0.131 U-0.125 
1.5 in. R-8.4 U-0.129 U-0.123 U-0.118 
2.0 in. R-7.6 U-0.129 U-0.123 U-0.118 
2.0 in. R-10.0 U-0.110 U-0.106 U-0.102 
2.0 in. R-11.2 U-0.103 U-0.099 U-0.096 
2.5 in. R-9.5 U-0.109 U-0.104 U-0.101 
2.5 in. R-12.5 U-0.092 U-0.089 U-0.086 
2.5 in. R-14.0 U-0.086 U-0.083 U-0.080 
3.0 in. R-11.4 U-0.094 U-0.090 U-0.088 
3.0 in. R-15.0 U-0.078 U-0.076 U-0.074 
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Framing Type and 


Rated R-value of 


Assembly U-factors 
for Solid Concrete 


Assembly U-factors 
for Concrete Block 


Assembly U-factors 
for Concrete Block 
Walls: Partially 
Grouted (Cores 
Uninsulated Except 


Depth Insulation Alone Walls Walls: Solid Grouted Where Specified) 
3.0 in. R-16.8 U-0.073 U-0.071 U-0.069 
3.5 in. R-13.3 U-0.082 U-0.080 U-0.077 
3.5 in. R-17.5 U-0.069 U-0.067 U-0.065 
3.5 in. R-19.6 U-0.064 U-0.062 U-0.061 
4.0 in. R-15.2 U-0.073 U-0.071 U-0.070 
4.0 in. R-20.0 U-0.061 U-0.060 U-0.058 
4.0 in. R-22.4 U-0.057 U-0.056 U-0.054 
5.0 in. R-28.0 U-0.046 U-0.046 U-0.045 
6.0 in. R-33.6 U-0.039 U-0.039 U-0.038 
7.0 in. R-39.2 U-0.034 U-0.034 U-0.033 
8.0 in. R-44.8 U-0.030 U-0.030 U-0.029 
9.0 in. R-50.4 U-0.027 U-0.027 U-0.026 
10 in. R-56.0 U-0.024 U-0.024 U-0.024 
11 in. R-61.6 U-0.022 U-0.022 U-0.022 
Continuous Insulation Uninterrupted by Framing 
No Framing R-1.0 U-0.425 U-0.367 U-0.324 
R-2.0 U-0.298 U-0.269 U-0.245 
R-3.0 U-0.230 U-0.212 U-0.197 
R-4.0 U-0.187 U-0.175 U-0.164 
R-5.0 U-0.157 U-0.149 U-0.141 
No Framing R-6.0 U-0.136 U-0.129 U-0.124 
R-7.0 U-0.120 U-0.115 U-0.110 
R-8.0 U-0.107 U-0.103 U-0.099 
R-9.0 U-0.097 U-0.093 U-0.090 
R-10.0 U-0.088 U-0.085 U-0.083 
No Framing R-11.0 U-0.081 U-0.079 U-0.076 
R-12.0 U-0.075 U-0.073 U-0.071 
R-13.0 U-0.070 U-0.068 U-0.066 
R-14.0 U-0.065 U-0.064 U-0.062 
R-15.0 U-0.061 U-0.060 U-0.059 
No Framing R-16.0 U-0.058 U-0.056 U-0.055 
R-17.0 U-0.054 U-0.053 U-0.052 
R-18.0 U-0.052 U-0.051 U-0.050 
R-19.0 U-0.049 U-0.048 U-0.047 
R-20.0 U-0.047 U-0.046 U-0.045 
No Framing R-21.0 U-0.045 U-0.044 U-0.043 
R-22.0 U-0.043 U-0.042 U-0.042 
R-23.0 U-0.041 U-0.040 U-0.040 
R-24.0 U-0.039 U-0.039 U-0.038 
R-25.0 U-0.038 U-0.037 U-0.037 
No Framing R-30.0 U-0.032 U-0.032 U-0.031 
R-35.0 U-0.028 U-0.027 U-0.027 
R-40.0 U-0.024 U-0.024 U-0.024 
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Assembly U-factors 
for Concrete Block 
Walls: Partially 


Assembly U-factors Assembly U-factors Grouted (Cores 
Framing Type and Rated R-value of for Solid Concrete for Concrete Block Uninsulated Except 
Depth Insulation Alone Walls Walls: Solid Grouted Where Specified) 
R-45.0 U-0.022 U-0.021 U-0.021 
R-50.0 U-0.019 U-0.019 U-0.019 
R-55.0 U-0.018 U-0.018 U-0.018 
R-60.0 U-0.016 U-0.016 U-0.016 
Brick cavity wall with continuous insulation 
No Framing R-0.0 U-0.337 U-0.299 U-0.270 
No Framing R-3.8 U-0.148 U-0.140 U-0.133 
No Framing R-5.0 U-0.125 U-0.120 U-0.115 
No Framing R-6.5 U-0.106 U-0.102 U-0.098 
No Framing R-7.6 U-0.095 U-0.091 U-0.088 
No Framing R-10.0 U-0.077 U-0.075 U-0.073 
No Framing R-10.5 U-0.079 U-0.077 U-0.075 
No Framing R-11.4 U-0.070 U-0.068 U-0.066 
No Framing R-15.0 U-0.056 U-0.055 U-0.053 
No Framing R-16.5 U-0.054 U-0.053 U-0.052 
No Framing R-19.0 U-0.046 U-0.045 U-0.044 
No Framing R-22.5 U-0.041 U-0.040 U-0.039 
No Framing R-28.5 U-0.033 U-0.032 U-0.032 
Continuous Insulation Uninterrupted by Framing with Stucco and Continuous Metal Framing at 24 in. on center horizontally 
1.0 in. R-0.0 + R-19 c.i. U-0.047 U-0.046 U-0.045 
1.0 in. R-3.8 + R-19 c.i. U-0.045 U-0.044 U-0.044 
1.0 in. R-5.0 + R-19 c.i. U-0.045 U-0.044 U-0.043 
1.0 in. R-6.5 + R-19 c.i. U-0.045 U-0.044 U-0.043 
1.5 in. R-11.0 + R-19 c.i. U-0.044 U-0.043 U-0.043 
2.0 in. R-7.6 + R-19 c.i. U-0.043 U-0.042 U-0.041 
2.0 in. R-10.0 + R-19 c.i. U-0.042 U-0.041 U-0.041 
2.0 in. R-13.0 + R-19 c.i. U-0.042 U-0.041 U-0.041 
3.0 in. R-11.4+ R-19 c.i. U-0.041 U-0.040 U-0.039 
3.0 in. R-15.0 + R-19 c.i. U-0.040 U-0.039 U-0.039 
3.0 in. R-19.0 + R-19 c.i. U-0.040 U-0.039 U-0.038 
3.5 in. R-11.0 + R-19 c.i. U-0.040 U-0.039 U-0.039 
3.5 in. R-13.0 + R-19 c.i. U-0.040 U-0.039 U-0.038 
5.0 in. R-19.0 + R-19 c.i. U-0.037 U-0.036 U-0.036 
5.0 in. R-25.0 + R-19 c.i. U-0.036 U-0.035 U-0.035 
5.0 in. R-32.5 + R-19 c.i. U-0.035 U-0.035 U-0.034 
5.5 in. R-19.0 + R-19 c.i. U-0.036 U-0.036 U-0.035 
5.5 in. R-21.0 + R-19 c.i. U-0.035 U-0.035 U-0.035 


Note for Default Table A103.3.7.1(2): . T 
a.It is acceptable to use the U-factors in Table A103.3.7.1(2) for all concrete and masonry walls, provided that the grouting is equal to or less than that 


specified. 

- For ungrouted walls, use the partially grouted column. 

- For metal studs and z-furring, use the continuous-metal-framing category. 

- For discontinuous metal clips 1 inch square or smaller, use the metal-clip category. 

- For insulation that is attached without any framing members (e.g. glued), use the continuous-insulation uninterrupted-by-framing category. Continuous 
insulation may be installed on the interior or exterior of masonry walls, or between stand-alone walls in multilayer masonry walls, or on the interior or 
exterior of the concrete. 
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For Table A103.3.7.1(2), the U-factor includes R-0.17 for exterior air film and R-0.68 for interior air film-vertical surfaces. For insulated walls, the U- 
factor also includes R-0.45 for 0.5 in. gypsum board. U-factors are provided for the following configurations: 

(1) Concrete wall: 8-in. normal weight concrete wall with a density of 145 1b/ft?. 

(2) Solid grouted concrete block wall: 8-in. medium weight ASTM C90 concrete block with a density of 115 lb/ft? and solid grouted cores. 

(3) Partially grouted concrete block wall: 8-in. medium weight ASTM C90 concrete block with a density of 115 lb/ft? having reinforcing steel every 32 
in. vertically and every 48 in. horizontally, with cores grouted in those areas only. Other cores are filled with insulating material only if there is no other 
insulation. 


. For walls with insulation contained in a framing layer, the U-factors in Table A103.3.7.1(2) assume contact (and thermal bridging) between the mass wall 


and other framing. For wall assemblies with multiple layers where the wood or metal framing layer does not contact the concrete or masonry layer (i.e., 
walls with an airspace between the stud wall layer and the mass wall layer), it is acceptable to use the appropriate wood or metal frame wall default U- 
factors in Tables A103.3.1 or A103.3.6.1. Note: It is acceptable to use this approach where the insulation extends beyond the framing and is in contact 
with the mass wall layer (e.g. a nominal four-inch metal stud containing insulation that is nominally six inches thick and therefore extends two inches 
beyond the back of the metal stud). 


. Except for wall assemblies qualifying for note 3, if not taken from Table A103.3.7.1(2), mass wall U-factors shall be determined in accordance with 


ASHRAE 90.1, Appendix A, Section A3.1 and Tables A3.1A to A3.1D, or Section A9.4. 


A103.3.7.2 Peripheral edges of intermediate concrete floors. See Table A103.3.7.2. 


Table A103.3.7.2 
Default U-factors for Peripheral Edges of Intermediate Concrete Floors* > <4 


Average Thickness of Wall above and below 
Slab Edge Treatment 6 inches 8 inches 10 inches 12 inches 
Exposed Concrete 0.816 0.741 0.678 0.625 
R-5 Exterior Insulation 0.161 0.157 0.154 0.152 
R-6 Exterior Insulation 0.138 0.136 0.134 0.132 
R-7 Exterior Insulation 0.122 0.120 0.118 0.116 
R-8 Exterior Insulation 0.108 0.107 0.106 0.104 
R-9 Exterior Insulation 0.098 0.097 0.095 0.094 
R-10 Exterior Insulation 0.089 0.088 0.087 0.086 
R-11 Exterior Insulation 0.082 0.081 0.080 0.079 
R-12 Exterior Insulation 0.076 0.075 0.074 0.074 
R-13 Exterior Insulation 0.070 0.070 0.069 0.068 
R-14 Exterior Insulation 0.066 0.065 0.065 0.064 
R-15 Exterior Insulation 0.062 0.061 0.061 0.060 


Note for Table A103.3.7.2: 


a.Exterior insulation values listed above are continuous R-values on the exterior side of the concrete floor. 


b. 


For conditions with an exterior wall above the peripheral edge of intermediate concrete floor but with no wall below the intermediate concrete floor this 


table may be used as long as the code minimum insulation is applied to the floor slab below the concrete floor. 


the following examples: 


. Typical conditions where conditioned space building envelope wall thermal insulation values are broken concrete floors include, but are not limited to, 


1. Elevator hoistway shafts that serve the conditioned building and pass through unconditioned floors such as parking garage levels; 

2. Stairwell enclosures that serve the conditioned building and pass through unconditioned floors such as parking garage levels; 

3. Walls between interior and exterior building envelope that separate the interior conditioned space from an exterior courtyard or roofdeck; 

4. Walls between interior and exterior building envelope that separate the interior conditioned space from an exterior unconditioned space on parking 


garage levels. 


NEW SECTION 

WAC 51-11C-61040 Section A104—Below-grade 
walls and slabs. 
NEW SECTION 

WAC 51-11C-61041 Section A104.1—General. 


A104.1 General. Table A104.1 lists heat loss coefficients 
for below-grade walls and floors. 


Gane ud d ii i T Uninsulated 0.350 0.59 
oefficients for below-grade walls are given as U-fac- : 

tors (Btu/h « ft? e °F of wall area). Coefficients for below- P Tenor 00o G08 
grade slabs are listed as F-factors (Btu/h ° ft + °F per lineal R-II inner wTB | 0.070 0.60 
foot of slab perimeter). R-19 Interior 0.043 0.69 
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Below-grade wall U-factors are only valid when used 
with the accompanying below-grade slab F-factor, and vice 
versa. 


Table A104.1 
Default Wall U-factors and Slab F-factors for Basements 


Below Grade 
Wall U-factor 


2 Foot Depth Below Grade 


Below Grade 
Slab F-factor 
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Below Grade Below Grade 
Wall U-factor Slab F-factor 

R-19 Interior w/TB 0.045 0.61 
R-10 Exterior 0.070 0.60 
R-12 Exterior 0.061 0.60 
3.5 Foot Depth Below Grade 

Uninsulated 0.278 0.53 
R-11 Interior 0.062 0.63 
R-11 Interior w/TB 0.064 0.57 
R-19 Interior 0.041 0.64 
R-19 Interior w/TB 0.042 0.57 
R-10 Exterior 0.064 0.57 
R-12 Exterior 0.057 0.57 
7 Foot Depth Below Grade 

Uninsulated 0.193 0.46 
R-11 Interior 0.054 0.56 
R-11 Interior w/TB 0.056 0.42 
R-19 Interior 0.037 0.57 
R-19 Interior w/TB 0.038 0.43 
R-10 Exterior 0.056 0.42 
R-12 Exterior 0.050 0.42 


TB = Thermal Break 


NEW SECTION 


WAC 51-11C-61042 Section A104.2—Component 
description. 


A104.2 Component description. All below-grade walls are 
assumed to be 8 inch concrete. The wall is assumed to extend 
from the slab upward to the top of the mud sill for the dis- 
tance specified in Table A104.1, with 6 inches of concrete 
wall extending above grade. 

Interior insulation is assumed to be fiberglass batts 
placed in the cavity formed by 2 x 4 framing on 24 inch cen- 
ters with 1/2 inch gypsum board as the interior finish mate- 
rial. Exterior insulation is assumed to be applied directly to 
the exterior of the below-grade wall from the top of the wall 
to the footing. The exterior case does not assume any interior 
framing or sheetrock. 

In all cases, the entire wall surface is assumed to be insu- 
lated to the indicated nominal level with the appropriate 
framing and insulation application. Coefficients are listed for 
wall depths of 2, 3-1/2 and 7 feet below grade. Basements 
shallower than two feet should use on-grade slab coefficients. 

Heat-loss calculations for wall areas above-grade should 
use above-grade wall U-factors, beginning at the mudsill. 


NEW SECTION 


WAC 51-11C-61043 Section A104.3—Insulation 
description. 


A104.3 Insulation description. Coefficients are listed for 
the following four configurations: 
1. Uninsulated: No insulation or interior finish. 
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2. Interior insulation: Interior 2 x 4 insulated wall 
without a thermal break between concrete wall and slab. 

3. Interior insulation with thermal break: Interior 
2 x 4 insulated wall with R-5 rigid board providing a thermal 
break between the concrete wall and the slab. 

4. Exterior insulation: Insulation applied directly to the 
exterior surface of the concrete wall. 


NEW SECTION 


WAC 51-11C-61050 Section A105—Floors over 
unconditioned space. 


NEW SECTION 
WAC 51-11C-61051 Section A105.1—General. 


A105.1 General. Tables A105.1(1), A105.1(2) and 
A105.1(3) list heat loss coefficients for floors over uncondi- 
tioned spaces in units of Btu/h ¢ ft? e °F. 

They are derived from procedures listed in the ASHRAE 
Fundamentals Handbook, assuming an average outdoor tem- 
perature of 45°F, an average indoor temperature of 65°F and 
a crawlspace area of 1350 ft? and 100 feet of perimeter. The 
crawlspace is assumed to be 2.5 feet high, with 24 inches 
below grade and 6 inches above grade. 


Table A105.1(1) 
Default U-factors for Floors 
over Vented Crawlspace or 

Unheated Basement 


Nominal R-value U-factor 
Floor Perimeter | Post & Beam Joists 
0 0 0.112 0.134 
11 0.100 0.116 
19 0.098 0.114 
30 0.093 0.107 
11 0 0.052 0.056 
11 0.048 0.052 
19 0 0.038 0.041 
11 0.036 0.038 
22 0 0.034 0.037 
11 0.033 0.035 
25 0 0.032 0.034 
11 0.031 0.033 
30 0 0.028 0.029 
11 0.027 0.028 
38 0 0.024 0.025 
11 0.024 0.024 


Table A105.1(2) 
Default U-factors for Floors over Heated Plenum Crawl- 
spaces 


Nominal R-value 
Perimeter 
11 


U-factor 
0.085 
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Nominal R-value 
Perimeter U-factor 
19 0.075 
30 0.069 
Note: Crawlspaces used as heated plenums have approximately 


30 percent higher heat loss rate than unvented crawlspaces 
with the same assumed ACH. Default U-factors in Table 
A105.1(2) reflect this higher rate of heat loss. 


Table A105.1(3) 
Default U-factors for Exposed Floors 


Nominal U-factor 

R-value Concrete Wood Joist | Metal Joist 
R-11 0.077 0.088 0.14 
R-15 0.059 0.076 0.12 
R-19 0.048 0.062 0.11 
R-21 0.043 0.057 0.11 
R-25 0.037 0.051 0.10 
R-30 0.031 0.040 0.09 
R-38 0.025 0.034 0.08 


NEW SECTION 


WAC 51-11C-61052 Section A105.2—Crawlspace 
description. 


A105.2 Crawlspace description. Four configurations are 
considered: Naturally ventilated crawlspace, mechanically 
vented crawlspace, heated plenum crawlspace and exposed 
floor. 


A105.2.1 Naturally ventilated crawlspaces. Assumed to 
have 3.0 air changes per hour, with at least 1.0 ft? of net-free 
ventilation in the foundation for every 300 ft? of crawlspace 
floor area. The crawlspace is not actively heated. Floors 
over unheated areas, such as garages, may only use those val- 
ues which have R-0 perimeter insulation. 


NEW SECTION 
WAC 51-11C-61061 Section A106.1—General. 
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A105.2.2 Mechanically ventilated crawlspaces. Assume to 
have 1.5 air changes per hour, with less than 1.0 ft? of net-free 
ventilation in the foundation for every 300 ft? of crawlspace 
floor area. The crawlspace is not actively heated. Floors 
over unheated basements may only use those values which 
have R-0 perimeter insulation. 


A105.2.3 Heated plenum crawlspaces. Assumed to have 
0.25 air changes per hour, with no foundation vents. Heated 
supply air from central furnace is blown into a crawlspace 
and allowed to enter the living space unducted via holes cut 
into the floor. 


A105.2.4 Exposed floors. Assumes no buffer space, and a 
covering of 1/2 inch T1-11 on the exterior of the cavity 
exposed to the outside air or rigid insulation below a concrete 
floor, such as over parking garages. 


NEW SECTION 


WAC 51-11C-61053 Section A105.3—Construction 
description. 


A105.3 Construction description. Floors are assumed to be 
either joisted floors framed on 16 inch centers, or post and 
beam on 4 foot by 8 foot squares. Insulation is assumed to be 
installed under the subflooring between the joists or beams 
with no space between the insulation and the subfloor. Insu- 
lation is assumed to be uncompressed. Exposed floors also 
include concrete with continuous rigid insulation assumed. 

Perimeter insulation is assumed to extend from the top of 
the rim joist to the crawlspace floor and then inward along the 
ground (on top of the ground cover) for at least 24 inches. 

Floor coverings are assumed to be light carpet with rub- 
ber pad. 


NEW SECTION 


WAC 51-11C-61060 Section A106—On-grade slab 
floors. 


A106.1 General. Table A106.1 lists heat loss coefficients for heated on-grade slab floors, in units of Btu/h e °F per lineal foot 


of perimeter. 
Table A106.1 
Default F-factors for On-Grade Slabs 
Insulation Type R-0 R-5 R-10 R-15 R-20 R-30 
Unheated Slab 
Uninsulated slab 0.73 = — — — — 
2 ft. Horizontal (No thermal break) — 0.70 0.70 0.69 = — 
4 ft. Horizontal (No thermal break) — 0.67 0.64 0.63 — — 
2 ft. Vertical — 0.58 0.54 0.52 — = 
4 ft. Vertical — 0.54 0.48 0.45 = — 
Fully insulated slab* = — 0.36 0.31 0.26 0.21 
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Insulation Type R-0 R-5 R-10 R-15 R-20 R-30 
Heated Slab 
Uninsulated slab 0.84 — — — — — 
Fully insulated slab* — 0.74 0.55 0.44 0.39 0.32 
R-5 Center (With perimeter insulation) a — 0.66 0.62 — _ 
R-10 Center (With perimeter insulation) — — — 0.51 = — 
3 ft. Vertical — — 0.78 — — — 


*Edge insulation R-10 regardless of the below slab insulation level. 


NEW SECTION 


WAC 51-11C-61062 Section A106.2—Component 
description. 


A106.2 Component description. All on-grade slab floors 
are assumed to be 6 inch concrete poured directly onto the 
earth. The bottom of the slab is assumed to be at grade line. 
Monolithic and floating slabs are not differentiated. 

Soil is assumed to have a conductivity of 0.75 
Btu/h « ft? * °F. Slabs 2 feet or more below grade should use 
basement coefficients. 


NEW SECTION 


WAC 51-11C-61063 Section A106.3—Insulation 
description. 


A106.3 Insulation description. Coefficients are provided 
for the following three configurations: 

1. Two foot (or four foot) vertical: Insulation is 
applied directly to the slab exterior, extending downward 
from the top of the slab to a depth of 2 feet (or 4 feet) below 
grade. 


NEW SECTION 


2. Two foot (or four foot) horizontal: Insulation is 
applied directly to the underside of the slab, and run horizon- 
tally from the perimeter inward for 2 feet (or 4 feet). The slab 
edge is exposed in this configuration. 


Note: A horizontal installation with a thermal break of at least R- 
5 at the slab edge should use the vertical-case F-factors. 


3. Fully insulated slab: Insulation extends from the top 
of the slab, along the entire perimeter, and completely covers 
the area under the slab. Thicker perimeter insulation covers 
the slab edge and extends 2 feet under the slab. 


NEW SECTION 


WAC 51-11C-61070 Section A107—Default U-fac- 
tors for doors. 


NEW SECTION 
WAC 51-11C-61071 Section A107.1—Doors without 
NFRC certification. 


A107.1 Doors without NFRC certification. Doors that do 
not have NFRC certification shall be assigned the appropriate 
U-factor from Tables A107.1(1) through A107.1(4). 


WAC 51-11C-610711 Table A107.1(1)—Default U-factors for doors. 


Table A107.1(1) 
Default U-factors for Doors 


Double 
Double Glazing 
Double Glazing with 
No Glazing with 1/2 e = 0.10, 
Glazed Single with 1/4 in. in. 1/2 in. 
Door Type Fenestration Glazing Airspace Airspace Argon 
Swinging Doors (Rough opening - 38 in. x 82 in.) 
Slab Doors 
Wood slab in wood frame* 0.46 
6% glazed fenestration (22 in. x 8 in. - 0.48 0.47 0.46 0.44 
lite) 
25% glazed fenestration (22 in. x 36 - 0.58 0.48 0.46 0.42 
in. lite) 
45% glazed fenestration (22 in. x 64 - 0.69 0.49 0.46 0.39 
in. lite) 
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Double 
Double Glazing 
Double Glazing with 
No Glazing with 1/2 e = 0.10, 
Glazed Single with 1/4 in. in. 1/2 in. 
Door Type Fenestration Glazing Airspace Airspace Argon 
More than 50% glazed fenestration Use Table C303.1.3(1)/R303.1.3(1) as appro- 
priate 
Insulated steel slab with wood edge in 0.16 
wood frame? 
6% glazed fenestration (22 in. x 8 in. - 0.21 0.20 0.19 0.18 
lite) 
25% glazed fenestration (22 in. x 36 - 0.39 0.28 0.26 0.23 
in. lite) 
45% glazed fenestration (22 in. x 64 - 0.58 0.38 0.35 0.26 
in. lite) 
More than 50% glazed fenestration Use Table C303.1.3(1)/R303.1.3(1) as appro- 
priate 
Foam insulated steel slab with metal edge 0.37 
in steel frame? 
6% glazed fenestration (22 in. x 8 in. - 0.44 0.42 0.41 0.39 
lite) 
25% glazed fenestration (22 in. x 36 - 0.55 0.50 0.48 0.44 
in. lite) 
45% glazed fenestration (22 in. x 64 - 0.71 0.59 0.56 0.48 
in. lite) 
More than 50% glazed fenestration Use Table C303.1.3(1)/R303.1.3(1) as appro- 
priate 
Cardboard honeycomb slab with metal 0.61 
edge in steel frame? 
Style and Rail Doors 
Sliding glass doors/French doors Use Table C303.1.3(1)/R303.1.3(1) as appro- 
priate 
Site-Assembled Style and Rail Doors 
Aluminum in aluminum frame - 1.32 0.99 0.93 0.79 
Aluminum in aluminum frame with - 1.13 0.80 0.74 0.63 
thermal break 


Thermally broken sill (add 0.03 for nonthermally broken sill) 


bNonthermally broken sill 
‘Nominal U-factors are through the center of the insulated panel before consideration of thermal bridges around the edges of the door sections 
and due to the frame. 


NEW SECTION 


WAC 51-11C-610712 Table A107.1(2)—Default U- 


factors for revolving doors. 


Table A107.1(2) 


Default U-factors for Revolving Doors 


Revolving Doors 
Size (W x H) U-Factor 
3-wing 
8 ft. x 7 ft. 0.79 
10 ft. x 8 ft. 0.80 
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Revolving Doors 

Size (W x H) U-Factor 
4-wing 

7 ft. x 6.5 ft. 0.63 

7 ft. x 7.5 ft. 0.64 
Open 

82 in. x 84 in. 1.32 
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NEW SECTION Double-skin Steel Emergency Exit Doors 
WAC 51-11C-610713 Table A107.1(3)—Default U- 3 ft.x 6 ft. | 6ft.x 6 ft.8 
factors for steel emergency doors. Core Insulation 8 in. in. 
Table A107.1(3) 1-3/8 in. thickness 
Default U-factors for Steel Emergency Doors Honeycomb kraft paper 0.60 0.55 
Mineral wool, steel ribs 0.47 0.39 
Double-skin Steel Emergency Exit Doors Polyurethane foam 0.37 0.31 
3 ft.x 6 ft. | 6ft.x 6 ft.8 1-3/4 in. thickness 
Core Insulation 8 in. in. Honeycomb kraft paper 0.60 0.57 
1-3/8 in. thickness Mineral wool, steel ribs 0.44 0.37 
Honeycomb kraft paper 0.57 0.52 Polyurethane foam 0.34 0.30 
Mineral wool, steel ribs 0.44 0.36 
Polyurethane foam 0.34 0.28 
1-3/4 in. thickness 
Honeycomb kraft paper 0.57 0.54 
Mineral wool, steel ribs 0.41 0.33 
Polyurethane foam 0.31 0.26 


NEW SECTION 
WAC 51-11C-610714 Table A107.1(4)—Default U-factors for steel garage and hangar doors. 


Table A107.1(4) 
Default U-factors for Steel Garage and Hangar Doors 


Double-skin Steel Garage and Aircraft Hangar Doors 


One-piece tilt-up° Sectional tilt-up” Aircraft hangar 
Insulation® 8 ft. x 7 ft. 16 ft. x 7 ft. 9 ft. x 7 ft. 72 ft. x 12 ft.° 240 ft. x 50 ft.4 
1-3/8 in. thickness 
EPS, steel ribs 0.36 0.33 0.34 - 0.39 
XPS, steel ribs 0.33 0.31 0.31 - 0.36 
2 in. thickness 
EPS, steel ribs 0.31 0.28 0.29 - 0.33 
XPS, steel ribs 0.29 0.26 0.27 - 0.31 
3 in. thickness 
EPS, steel ribs 0.26 0.23 0.25 - 0.28 
XPS, steel ribs 0.24 0.21 0.24 - 0.27 
4 in. thickness 
EPS, steel ribs 0.23 0.20 0.23 - 0.25 
XPS, steel ribs 0.21 0.19 0.21 - 0.24 
6 in. thickness 
EPS, steel ribs 0.20 0.16 0.20 - 0.21 
XPS, steel ribs 0.19 0.15 0.19 - 0.21 
4 in. thickness 
Noninsulated 1.10 1.23 
Expanded polystyrene 0.25 0.16 
Mineral wool, steel ribs 0.25 0.16 
Extruded polystyrene 0.23 0.15 
6 in. thickness 
Noninsulated 1.10 1.23 
Expanded polystyrene 0.21 0.13 
Mineral wool, steel ribs 0.23 0.13 
Extruded polystyrene 0.20 0.12 
Uninsulated 
All products 1.15 


Permanent [ 182 ] 


Washington State Register, Issue 13-04 


“Values are for thermally broken or thermally unbroken doors. 


>Lower values are for thermally broken doors; upper values are for 
doors with no thermal break. 


‘Typical size for a small private airplane (single-engine or twin). 
‘Typical hangar door for a midsize commercial jet airliner. 
°EPS is extruded polystyrene, XPS is expanded polystyrene. 


NEW SECTION 
WAC 51-11C-61080 Section A108—Air infiltration. 


NEW SECTION 
WAC 51-11C-61081 Section A108.1—General. 


A108.1 General. Tables A108.1(1) and A108.1(2) list effec- 
tive air change rates and heat capacities for heat loss due to 
infiltration for Single-Family Residential. 

The estimated seasonal average infiltration rate in air 
changes per hour (ACH) is given for standard air-leakage 
control (see Section R402.4 for air leakage requirements for 
Single-Family Residential). The effective air change rate 
shall be used in calculations for compliance under either the 
Component Performance or Systems Analysis approaches. 

Heat loss due to infiltration shall be computed using the 
following equation: 


Qin = ACH eg * HCP 
Where: 
Qan = Heat loss due to air infiltration. 
ACH,,; = The effective air infiltration rate in Table 
A108.1(1) 
HCP = The Heat Capacity Density Product for 


the appropriate elevation or climate zone 
as given below. 


NEW SECTION 
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Table A108.1(1) 
Assumed Effective Air Changes 


per Hour 
Air-Leakage Air Changes per Hour 
Control Package Natural Effective 
Standard 0.35 0.35 
Table A108.1(2) 
Default Heat Capacity/Density 
Product for Air 
Zone | Average Elevation Heat Capacity/Density 


1 Mean Sea Level 
2 2000 
3 3000 


0.0180 Btu/h « °F 
0.0168 Btu/h « °F 
0.0162 Btu/h « °F 


NEW SECTION 


WAC 51-11C-70000 Appendix B—Default internal 
load values and schedules. 


NEW SECTION 
WAC 51-11C-71010 Section B101—General. 


B101.1 Scope. The following default internal load values 
and schedules shall apply to Section C407. 


NEW SECTION 


WAC 51-11C-71020 Section B102—Default tables of 
internal loads. 


B102 Default tables of internal loads. Default occupancy 
densities, receptacle power densities and service hot water 
consumption are included in Table B102. 


WAC 51-11C-71021 Table B102—Acceptable occupancy densities, receptacle power densities and service hot water 


consumption. 
TABLE B102 
Acceptable Occupancy Densities, Receptacle Power Densities 
and Service Hot Water Consumption? 
Service Hot Water 
Occupancy Density? Receptacle Power Density‘, Quantities‘ Btu/h per 
Building Type ft?/Person (Btu/h ° ft?) Watts/ft? (Btu/h ° ft?) person 

Assembly 50 (4.60) 0.25 (0.85) 215 
Health/Institutional 200 (1.15) 1.00 (3.41) 135 
Hotel/Motel 250 (0.92) 0.25 (0.85) 1,110 

Light Manufacturing 750 (0.31) 0.20 (0.68) 225 

Office 275 (0.84) 0.75 (2.56) 175 
Parking Garage NA NA NA 
Restaurant 100 (2.30) 0.10 (0.34) 390 

Retail 300 (3.07) 0.25 (0.85) 135 

School 75 (3.07) 0.50 (1.71) 215 
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Service Hot Water 


Occupancy Density? Receptacle Power Density‘, Quantities‘ Btu/h per 
Building Type ft?/Person (Btu/h ° ft?) Watts/ft? (Btu/h ° ft?) person 
Warehouse 15,000 (0.02) 0.10 (0.34) 225 


“The occupancy densities, receptacle power densities, and service hot water consumption values are from ASHRAE Standard 90.1-1989 and 
addenda. 


bValues are in square feet of conditioned floor area per person. Heat generation in Btu per person per hour is 230 sensible and 190 latent. Figures in 
parenthesis are equivalent Btu per hour per square foot. 


°Values are in watts per square foot of conditioned floor area. Figures in parenthesis are equivalent Btu per hour per square foot. These values are 
the minimum acceptable. If other process loads are not input (such as for computers, cooking, refrigeration, etc.), it is recommended that receptacle 
power densities be increased until total process energy consumption is equivalent to 25 percent of the total. 


Values are in Btu per person per hour. 


NEW SECTION 
WAC 51-11C-71030 Section B103—Default schedules. 


B103 Default schedules. Default schedules for occupancy, lighting, receptacles, HVAC, service hot water, and elevators are 
included in Tables B103(1) through B103(10). 


NEW SECTION 
WAC 51-11C-71031 Table B103(1)—Assembly occupancy. 


Table B103(1) 
Assembly Occupancy* 


Schedule for Lighting®/ Schedule for Service 
Schedule for Occupancy Receptacle Hot Water Schedule for Elevator 
Hour of Day Percent of Percent of Schedule for HVAC Percent of Percent of 
(time) Maximum Load Maximum Load System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 

1 (12-lam) 0 0 0 5 5 5 Off Off Off 0 0 0 0 0 0 
2 (1-2am) 0 0 0 5 5 5 Off Off Off 0 0 0 0 0 0 
3 (2-3am) 0 0 0 5 5 5 Off Off Off 0 0 0 0 0 0 
4 (3-4am) 0 0 0 5 5 5 Off Off Off 0 0 0 0 0 0 
5 (4-5am) 0 0 0 5 5 5 Off Off Off 0 0 0 0 0 0 
6 (5-6am) 0 0 0 5 5 5 On Off Off 0 0 0 0 0 0 
7 (6-7am) 0 0 0 35/40 5 5 On On On 0 0 0 0 0 0 
8 (7-8am) 0 0 0 35/40 30 30 On On On 0 0 0 0 0 0 
9 (8-9am) 20 20 10 35/40 30 30 On On On 0 0 0 0 0 0 
10 (9-10am) 20 20 10 65/75 40/50 30 On On On 5 5 5 0 0 0 
11 (10-1lam) 20 20 10 65/75 40/50 30 On On On 5 5 5 0 0 0 
12 (11-12pm) 80 60 10 65/75 40/50 30 On On On 35 20 10 0 0 0 
13 (12-1pm) 80 60 10 65/75 40/50 55/65 On On On 5 0 0 0 0 0 
14 (1-2pm) 80 60 70 65/75 40/50 55/65 On On On 5 0 0 0 0 0 
15 (2-3pm) 80 60 70 65/75 40/50 55/65 On On On 5 0 0 0 0 0 
16 (3-4pm) 80 60 70 65/75 40/50 55/65 On On On 5 0 0 0 0 0 
17 (4-5pm) 80 60 70 65/75 40/50 55/65 On On On 5 0 0 0 0 0 
18 (5-6pm) 80 60 70 65/75 40/50 55/65 On On On 0 0 0 0 0 0 
19 (6-7pm) 20 60 70 65/75 40/50 55/65 On On On 0 0 0 0 0 0 
20 (7-8pm) 20 60 70 65/75 40/50 55/65 On On On 0 65 65 0 0 0 
21 (8-9pm) 20 60 70 65/75 40/50 55/65 On On On 0 30 30 0 0 0 
22 (9-10pm) 20 80 70 65/75 40/50 55/65 On On On 0 0 0 0 0 0 
23 (10-11pm) 10 10 20 25 40/50 5 On On On 0 0 0 0 0 0 
24 (11-12am) 0 0 0 5 5 5 off Off Off 0 0 0 0 0 0 

|Total/Day 710 750 700 1010/ 660/ 745/845 | 1800 1700 1700 70 125 115 0 0 0 

1155 800 
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Schedule for Lighting®/ Schedule for Service 
Schedule for Occupancy Receptacle Hot Water Schedule for Elevator 
Hour of Day Percent of Percent of Schedule for HVAC Percent of Percent of 
(time) Maximum Load Maximum Load System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 

|Total/Week 50.50 hours 64.55/ hours 124 hours 5.9 hours 0 hours 
74.20 

|Total/Year 2633 hours 3357/ hours 6465 hours 308 hours 0 hours 
3869 

Wk = Weekday 


Schedules for occupancy, lighting, receptacle, HVAC system, and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of 
Energy Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual sched- 
ules are not known. 


>Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 


NEW SECTION 
WAC 51-11C-71032 Table B103(2)—Health occupancy. 


Table B103(2) 
Health Occupancy? 
Schedule for Lighting/ Schedule for Service 
Schedule for Occupancy Receptacle Hot Water Schedule for Elevator 
Percent of Percent of Schedule for HVAC Percent of Percent of 
Hour of Day (time) Maximum Load Maximum Load System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 
1 (12-lam) 0 0 0 10 10 5 On On On 1 1 0 0 0 
2 (1-2am) 0 0 0 10 10 5 On On On 1 1 0 0 0 
3 (2-3am) 0 0 0 10 10 5 On On On 1 1 0 0 0 
4 (3-4am) 0 0 0 10 10 5 On On On 1 1 0 0 0 
5 (4-Sam) 0 0 0 10 10 5 On On On 1 1 0 0 0 
6 (5-6am) 0 0 0 10 10 5 On On On 1 1 0 0 0 
7 (6-7am) 0 0 0 10 10 5 On On On 1 1 0 0 0 
8 (7-8am) 10 10 0 45/50 20 5 On On On 17 1 2 2 0 
9 (8-9am) 50 30 5, 80/90 35/40 0 On On On 58 20 75 46 2 
10 (9-10am) 80 40 5 80/90 35/40 0 On On On 66 28 100 70 2 
11 (10-11am) 80 40 5 80/90 35/40 0 On On On 78 30 100 70 2 
12 (11-12pm) 80 40 5 80/90 35/40 0 On On On 82 30 100 70 2 
13 (12-1pm) 80 40 5 80/90 35/40 0 On On On 71 24 75 51 2 
14 (1-2pm) 80 40 5 80/90 35/40 0 On On On 82 24 1 100 51 2 
15 (2-3pm) 80 40 5 80/90 35/40 0 On On On 78 23 1 100 51 2 
16 (3-4pm) 80 40 5 80/90 35/40 0 On On On 74 23 1 100 51 2 
17 (4-5pm) 80 40 0 30 35/40 5 On On On 63 23 1 100 51 0 
18 (5-6pm) 50 10 0 30 35/40 5 On On On 41 10 1 100 25 0 
19 (6-7pm) 30 10 0 30 10 5 On On On 18 1 1 52 2 0 
20 (7-8pm) 30 0 0 30 10 5 On On On 18 1 1 52 0 0 
21 (8-9pm) 20 0 0 30 10 5 On On On 18 1 1 52 0 0 
22 (9-10pm) 20 0 0 30 10 5 On On On 10 1 1 28 0 0 
23 (10-11pm) 0 0 0 30 10 5 On On On 1 1 1 0 0 0 
24 (11-12am) 0 0 0 10 10 5 On On On 1 1 1 0 0 0 
|Total/Day 850 380 40 975/ 500/ 160 2400 2400 2400 783 249 24 1136 540 16 
1060 550 
[Total/Week 46.70 hours 55.35/ hours 168 hours 41.88 hours 62.36 hours 
60.10 
|Total/Year 2435 hours 2878/ hours 8760 hours 2148 hours 3251 hours 
3134 
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Wk = Weekday 

Schedules for occupancy, lighting, receptacle, HVAC system, and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of 
Energy Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual sched- 
ules are not known. 


>Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 


NEW SECTION 
WAC 51-11C-71033 Table B103(3)—Hotel/motel occupancy. 


Table B103(3) 
Hotel/Motel Occupancy? 
Schedule for Schedule for Lighting/ Schedule for Service 
Occupancy Receptacle Hot Water Schedule for Elevator 
Hour of Day Percent of Percent of Schedule for HVAC Percent of Percent of 
(time) Maximum Load Maximum Load System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 
1 (12-lam) 90 90 70 20 20 30 On On On 20 20 25 40 44 55 
2 (1-2am) 90 90 70 15 20 30 On On On 15 15 20 33 35 55 
3 (2-3am) 90 90 70 10 10 20 On On On 15 15 20 33 35 43 
4 (3-4am) 90 90 70 10 10 20 On On On 15 15 20 33 35 43 
5 (4-5am) 90 90 70 10 10 20 On On On 20 20 20 33 35 43 
6 (5-6am) 90 90 70 20 10 20 On On On 25 25 30 33 35 43 
7 (6-7am) 70 70 70 40 30 30 On On On 50 40 50 42 40 52 
8 (7-8am) 40 50 70 50 30 40 On On On 60 50 50 42 32 52 
9 (8-9am) 40 50 50 40 40 40 On On On 55 50 50 52 45 65 
10 (9-10am) 20 30 50 40 40 30 On On On 45 50 55 52 45 65 
11 (10-11am) 20 30 50 25 30 30 On On On 40 45 50 40 42 53 
12 (11-12pm) 20 30 30 25 25 30 On On On 45 50 50 51 60 60 
13 (12-1pm) 20 30 30 25 25 30 On On On 40 50 40 51 65 53 
14 (1-2pm) 20 30 20 25 25 20 On On On 35 45 40 51 65 51 
15 (2-3pm) 20 30 20 25 25 20 On On On 30 40 30 51 65 50 
16 (3-4pm) 30 30 20 25 25 20 On On On 30 40 30 51 65 44 
17 (4-5pm) 50 30 30 25 25 20 On On On 30 35 30 63 65 64 
18 (5-6pm) 50 50 40 25 25 20 On On On 40 40 40 80 TS 62 
19 (6-7pm) 50 60 40 60 60 50 On On On 55 55 50 86 80 65 
20 (7-8pm) 70 60 60 80 70 70 On On On 60 55 50 70 80 63 
21 (8-9pm) 70 60 60 90 70 80 On On On 50 50 40 70 75 63 
22 (9-10pm) 80 70 80 80 70 60 On On On 55 55 50 70 75 63 
23 (10-11pm) 90 70 80 60 60 50 On On On 45 40 40 45 55 40 
24 (11-12am) 90 70 80 30 30 30 On On On 25 30 20 45 55 40 
|Total/Day 1390 1390 1300 855 785 810 2400 2400 2400 915 930 900 1217 1303 1287 
[Total/Week 96.40 hours 58.70 hours 168.0 hours 64.05 hours 86.75 hours 
|Total/Year 5026 hours 3061 hours 8760 hours 3340 hours 4523 hours 
Wk = Weekday 
@Schedules for occupancy, lighting, receptacle, HVAC system, and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 


that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of 
Energy Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual sched- 
ules are not known. 
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WAC 51-11C-71034 Table B103(4)—Light manufacturing occupancy. 
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Table B103(4) 
Light Manufacturing Occupancy? 
Schedule for Schedule for Lighting®/ Schedule for Service 
Occupancy Receptacle Hot Water Schedule for Elevator 
Hour of Day Percent of Percent of Schedule for HVAC Percent of Percent of 

(time) Maximum Load Maximum Load System Maximum Load Maximum Load 

Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 
1 (12-lam) 0 0 0 5 5 5 Off Off Off 5 5 4 0 0 0 
2 (1-2am) 0 0 0 5 5 5 Off Off Of 5 5 4 0 0 0 
3 (2-3am) 0 0 0 5 5 5 Off Off Of 5 5 4 0 0 0 
4 (3-4am) 0 0 0 5 5 5 Off Off Of 5 5 4 0 0 0 
5 (4-5am) 0 0 0 5 5 5 Off Off Of 5 5 4 0 0 0 
6 (5-6am) 0 0 0 10 5 5 Off Off Of 8 8 7 0 0 0 
7 (6-7am) 10 10 5 10 10 5 On On Ofi 7 7 4 0 0 0 
8 (7-8am) 20 10 5 30 10 5 On On Of 19 11 4 35 16 0 
9 (8-9am) 95 30 5 85/90 30 5 On On Ofi 35 15 4 69 14 0 
10 (9-10am) 95 30 5 85/90 30 5 On On Of 38 21 4 43 21 0 
11 (10-1lam) 95 30 5 85/90 30 5 On On Of 39 19 4 37 18 0 
12 (11-12pm) 95 30 5 85/90 30 5 On On Ofi 47 23 6 43 25 0 
13 (12-1pm) 50 10 5 75/80 15 5 On On Ofi 57 20 6 58 21 0 
14 (1-2pm) 95 10 5 85/90 15 5 On On Of 54 19 9 48 13 0 
15 (2-3pm) 95 10 5 85/90 15 5 On On Of 34 15 6 37 8 0 
16 (3-4pm) 95 10 5 85/90 15 5 On On Of 33 12 4 37 4 0 
17 (4-5pm) 95 10 5 85/90 15 5 On On Of 44 14 4 46 5 0 
18 (5-6pm) 30 5 5 50 5 5 On On Of 26 7 4 62 6 0 
19 (6-7pm) 10 5 0 30 5 5 On Off Of 21 7 4 20 0 0 
20 (7-8pm) 10 0 0 30 5 5 On Off Of 15 7 4 12 0 0 
21 (8-9pm) 10 0 0 20 5 5 On Off Of 17 7 4 4 0 0 
22 (9-10pm) 10 0 0 20 5 5 On Off Of 8 9 I 4 0 0 
23 (10-11pm) 5 0 0 10 5 5 off off Of 5 5 4 0 0 0 
24 (11-12am) 5 0 0 5 5 5 off off Of 5 5 4 0 0 0 
[Total/Day 920 200 60 995/ 280 120 1600 1200 0 537 256 113 555 151 0 

1040 
[Total/Week 48.60 hours 53.75/ hours 92.00 hours 30.54 hours 29.26 hours 
56.00 
[Total/Year 2534 hours 2795/ hours 4797 hours 1592 hours 1526 hours 
2920 


Wk = Weekday 
*Schedules for occupancy, lighting, receptacle, HVAC system, and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of 
Energy Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual sched- 
ules are not known. 
‘Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 
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WAC 51-11C-71035 Table B103(5)—Office occupancy. 


Table B103(5) 
Office Occupancy? 


Schedule for Schedule for Lighting®/ Schedule for Service 
Occupancy Receptacle Hot Water Schedule for Elevator 
Percent of Percent of Schedule for HVAC Percent of Percent of 

Hour of Day (time) Maximum Load Maximum Load System Maximum Load Maximum Load 

Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 
1 (12-lam) 0 0 0 5 5 5 Off Off Off 5 5 4 0 0 0 
2 (1-2am) 0 0 0 5 5 5 Off Off Off 5 5 4 0 0 0 
3 (2-3am) 0 0 0 5 5 3 off Off Ofi 5 > 4 0 0 0 
4 (3-4am) 0 0 0 5 5 J off off Ofi 5 > 4 0 0 0 
5 (4-Sam) 0 0 0 5 5 5 off off Ofi 5 5 4 0 0 0 
6 (5-6am) 0 0 0 10 5 5 off Off Ofi 8 8 7 0 0 0 
7 (6-7am) 10 10 5 10 10 5 On On Ofi 7 7 4 0 0 0 
8 (7-8am) 20 10 5 30 10 5 On On Ofi 19 11 4 35 16 0 
9 (8-9am) 95 30 5 65/90 30 5 On On Ofi 35 15 4 69 14 0 
10 (9-10am) 95 30 5 65/90 30 5 On On Ofi 38 21 4 43 21 0 
11 (10-11am) 95 30 5 65/90 30 5 On On Ofi 39 19 4 37 18 0 
12 (11-12pm) 95 30 5 65/90 30 5 On On Ofi 47 23 6 43 25 0 
13 (12-1pm) 50 10 5 55/80 15 5 On On Ofi 57 20 6 58 21 0 
14 (1-2pm) 95 10 5 65/90 15 5 On On Ofi 54 19 9 48 13 0 
15 (2-3pm) 95 10 5 65/90 15 5 On On Ofi 34 15 6 37 8 0 
16 (3-4pm) 95 10 5 65/90 15 5 On On Ofi 33 12 4 37 4 0 
17 (4-5pm) 95 10 5 65/90 15 5 On On Ofi 44 14 4 46 5 0 
18 (5-6pm) 30 5 > 35/50 5 3 On On Ofi 26 7 4 62 6 0 
19 (6-7pm) 10 5 0 30 5 S On On Ofi 21 7 4 20 0 0 
20 (7-8pm) 10 0 0 30 5 5 On Off Ofi 15 7 4 12 0 0 
21 (8-9pm) 10 0 0 20 5 5 On Off Of 17 7 4 4 0 0 
22 (9-10pm) 10 0 0 20 5 5 On Off Of 8 9 I 4 0 0 
23 (10-11pm) > 0 0 10 5 5 off off Ofi 5 5 4 0 0 0 
24 (11-12am) 5 0 0 5 5 5 Off Off Of 5 5 4 0 0 0 
|Total/Day 920 200 60 800/ 280 120 1600 1200 0 537 256 113 555 151 0 

1040 
[Total/Week 48.60 hours 44.00/ hours 92.00 hours 30.54 hours 29.26 hours 
56.00 
[Total/Year 2534 hours 2288/ hours 4797 hours 1592 hours 1526 hours 
2920 
Wk = Weekday 


*Schedules for occupancy, lighting, receptacle, HVAC system, and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of 
Energy Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual sched- 
ules are not known. 


‘Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 
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Table B103(6) 
Parking Garage Occupancy? 
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Schedule for Schedule for Lighting®/ Schedule for Service Schedule for 
Occupancy Receptacle Hot Water Elevator 
Hour of Day Percent of Percent of Schedule for Percent of Percent of 
(time) Maximum Load Maximum Load HVAC System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun] Wk Sat Sun | Wk Sat Sun 
1 (12-lam) 50/100 50/100 50/100 
2  (1-2am) 50/100 50/100 50/100 
3 (2-3am) 50/100 50/100 50/100 
4 (3-4am) 50/100 50/100 50/100 
5 (4-5am) 50/100 50/100 50/100 
6 (5-6am) 50/100 50/100 50/100 
7 (6-7am) 100 100 50/100 
8 (7-8am) 100 100 50/100 
9 (8-9am) 100 100 50/100 
10 (9-10am) 100 100 50/100 Based Included 
11 (10-1lam) 100 100 50/100 on with 
12 (11-12pm) N/A 100 100 50/100 likely N/A other 
13 (12-1pm) 100 100 50/100 use occupancies 
14 (1-2pm) 100 100 50/100 
15 (2-3pm) 100 100 50/100 
16 (3-4pm) 100 100 50/100 
17 (4-5pm) 100 100 50/100 
18 (5-6pm) 100 50/100 50/100 
19 (6-7pm) 100 50/100 50/100 
20 (7-8pm) 100 50/100 50/100 
21 (8-9pm) 100 50/100 50/100 
22 (9-10pm) 100 50/100 50/100 
23 (10-11pm) 50/100 50/100 50/100 
24 (11-12am) 50/100 50/100 50/100 
[Total/Day 2000/ 1750/ 1200/ 
2400 2400 2400 
[Total/Week 129.50/ hours 
168 
[Total/Year 6734/ hours 
8760 
Wk = Weekday 


aSchedules for occupancy, lighting, receptacle, HVAC system and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of Energy 
Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual schedules are 


not known. 


‘Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. For parking garage lighting, the schedule has 
been revised to accompany the office schedule: The lighting in the parking garage is set to be on at 100 percent for all hours when the building occu- 
pancy is 10 percent or greater, but reduced to 50 percent (per Section C405.2) for all hours when the building occupancy is less than 10 percent. For 
a parking garage serving a use other than office, it is acceptable to modify the parking garage schedule to parallel that use. 
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Table B103(7) 
Restaurant Occupancy? 


Schedule for Schedule for Lighting"/ Schedule for Service 
Occupancy Receptacle Hot Water Schedule for Elevator 
Hour of Day Percent of Percent of Schedule for Percent of Percent of 
(time) Maximum Load Maximum Load HVAC System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun | Wk Sat Sun 
1 (12-lam) 15 30 20 15 20 20 On On On 20 20 25 0 0 0 
2  (1-2am) 15 25 20 15 15 15 On On On 15 15 20 0 0 0 
3 (2-3am) 5 5 5 15 15 15 On On On 15 15 20 0 0 0 
4 (3-4am) 0 0 0 15 15 15 Off Off Off 0 0 0 0 0 0 
5 (4-5am) 0 0 0 15 15 15 Off Off Off 0 0 0 0 0 0 
6 (5-6am) 0 0 0 20 15 15 Off Off Off 0 0 0 0 0 0 
7 (6-7am) 0 0 0 35/40 30 30 Off Off Off 0 0 0 0 0 0 
8 (7-8am) 5 0 0 35/40 30 30 On Off Off 60 0 0 0 0 0 
9 (8-9am) 5 0 0 55/60 55/60 45/50 On off Off 55 0 0 0 0 0 
10 (9-10am) 5 5 0 55/60 55/60 45/50 On On Off 45 50 0 0 0 0 
11 (10-1lam) 20 20 10 85/90 75/80 65/70 On On On 40 45 50 0 0 0 
12 (11-12pm) 50 45 20 85/90 75/80 65/70 On On On 45 50 50 0 0 0 
13 (12-1pm) 80 50 25 85/90 75/80 65/70 On On On 40 50 40 0 0 0 
14 (1-2pm) 70 50 25 85/90 75/80 65/70 On On On 35 45 40 0 0 0 
15 (2-3pm) 40 35 15 85/90 75/80 65/70 On On On 30 40 30 0 0 0 
16 (3-4pm) 20 30 20 85/90 75/80 65/70 On On On 30 40 30 0 0 0 
17 (4-5pm) 25 30 25 85/90 75/80 55/60 On On On 30 35 30 0 0 0 
18 (5-6pm) 50 30 35 85/90 85/90 55/60 On On On 40 40 40 0 0 0 
19 (6-7pm) 80 70 55 85/90 85/90 55/60 On On On 55 55 50 0 0 0 
20 (7-8pm) 80 90 65 85/90 85/90 55/60 On On On 60 55 50 0 0 0 
21 (8-9pm) 80 70 70 85/90 85/90 55/60 On On On 50 50 40 0 0 0 
22 (9-10pm) 50 65 35 85/90 85/90 55/60 On On On 55 55 50 0 0 0 
23 (10-11pm) 35 55 20 45/50 45/50 45/50 On On On 45 40 40 0 0 0 
24 (11-12am) 20 35 20 30 30 30 On On On 25 30 20 0 0 0 
[Total/Day 750 740 485 1370/ 1290/ 1040/ | 2000 1800 1700 |790 730 625 0 0 0 
1455 1365 1115 
[Total/Week 49.75 hours 91.80/ hours 135 hours 53.05 hours 0 hours 
97.55 
[Total/Year 2594 hours 4774/ hours 7039 hours 2766 hours 0 hours 
5086 
Wk = Weekday 
*Schedules for occupancy, lighting, receptacle, HVAC system and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of Energy 
Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual schedules are 
not known. 
Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 
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Table B103(8) 
Retail Occupancy? 
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Schedule for Schedule for Lighting"/ Schedule for Service Schedule for 
Occupancy Receptacle Hot Water Elevator 
Percent of Percent of Schedule for HVAC Percent of Percent of 
Hour of Day (time) Maximum Load Maximum Load System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 
1 (12-lam) 0 0 0 5 5, 5 Off Off Off 4 11 7 0 0 0 
2 (l-2am) 0 0 0 5 5 5 off off Off 5 10 7 0 0 0 
3 (2-3am) 0 0 0 5 5 5 Off Off Off 5 8 7 0 0 0 
4 (3-4am) 0 0 0 5 5 5 Off Off Off 4 6 6 0 0 0 
5 (4-5am) 0 0 0 5 5 5 Off Off Off 4 6 6 0 0 0 
6 (5-6am) 0 0 0 5 5 5 Off Off Of 4 6 6 0 0 0 
7 (6-7am) 0 0 0 5 5 5 On On Of 4 7 7 0 0 0 
8 (7-8am) 10 10 0 20 10 5 On On off 15 20 10 12 9 0 
9 (8-9am) 20 20 0 50 30 10 On On On 23 24 12 22 21 0 
10 (9-10am) 50 50 10 85/90 55/60 10 On On On 32 27 14 64 56 11 
11 (10-llam) 50 60 20 85/90 85/90 40 On On On 41 42 29 74 66 13 
12 (11-12pm) 70 80 20 85/90 85/90 40 On On On 57 54 31 68 68 35 
13 (12-1pm) 70 80 40 85/90 85/90 55/60 On On On 62 59 36 68 68 37 
14 (1-2pm) 70 80 40 85/90 85/90 55/60 On On On 6l 60 36 71 69 37 
15 (2-3pm) 70 80 40 85/90 85/90 55/60 On On On 50 49 34 72 70 39 
16 (3-4pm) 80 80 40 85/90 85/90 55/60 On On On 45 48 35 72 69 41 
17 (4-5pm) 70 80 40 85/90 85/90 55/60 On On On 46 47 37 73 66 38 
18 (5-6pm) 50 60 20 85/90 85/90 40 On On Ofi 47 46 34 68 58 34 
19 (6-7pm) 50 20 10 55/60 50 20 On On Ofi 42 44 25 68 47 3 
20 (7-8pm) 30 20 0 55/60 30 5 On On Off 34 36 27 58 43 0 
21 (8-9pm) 30 20 0 50 30 5 On On Off 33 29 21 54 43 0 
22 (9-10pm) 10 0 20 10 5 Off On Of 23 22 16 0 8 0 
23 (10-11pm) 0 0 0 5 5 5 Off Off Off 13 16 10 0 0 0 
24 (11-12am) 0 0 0 5 5 5 off off Ofi 8 13 6 0 0 0 
[Total/Day 750 750 280 | 1060/1115 940/ 500/525| 1500 1600 900 662 690 459 844 761 288 
985 
[Total/Week 46.30 hours 67.40/ hours 100 hours 44.59 hours 52.69 hours 
70.85 
[Total/Year 2414 hours 3505/ hours 5214 hours 2325 hours 2747 hours 
3694 
Wk = Weekday 


aSchedules for occupancy, lighting, receptacle, HVAC system and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 


that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U 


.S. Department of Energy 


Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual schedules are 


not known. 


‘Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 
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NEW SECTION 
WAC 51-11C-71039 Table B103(9)—School and warehouse occupancies. 


Table B103(9) 
School Occupancy? 
Schedule for Schedule for Service 
Schedule for Occupancy Lighting®/Receptacle Hot Water Schedule for Elevator 
Percent of Percent of Schedule for HVAC Percent of Percent of 
Hour of Day (time) Maximum Load Maximum Load System Maximum Load Maximum Load 
Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun 
1 (12-lam) 0 0 0 5 5 5 ofi Off Off 5 3 3 0 0 0 
2 (1-2am) 0 0 0 5 5 5 Of Off Off 5 3 3 0 0 0 
3 (2-3am) 0 0 0 5 5 5 Off Off Off 5 3 3 0 0 0 
4  (3-4am) 0 0 0 5 5 5 Off Off Off 5 3 3 0 0 0 
5 (4-5am) 0 0 0 5 5 5 Off Off Off 5 3 3 0 0 0 
6 (5-6am) 0 0 0 5 5 5 Off Off Off 5 3 3 0 0 0 
7 (6-7am) 0 0 0 5 5 3 Ofi off off 5 3 3 0 0 0 
8 (7-8am) 5 0 0 30 5 3 On off Off 10 3 3 0 0 0 
9 (8-9am) 75 10 0 60/85 15 3 On On Off 34 3 5 30 0 0 
10 (9-10am) 90 10 0 65/95 15 5 On On Off 60 S 5 30 0 0 
11 (10-1lam) 90 10 0 65/95 15 5 On On off 63 S 5 30 0 0 
12 (11-12pm) 80 10 0 65/95 15 5 On On off 72 5 5 30 0 0 
13 (12-1pm) 80 10 0 55/80 15 5 On On off 79 5 5 30 0 0 
14 (l-2pm) 80 0 0 55/80 5 5 On Off Off 83 3 5 30 0 0 
15 (2-3pm) 80 0 0 55/80 5 5 On Off Off 61 3 3 30 0 0 
16 (3-4pm) 45 0 0 50/70 5 5 On Off Off 65 3 3 15 0 0 
17 (4-5pm) 15 0 0 35/50 3 5 On off Off 10 3 3 0 0 0 
18 (5-6pm) 5 0 0 35/50 5 5 On Off Off 10 3 3 0 0 0 
19 (6-7pm) 15 0 0 35 5 5 On Off Off 19 3 3 0 0 0 
20 (7-8pm) 20 0 0 35 5 S On Off Off 25 3 3 0 0 0 
21 (8-9pm) 20 0 0 35 5 5 On Off Off 22 3 3 0 0 0 
22 (9-10pm) 10 0 0 30 5 5 On Off Off 22 3 3 0 0 0 
23 (10-11pm) 0 0 0 5 5 5 Off Off Off 12 3 3 0 0 0 
24 (11-12am) 0 0 0 5 5 5 off Off Off 9 3 3 0 0 0 
|Total/Day 710 50 0 750/990 170 120 1500 500 0 691 80 84 285 0 0 
|Total/Week 36.00 hours 40.40/ hours 80.00 hours 36.19 hours 14.25 hours 
52.40 
|Total/Year 1877 hours 2101/ hours 4171 hours 1887 hours 743 hours 
2732 
Wk = Weekday 


“Schedules for occupancy, lighting, receptacle, HVAC system and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 
that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U.S. Department of Energy 
Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual schedules are 
not known. 


>Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 
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Table B103(10) 
Warehouse Occupancy? 
Schedule for Lighting”/ Schedule for Service 
Schedule for Occupancy} Receptacle Hot Water Schedule for Elevator 
Percent of Percent of Schedule for HVAC Percent of Percent of 

Hour of Day (time) Maximum Load Maximum Load System Maximum Load Maximum Load 

Wk Sat Sun Wk Sat Sun Wk Sat Sun Wk Sat Sun | Wk Sat Sun 
1 (12-lam) 0 0 0 5 5 5 Off Off Of 2 2 2 0 0 0 
2 (1-2am) 0 0 0 5 5 5 Off Off ofi 2 2 2 0 0 0 
3  (2-3am) 0 0 0 5 5 5 Off Off ofi 2 2 2 0 0 0 
4 (3-4am) 0 0 0 5 5 5 Off Off Off 2 2 2 0 0 0 
5 (4-5am) 0 0 0 5 5 5 Off Off Off 5 2 2 0 0 0 
6  (5-6am) 0 0 0 5 5 5 Off Off Off 7 2 2 0 0 0 
7 (6-7am) 0 0 0 5 5 5 Off Off ofi 7 2 2 0 0 0 
8 (7-8am) 15 0 0 25/40 5 5 On Off ofi 10 2 2 0 0 0 
9  (8-9am) 70 20 0 45/70 8 5 On On ofi 30 6 2 0 0 0 
10 (9-10am) 90 20 0 55/90 24 5 On On ofi 36 12 2 0 0 0 
11 (10-llam) 90 20 0 55/90 24 5 On On ofi 36 12 2 30 0 0 
12 (11-12pm) 90 20 0 55/90 24 5 On On ofi 46 17 2 0 0 0 
13 (12-1pm) 50 10 0 50/80 5 5 On On ofi 57 4 4 0 0 0 
14 (l-2pm) 85 10 0 55/90 5 5 On On ofi 43 4 4 0 0 0 
15 (2-3pm) 85 10 0 55/90 5 5 On On Off 38 2 2 0 0 0 
16 (3-4pm) 85 10 0 55/90 5 5 On On ofi 40 2 2 40 0 0 
17 (4-5pm) 20 0 0 55/90 5 5 On Off ofi 30 2 2 0 0 0 
18 (5-6pm) 0 0 0 30 5 5 Off Off ofi 18 2 2 0 0 0 
19 (6-7pm) 0 0 0 5 5 5 off off Off 3 2 2 0 0 0 
20 (7-8pm) 0 0 0 5 5 5 Off Off ofi 3 2 2 0 0 0 
21 (8-9pm) 0 0 0 5 5 5 Off Off ofi 3 2 2 0 0 0 
22 (9-10pm) 0 0 0 5 5 5 Off Off Off 3 2 2 0 0 0 
23 (10-11pm) 0 0 0 5 5 5 Off Off Off 3 2 2 0 0 0 
24 (1l-12am) 0 0 0 5 5 5 Off Off ofi 3 2 2 0 0 0 
[Total/Day 680 120 0 600/915 180 120 1000 800 0 429 91 52 70 0 0 

[Total/Week 35.20 hours 33.00/ hours 58.00 hours 22.88 hours 3.50 hours 

48.75 
|Total/Year 1835 hours 1716/ hours 3024 hours 1193 hours 182 hours 
2542 
Wk = Weekday 


*Schedules for occupancy, lighting, receptacle, HVAC system and service hot water are from ASHRAE Standard 90.1-1989 and addendums, except 


that 5 percent emergency lighting has been added for all off hours. Elevator schedules, except for restaurants, are from the U 


.S. Department of Energy 


Standard Evaluation Techniques except changed to 0 percent when occupancy is 0 percent. These values may be used only if actual schedules are 


not known. 


>Lighting profiles are modified to reflect the requirement for occupancy sensors in Section C405.2. 


NEW SECTION 


WAC 51-11C-80000 Appendix C—Exterior design 
conditions. As required by Sections C302.2 and R302.2, the 
heating or cooling outdoor design temperatures shall be 
selected from Table C-1. 


NEW SECTION 


WAC 51-11C-80100 Table C-1—Outdoor design 
temperatures for Washington. 
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Table C-1 


Outdoor Design Temperatures 


Outdoor 

Design Temp. | Outdoor Design 

Heating Temp. Cooling 
Location (°F) (°F) 
Aberdeen 20 NNE 25 83 
Anacortes 24 72 
Anatone -4 89 
Auburn 25 84 
Battleground 19 91 
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Outdoor Outdoor 
Design Temp. | Outdoor Design Design Temp. | Outdoor Design 
Heating Temp. Cooling Heating Temp. Cooling 
Location (CF) (°F) Location (°F) (°F) 
Bellevue 24 83 Lower Monument 18 103 
Bellingham 2 N 19 78 Dam 
Blaine 17 73 Marysville 23 79 
Bremerton 29 83 Metaline Falls -1 89 
Burlington 19 77 Methow 2 W 1 89 
Chehalis 21 87 Nespelem 2 S -4 93 
Chelan 10 89 Newhalem 19 89 
Cheney 4 94 Newport -5 92 
Chesaw -11 81 Northport 2 92 
Clarkston 10 94 Oak Harbor 16 74 
Cle Elum 1 91 Odessa 7 100 
Colfax 1 NW 2 94 Olga 2 SE 24 71 
Colville AP -2 92 Olympia, AP 17 85 
Concrete 19 83 Omak 2 NW 3 90 
Connell 4 NNW 6 100 Oroville 5 93 
Cougar 5 E 25 93 Othello 9 98 
Dallesport AP 14 99 Packwood 16 90 
Darrington RS 13 85 Plain -3 89 
Davenport 5 92 Pleasant View 16 98 
Edmonds 24 82 Pomeroy 3 95 
Ellensburg AP 2 90 Port Angeles 28 75 
Elma 24 88 Port Townsend 25 76 
Ephrata AP 7 97 Prosser 12 97 
Everett Paine AFB 21 79 Puyallup 19 86 
Forks 1 E 23 81 Quilcene 2 SW 23 83 
Glacier RS 13 82 Quinault RS 25 84 
Glenoma (Kosmos) 18 89 Rainier, Longmire 15 85 
Goldendale 7 94 Paradise RS 8 71 
Grays River Hatch- 24 86 Raymond 28 81 
ery Redmond 17 83 
Greenwater 1.4 84 Republic -9 87 
Grotto 21 84 Richland 11 101 
Hoquiam AP 26 79 Ritzville 6 99 
Inchelium 2 NW 0 92 Satus Pass 10 90 
John Day Dam 19 100 Seattle: Sea-Tac AP 24 83 
Kent 21 85 Sedro Woolley 1 E 19 78 
Kirkland 17 83 Sequim 23 78 
La Grande 23 88 Shelton 23 85 
Leavenworth -3 93 Smyrna 8 102 
Little Goose Dam 22 101 Snohomish 21 81 
Long Beach 3 NNE 25 77 Snoqualmie Pass 6 80 
Longview 24 87 Spokane AP 4 92 
Lower Granite Dam 14 98 Spokane CO 10 96 
Stampede Pass 7 76 


Washington State Register, Issue 13-04 


Outdoor 
Design Temp. | Outdoor Design 
Heating Temp. Cooling 
Location (°F) (°F) 

Stehekin 3 NW 12 85 
Stevens Pass 6 77 
Tacoma CO 29 82 
Tatoosh Island 31 63 
Toledo AP 17 84 
Vancouver 22 88 
Vashon Island 28 78 
Walla Walla AP 6 96 
Waterville 1 88 
Wellpinit 1 93 
Wenatchee CO 10 92 
Whidbey Island 11 71 
Willapa Harbor 26 81 
Wilson Creek 3 96 
Winthrop 1 WSW -12 91 
Yakima AP 11 94 

ABBREVIATIONS: 

AFB Air Force Base 

AP Airport 

CO City Office 


RS Ranger Station 
Typical: "4(miles)NE" 


WSR 13-04-059 
PERMANENT RULES 
DEPARTMENT OF LICENSING 
[Filed February 1, 2013, 12:20 p.m., effective March 4, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Update WAC 308-104-160 to provide a defini- 
tion for "moving violations" and "nonmoving violations" for 
purposes of RCW 46.20.2891, 46.65.020, and chapter 308- 
104 WAC. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 308-104-160. 

Statutory Authority for Adoption: 
46.20.2891, 46.20.291, and 46.65.020. 

Adopted under notice filed as WSR 12-24-082 on 
December 5, 2012. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 


RCW 46.01.110, 
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Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: February 1, 2013. 


Damon Monroe 
Rules Coordinator 


Moving Violations 
Draft 2.0 


AMENDATORY SECTION (Amending WSR 00-18-070, 
filed 9/1/00, effective 10/2/00) 


WAC 308-104-160 Moving and nonmoving viola- 
tions defined. ((Atnenmevinge—vielation" asusedin)) For 
purposes of RCW 46.20.2891, 46.65.020, and this chapter, 
the term "moving violation" means any violation of vehicle 
laws listed in this section that is committed by the driver of a 


vehicle, while the vehicle is moving. However, being in 
actual physical control of a motor vehicle while under the 


influence of intoxicating liquor or any drug is also considered 
a moving violation for the purposes of this section. Parking 
violations, equipment violations or paperwork violations 
relating to insurance, registration, licensing and inspection 
are considered "nonmoving violations." ((shaH mean-anyvie- 
latien er traffic infraction in Fitle- 46 RCW other than these) ) 
Moving violations are those violations included in the fol- 
lowing list or violations of substantially similar laws, admin- 
istrative regulations, local laws, ordinances, regulations, or 
resolutions of a political subdivision of this state, the federal 
government, or any other state: 

(1) Driving while under the influence of intoxicating 
liquor or any drug as defined by RCW 46.61.502; 

(2) Physical control of a motor vehicle while under the 
influence of intoxicating liquor or any drug, as defined by 
RCW 46.61.504; 

(3) Vehicular homicide, as defined by RCW 46.61.520; 

(4) Vehicular assault, as defined by RCW 46.61.522; 

(5) Reckless driving, as defined by RCW 46.61.500; 

(6) Racing, as defined by RCW 46.61.530; 

(7) Embracing, as defined by RCW 46.61.665; 

(8) Hit and run (injury, death, striking the body of a 
deceased person, or occupied vehicle), as defined by RCW 
46.52.020; 

(9) Attempting to elude a police vehicle, as defined by 
RCW 46.61.024; 

(10) Driving while driving privilege suspended or 
revoked, as defined by RCW 46.20.342, 46.20.345, or 
46.20.394((-0r4620-426)); 

(11) Reckless endangerment of roadway workers, as 
defined in RCW 46.61.527; 

(12) Driver under twenty-one driving or being in physi- 
cal control of a motor vehicle after consuming alcohol, as 
defined in RCW 46.61.503; 
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(13) Driving or in physical control of commercial motor 
vehicle while having alcohol in system, as defined in RCW 
46.25.110; 

(14) Open container violation (driver), as defined by 
RCW 46.61.519; 

(15) Negligent driving in the first degree, as defined by 
RCW 46.61.5249; 

(16) Negligent driving in the second degree, as defined 
by RCW 46.61.525 or 46.61.526; 

(17) Hit and run (unattended vehicle or property), as 
defined by RCW 46.52.010; 

(18) Disobey road sign, as defined by RCW 46.61.050, 
((a#d)) 46.61.070, or 46.61.450; 

(19) Disobey signalman, officer, or firefighter, as 
defined by RCW 46.61.015, 46.61.020, 46.61.021, or 46.61.- 
022; 

(20) Disobey school patrol, as defined by RCW 
46.61.385; 

(21) Speed too fast for conditions, as defined by RCW 
46.61.400; 

(22) Speed in excess of maximum limit, as defined by 
RCW 46.61.400 or 46.61.460; 

(23) Speeding in a school zone, as defined by RCW 
46.61.440; 

(24) Failure to stop, as defined by RCW 46.61.055, 
46.61.065, 46.61.195, 46.61.200, 46.61.340, 46.61.345, 
46.61.350, 46.61.365, 46.61.370, or 46.61.375; 

(25) Failure to yield right of way, as defined by RCW 
46.61.180, 46.61.183, 46.61.185, 46.61.190, 46.61.202, 
46.61.205, 46.61.210, 46.61.212, 46.61.215, 46.61.220, 
46.61.235, 46.61.245, 46.61.261, 46.61.300, or 46.61.427; 

(26) Failure to keep to the right, as defined by RCW 
46.61.100 or 46.61.105; 

(27) Wrong way on a one-way street or rotary traffic 
island, as defined by RCW 46.61.135; 

(28) Improper lane change or travel, as defined by RCW 
46.61.140; 

(29) Straddling or driving over centerline, as defined by 
RCW 46.61.140; 

(30) Driving on the wrong side of the road, as defined by 
RCW 46.61.150; 

(31) Crossing divider, as defined by RCW 46.61.150; 

(32) Improper entrance to or exit from freeway, as 
defined by RCW 46.61.155; 

(33) Violating restrictions on a limited access highway 
while driving a motor vehicle, as defined by RCW 46.61.160; 

(34) High occupancy vehicle lane violation, as defined 
by RCW 46.61.165; 

(6A) 35) Improper overtaking or passing, as defined 
by RCW 46.61.110, 46.61.115, 46.61.120, 46.61.125, ((ə£)) 
46.61.130, or 46.61.428; 

(65) (36) Passing stopped school bus, as defined by 
RCW 46.61.370; 

(66) (37) Passing stopped private carrier bus, as 
defined by RCW 46.61.375; 

(EÐ) G8) Following ((te)) too closely, as defined by 
RCW 46.61.145; 

((B8))) (39) Following fire apparatus, as defined by 
RCW 46.61.635; 
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((@9})) (40) Crossing fire hose, as defined by RCW 
46.61.640; 

(49) (41) Driving on sidewalk, as defined by RCW 
46.61.606; 

((4)) (42) Driving through safety zone, as defined by 
RCW 46.61.260; 

(4D) (43) Driving with wheels off roadway, as 
defined by RCW 46.61.670; 

(43))) (44) Impeding traffic, as defined by RCW 

46.61.100, 46.61.425, or 46.20.427; 

(4A) (45) Improper turn, as defined by RCW 
46.61.290; 

(45) (46) Prohibited turn, as defined by RCW 
46.61.295; 

((46))) (47) Failure to signal or improper signal, as 
defined by RCW 46.61.305, 46.61.310, or 46.61.315; 

((44)) (48) Improper backing, as defined by RCW 
46.61.605; 

((€48))) (49) Unlawful operation of motorcycle on road- 
way, as defined by RCW 46.61.608, 46.61.612, or 46.61.614; 

(4) (50) Reckless endangerment, as defined by 
RCW 9A.36.050; 

(69) (51) Failure to maintain control, as defined by 
RCW 46.61.445; 

(6B) (52) Violation of license restriction(s), as 
defined by RCW 46.20.041 or 46.20.740; 

(6D) (53) Violation of instruction permit restrictions, 
as defined by RCW 46.20.055; 

((63})) (54) Violation of out-of-service order, as defined 
by RCW 46.25.090; 

((64))) (55) Obstructed vision or control, as defined by 
RCW 46.61.615; 

(65) (56) Carrying persons or animals outside of 
vehicle, as defined by RCW 46.61.660; 

(66 (57) Carrying passenger in towed vehicle, as 
defined by RCW 46.61.625; 

(EB) (58) Coasting on downgrade, as defined by 
RCW 46.61.630; 

((G8))) (59) Violation of child restraint requirements, as 
defined by RCW 46.61.687; 

(69) (60) Carrying child under the age of five years 
old on motorcycle, as defined by RCW 46.37.530; 

((€69))) (61) Carrying passenger improperly on motorcy- 
cle, as defined by RCW 46.61.610; 

((€64)) (62) No helmet, goggles, mirrors, windshield or 
face shield, as defined by RCW 46.37.530; 
defined by REW46-646H,)) 

(63) Operating moped on freeway or sidewalk, as 
defined by RCW 46.61.710; 


(64) (Hiegal improper, —defective,—or missing vehicle 


(65))) Driving without lights, as defined by RCW 
46.37.020; 

((€66))) (65) Failure to dim lights, as defined by RCW 
46.37.230; 

((64)) (66) Operating motorcycle without lights, as 
defined by RCW 46.37.522; 

((€68))) (67) No lamp, reflector, or flag on extended load, 
as defined by RCW 46.37.140; 
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(((69}—Unnecessary—neoise,—as—defined_by_REW 

€70})) (68) Wearing earphones or viewing television in 
vehicle, as defined by RCW 46.37.480; 

(( ittine Heeal vehicle 
REW 46.20-343-0t- 4661675: 

€72})) (69) Failure to secure load, as defined by RCW 
46.37.490; 

(EÐ (70) Spilling load, as defined by RCW 
46.61.655; and 

(E) (71) Improper towing, as defined by RCW 
46.44.070. 


WSR 13-04-063 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 2:12 p.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2013. 

Purpose: Adoption and amendment of the 2012 Interna- 
tional Fire Code, chapter 51-54A WAC. The filing for chap- 
ter 51-54A WAC includes the repeal of the 2009 Washington 
State Fire Code, chapter 51-54 WAC. 

Citation of Existing Rules Affected by this Order: 
Repealing chapter 51-54 WAC. 

Statutory Authority for Adoption: RCW 19.27A.031 
and 19.27.074. 

Other Authority: Chapters 19.27 and 34.05 RCW. 

Adopted under notice filed as WSR 12-16-085 on July 
31, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: (NOTE: The 2012 IFC was completely reorganized 
and renumbered by the International Code Council, from 
forty-seven to eighty chapter headings, with thirty chapters 
held in reserve for future use. Chapter 51-54 WAC will be 
repealed entirely, and replaced by chapter 51-54A WAC.) 

1. WAC 51-54A-0202 General definitions. Definitions 
were modified for consistency with the Building Code related 
to licensed care facilities. 

2. WAC 51-54A-0401 through 51-54A-0408: Proposed 
language identical to the 2012 IFC language in these sections 
was removed from the filing for purposes of clarity. 

3. WAC 51-54A-0908 Emergency alarm systems. Car- 
bon monoxide alarms: References NFPA 720-2012 rather 
than 2009. Alarms are required in sleeping units as well as 
dwelling units. 

4. WAC 51-54A-1009 Stairways and handrails. Corre- 
sponds with the Building Code for exit access stairways. 

5. WAC 51-54A-1103 Fire safety requirements for exist- 
ing buildings. References NFPA 720-2012 rather than 2009. 

6. WAC 51-54A-1104 Means of egress for existing 
buildings. Exempts existing high-rise buildings from 
requirement to install photo-luminescent marking in stair- 
ways. 

7. WAC 51-54A-8000 Referenced standards. Modifies 
prior amendment to the Fire Code re: NFPA 720. 

A final cost-benefit analysis is available by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 


WSR 13-04-063 


phone (360) 407-9277, fax (360) 586-5366, e-mail sbcc@ga. 
wa.gov. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 45, Amended 0, Repealed 24. 

Date Adopted: November 30, 2012. 


C. Ray Allshouse 
Council Chair 


Chapter 51-54A WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE 2012 EDITION OF THE INTERNA- 
TIONAL FIRE CODE 


NEW SECTION 


WAC 51-54A-001 Authority. These rules are adopted 
under the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-54A-002 Purpose. The purpose of these rules 
is to implement the provisions of chapter 19.27 RCW, which 
provides that the State Building Code Council shall maintain 
the State Building Code in a status which is consistent with 
the purpose as set forth in RCW 19.27.020. In maintaining 
the codes the council shall regularly review updated versions 
of the codes adopted under the act, and other pertinent infor- 
mation, and shall amend the codes as deemed appropriate by 
the council. 


NEW SECTION 


WAC 51-54A-003 International Fire Code. The 2012 
edition of the International Fire Code, published by the Inter- 
national Code Council is hereby adopted by reference with 
the following additions, deletions, and exceptions. 


NEW SECTION 


WAC 51-54A-007 Exceptions. The exceptions and 
amendments to the International Fire Code contained in the 
provisions of chapter 19.27 RCW shall apply in case of con- 
flict with any of the provisions of these rules. 

Codes referenced which are not adopted through RCW 
19.27.031 or chapter 19.27A RCW shall not apply unless 
specifically adopted by the authority having jurisdiction. The 
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2012 International Wildland Urban Interface Code is 
included in this code as Section 8100 with amendments 
found in Appendix Chapter K. 

The provisions of this code do not apply to temporary 
growing structures used solely for the commercial production 
of horticultural plants including ornamental plants, flowers, 
vegetables, and fruits. "Temporary growing structure" means 
a structure that has the sides and roof covered with polyethyl- 
ene, polyvinyl, or similar flexible synthetic material and is 
used to provide plants with either frost protection or 
increased heat retention. A temporary growing structure is 
not considered a building for purposes of this code. 

The provisions of this code do not apply to the construc- 
tion, alteration, or repair of temporary worker housing except 
as provided by rule adopted under chapter 70.1144 RCW or 
chapter 37, Laws of 1998 (2SSB 6168). "Temporary worker 
housing" means a place, area, or piece of land where sleeping 
places or housing sites are provided by an employer for his or 
her employees or by another person, including a temporary 
worker housing operator, who is providing such accommoda- 
tions for employees, for temporary, seasonal occupancy, and 
includes "labor camps" under RCW 70.54.110. 

The manufacture, storage, handling, sale and use of fire- 
works shall be governed by chapter 70.77 RCW and by chap- 
ter 212-17 WAC and local ordinances consistent with chapter 
212-17 WAC. 


NEW SECTION 


WAC 51-54A-008 Implementation. The International 
Fire Code adopted by chapter 51-54A WAC shall become 
effective in all counties and cities of this state on July 1, 2013. 


NEW SECTION 


WAC 51-54A-0101 Section 101—Scope and general 
requirements. 


101.2.1 Appendices. Provisions in the appendices shall not 
apply unless specifically adopted. The State Building Code 
Council has determined that a local ordinance adopting 
Appendix K Wildland Urban Interface Code may be adopted 
by any local government upon notification of the council. 


NEW SECTION 
WAC 51-54A-0105 Permits. 
SECTION 105 SCOPE AND GENERAL REQUIREMENTS 


105.1.1 Permits required. Any property owner or autho- 
rized agent who intends to conduct an operation or business, 
or install or modify systems and equipment, which is regu- 
lated by this code, or to cause any such work to be done shall 
first make application to the fire code official and obtain the 
required permit. 
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NEW SECTION 
WAC 51-54A-0202 General definitions. 
SECTION 202 GENERAL DEFINITIONS 


ADULT FAMILY HOME. A dwelling, licensed by Washington 
state, in which a person or persons provide personal care, spe- 
cial care, room and board to more than one but not more than 
six adults who are not related by blood or marriage to the per- 
son or persons providing the services. 


ALERT SIGNAL. A distinctive signal indicating the need for 
trained personnel and occupants to initiate a specific action, 
such as shelter-in-place. 


ALERT SYSTEM. Approved devices, equipment and systems 
or combinations of systems used to transmit or broadcast an 
alert signal. 


CHILD CARE. For the purposes of these regulations, child 
care is the care of children during any period of a 24-hour 
day. 


CHILD CARE, FAMILY HOME. A child care facility, licensed 
by Washington state, located in the dwelling of the person or 
persons under whose direct care and supervision the child is 
placed, for the care of twelve or fewer children, including 
children who reside at the home. 


COVERED BOAT MOORAGE. A pier or system of floating or 
fixed access ways to which vessels on water may be secured 
and any portion of which are covered by a roof. 


ELECTRICAL CODE. The National Electrical Code, promul- 
gated by the National Fire Protection Association, as adopted 
by rule or local ordinance under the authority of chapter 
19.28 RCW. 


EMERGENCY DRILL. An exercise performed to train staff 
and occupants and to evaluate their efficiency and effective- 
ness in carrying out emergency procedures. 


EXISTING. Buildings, facilities or conditions that are already 
in existence, constructed or officially authorized prior to the 
adoption of this code. 


GRAVITY-OPERATED DROP OUT VENTS. Automatic smoke 
and heat vents containing heat-sensitive glazing designed to 
shrink and drop out of the vent openings when exposed to 
fire. 


HOSPICE CARE CENTER. A building or portion thereof used 
on a 24-hour basis for the provision of hospice services to ter- 
minally ill inpatients. 


MOTOR VEHICLE. Includes, but not limited to, a vehicle, 
machine, tractor, trailer or semitrailer, or any combination 
thereof, propelled or drawn by mechanical power and 
designed for use upon the highways in the transportation of 
passengers or property. It does not include a vehicle, loco- 
motive or car operated exclusively on a rail or rails, or a trol- 
ley bus operated by electric power derived from a fixed over- 
head wire, furnishing local passenger transportation similar 
to street-railway service. The term "motor vehicle" also 
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includes freight containers or cargo tanks used, or intended 
for use, in connection with motor vehicles. 


NIGHTCLUB. An A-2 Occupancy use under the 2006 Interna- 
tional Building Code in which the aggregate area of concen- 
trated use of unfixed chairs and standing space that is specif- 
ically designated and primarily used for dancing or viewing 
performers exceeds three hundred fifty square feet, excluding 
adjacent lobby areas. "Nightclub" does not include theaters 
with fixed seating, banquet halls, or lodge halls. 


OCCUPANCY CLASSIFICATION. For the purposes of this 
code, certain occupancies are defined as follows: 


Group I-2. This occupancy shall include buildings and 
structures used for medical care on a 24-hour basis for more 
than five persons who are incapable of self-preservation. 
This group shall include, but not be limited to, the following: 


Foster care facilities 
Detoxification facilities 
Hospice care centers 
Hospitals 

Nursing homes 
Psychiatric hospitals 


Five or fewer persons receiving care. A facility such 
as the above with five or fewer persons receiving such care 
shall be classified as Group R-3 or shall comply with the 
International Residential Code provided an automatic sprin- 
kler system is installed in accordance with Section 903.3.1.3 
or with Section P2904 of the International Residential Code. 


Licensed care facility. A facility such as the above pro- 
viding licensed care to clients in one of the categories listed 
in Section 310.1 of the International Building Code licensed 
by Washington state shall be classified as Group R-2. 


Family home child care. Family home child care 
licensed by Washington state for the care of twelve or fewer 
children shall be classified as Group R-3 or shall comply with 
the International Residential Code. 


Adult care facility. A facility that provides accommo- 
dations for less than 24 hours for more than five unrelated 
adults and provides supervision and personal care services 
shall be classified as Group I-4. 


EXCEPTION: Where the occupants are capable of responding to an 
emergency situation without physical assistance from 


the staff, the facility shall be classified as Group R-3. 


Child care facility. Child care facilities that provide 
supervision and personal care on a less than 24-hour basis for 
more than five children 2 1/2 years of age or less shall be 
classified as Group I-4. 


EXCEPTIONS: 1. A child day care facility that provides care for more 
than five but no more than 100 children 2 1/2 years or 
less of age, where the rooms in which the children are 
cared for are located on a level of exit discharge serv- 
ing such rooms and each of these child care rooms has 
an exit door directly to the exterior, shall be classified 
as Group E. 

2. Family child care homes licensed by Washington 
state for the care of 12 or fewer children shall be clas- 
sified as Group R-3. 
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Residential Group R. Residential Group R includes, 
among others, the use of a building or structure, or a portion 
thereof, for sleeping purposes when not classified as an Insti- 
tutional Group I or when not regulated by the International 
Residential Code. This group shall include: 

R-1 Residential occupancies containing sleeping units 
where the occupants are primarily transient in nature, includ- 
ing: 

Boarding houses (transient) with more than 10 occupants 

Congregate living facilities (transient) with more than 10 
occupants 

Hotels (transient) 

Motels (transient) 

R-2 Residential occupancies containing sleeping units or 
more than two dwelling units where the occupants are pri- 
marily permanent in nature, including: 

Apartment houses 

Assisted living facilities as licensed by Washington state 
under chapter 388-78A WAC 

Boarding houses (nontransient) with more than 16 occu- 
pants 

Congregate living facilities (nontransient) with more 
than 16 occupants 

Convents 

Dormitories 

Fraternities and sororities 

Hotels (nontransient) 

Live/work units 

Monasteries 

Motels (nontransient) 

Residential treatment facilities as licensed by Washing- 
ton state under chapter 246-337 WAC 

Vacation timeshare properties 

R-3 Residential occupancies where the occupants are 
primarily permanent in nature and not classified as Group R- 
1, R-2, or I, including: 

Buildings that do not contain more than two dwelling 
units. 

Boarding houses (nontransient) with 16 or fewer occu- 
pants. 

Boarding houses (transient) with 10 or fewer occupants. 

Care facilities that provide accommodations for five or 
fewer persons receiving care. 

Congregate living facilities (nontransient) with 16 or 
fewer occupants. 

Congregate living facilities (transient) with 10 or fewer 
occupants. 

Care facilities within a dwelling. Care facilities for 
five or fewer persons receiving care that are within a single- 
family dwelling are permitted to comply with the /nterna- 
tional Residential Code provided an automatic sprinkler sys- 
tem is installed in accordance with Section 903.3.1.3 or with 
Section P2904 of the International Residential Code. 

Adult family homes, family home child care. Adult 
family homes and family home child care facilities that are 
within a single-family home are permitted to comply with the 
International Residential Code. 

Foster family care homes. Foster family care homes 
licensed by Washington state are permitted to comply with 
the International Residential Code, as an accessory use to a 
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dwelling, for six or fewer children including those of the res- 
ident family. 

R-4 Classification is not adopted. Any reference in this 
code to R-4 does not apply. 


PORTABLE SCHOOL CLASSROOM. A structure, transportable 
in one or more sections, which requires a chassis to be trans- 
ported, and is designed to be used as an educational space 
with or without a permanent foundation. The structure shall 
be trailerable and capable of being demounted and relocated 
to other locations as needs arise. 


RECALL SIGNAL. An electrically or mechanically operated 
signal used to recall occupants after an emergency drill or to 
terminate a shelter-in-place event that shall be distinct from 
any alarm or alert signal used to initiate an emergency plan, 
or other signals. 


SHELTER-IN-PLACE. An emergency response used to mini- 
mize exposure of facility occupants to chemical or environ- 
mental hazards by taking refuge in predetermined interior 
rooms or areas where actions are taken to isolate the interior 
environment from the exterior hazard. 


NEW SECTION 


WAC 51-54A-0307 Open burning, recreational fires 
and portable outdoor fireplaces. 


307.2.1 Authorization. Where required by state or local law 
or regulations, open burning shall only be permitted with 
prior approval from the state or local air and water quality 
management authority, provided that all conditions specified 
in the authorization are followed. See also chapter 173-425 
WAC. 


307.4.2 Recreational fires. Recreational fires shall not be 
conducted within 25 feet of a structure or combustible mate- 
rial. Conditions which could cause a fire to spread within 25 
feet of a structure shall be eliminated prior to ignition. See 
also chapter 173-425 WAC. 


NEW SECTION 
WAC 51-54A-0308 Open flames. 


308.1.4 Open-flame cooking devices. This section is not 
adopted. 


308.1.7 Religious ceremonies. Participants in religious cer- 
emonies shall not be precluded from carrying hand-held can- 
dles. See RCW 19.27.031(3). 


308.1.9 Aisles and exits. Candles shall be prohibited in areas 
where occupants stand, or in an aisle or exit. 


EXCEPTION: Candles used in religious ceremonies. 


NEW SECTION 
WAC 51-54A-0401 General. 


401.2 Approval. Where required by the fire code official, 
fire safety plans, emergency procedures and employee train- 
ing programs shall be approved. 
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NEW SECTION 


WAC 51-54A-0402 Definitions. The following terms 
are defined in Chapter 2: 


ALARM SIGNAL 
ALERT SIGNAL 
ALERT SYSTEM 
EMERGENCY DRILL 
SHELTER-IN-PLACE 


RECALL SIGNAL 


NEW SECTION 
WAC 51-54A-0404 Fire safety and emergency plans. 


404.1 General. Fire safety, evacuation, shelter-in-place 
plans and associated drills shall comply with the require- 
ments of Sections 404.2 through 404.5.1. 


404.2 Fire safety and evacuation plans. Fire safety and 
evacuation plans shall comply with the requirements of Sec- 
tions 404.2.1 through 404.2.2.2. 


404.2.1 Where required. An approved fire safety and evac- 
uation plan shall be prepared and maintained for the follow- 
ing occupancies and buildings. 

1. Group A having an occupant load of 100 or more. 

2. Group B buildings having an occupant load of 500 or 
more persons or more than 100 persons above or below the 
lowest level of exit discharge. 

3. Group E. 

4. Group F buildings having an occupant load of 500 or 
more persons or more than 100 persons above or below the 
lowest level of exit discharge. 

5. Group H. 

6. Group I. 

7. Group R-1. 

8. Group R-2 college and university buildings. Boarding 
homes, group homes, and residential treatment facilities 
licensed by the state of Washington. 

9. High-rise buildings. 

10. Group M buildings having an occupant load of 500 
or more persons or more than 100 persons above or below the 
lowest level of exit discharge. 

11. Covered malls exceeding 50,000 square feet (4645 
m?) in aggregate floor area. 

12. Open mall buildings exceeding 50,000 square feet 
(4645 m?) in aggregate area within perimeter line. 

13. Underground buildings. 

14. Buildings with an atrium and having an occupancy in 
Group A, E or M. 


404.2.2 Contents. Fire evacuation and safety plan contents 
shall be in accordance with Sections 404.2.2.1 and 404.2.2.2. 


404.2.2.1 Fire evacuation plans. Fire evacuation plans shall 
include the following: 

1. Emergency egress or escape routes and whether evac- 
uation of the building is to be complete or, where approved, 
by selected floors or areas only. 
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2. Procedures for employees who must remain to operate 
critical equipment before evacuating. 

3. Procedures for assisted rescue for persons unable to 
use the general means of egress unassisted. 

4. Procedures for accounting for employees and occu- 
pants after evacuation has been completed. 

5. Identification and assignment of personnel responsi- 
ble for rescue or emergency medical aid. 

6. The preferred and any alternative means of notifying 
occupants of a fire. 

7. The preferred and any alternative means of reporting 
fires and other emergencies to the fire department or desig- 
nated emergency response organization. 

8. Identification and assignment of personnel who can be 
contacted for further information or explanation of duties 
under the plan. 

9. A description of the emergency voice/alarm commu- 
nication system alert tone and preprogrammed voice mes- 
sages, where provided. 


404.2.2.2 Fire safety plans. Fire safety plans shall include 
the following: 

1. The procedure for reporting a fire or other emergency. 

2. The life safety strategy and procedures for notifying, 
relocating or evacuating occupants, including occupants who 
need assistance. 

3. Site plans indicating the following: 

3.1. The occupancy assembly point. 

3.2. The locations of fire hydrants. 

3.3. The normal routes of fire department vehicle access. 

4. Floor plans identifying the locations of the following: 
. Exits. 

. Primary evacuation routes. 

. Secondary evacuation routes. 

. Accessible egress routes. 

. Areas of refuge. 

. Exterior areas for assisted rescue. 
. Manual fire alarm boxes. 

. Portable fire extinguishers. 

. Occupant-use hose stations. 

4.10. Fire alarm annunciators and controls. 

5. A list of major fire hazards associated with the normal 
use and occupancy of the premises, including maintenance 
and housekeeping procedures. 

6. Identification and assignment of personnel responsi- 
ble for maintenance of systems and equipment installed to 
prevent or control fires. 

7. Identification and assignment of personnel responsi- 
ble for maintenance, housekeeping and controlling fuel haz- 
ard sources. 


404.3 Shelter-in-place plans. Shelter-in-place plans shall 
comply with the requirements of Sections 404.3.1 through 
404.3.2. 


404.3.1 Where required. A shelter-in-place plan shall be 
prepared and maintained for all Group E occupancies. 


EXCEPTION: Day cares not colocated on a Group E campus. 


404.3.2 Shelter-in-place plan contents. Shelter-in-place 
plans shall include the following: 
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1. Identification of the procedures of initiating the shel- 
ter-in-place plan throughout the facility or campus. 

2. Identification of prearranged alert and recall signals to 
notify all occupants. 

3. Identification of procedures for reporting the facility is 
sheltering-in-place to the local emergency dispatch center. 

4. A means of two-way communication between a cen- 
tral location and each secure area, and consideration for 
maintaining means of communication in absence of primary 
power. 

5. Identification of protective security measures. 

6. Location of emergency supplies. 

7. Accountability procedures for staff to report the pres- 
ence or absence of occupants. 

8. Identification of crisis response team members in 
accordance with the National Incident Management System. 

9. Actions to be taken in the event of a fire or medical 
emergency while sheltering-in-place. 


404.4 Maintenance. Emergency plans shall be reviewed or 
updated annually or as necessitated by changes in staff 
assignments, occupancy or the physical arrangement of the 
building. 


404.5 Availability. Emergency plans shall be available in 
the workplace for reference and review by employees, and 
copies shall be furnished to the fire code official for review 
upon request. 


NEW SECTION 
WAC 51-54A-0405 Emergency drills. 


405.1 General. Emergency drills complying with the provi- 
sions of this section shall be conducted at least annually in the 
occupancies listed in Section 404.2.1 or when required by the 
fire code official. Drills shall be designed in cooperation 
with the local authorities. 


405.2 Frequency. Required emergency drills shall be held at 
the intervals specified in Table 405.2 or more frequently 
where necessary to familiarize all occupants with the drill 
procedure. 


405.2.1 Group E occupancies. The occupancy shall conduct 
at a minimum the following drills during the year: 

1. One drill using the school mapping information sys- 
tem. 


EXCEPTION: Day cares not colocated on a school campus. 


2. Six fire evacuation drills. 
3. One shelter-in-place drill. 


Table 405.2 
Emergency Drill Frequency and Participation 


Group or 
Occupancy Frequency Participation 
Group A Quarterly Employees 
Group B° Annually Employees 
Group E Monthly*< All Occupants 
Group F Annually Employees 
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Group or 
Occupancy Frequency Participation 

Group I Quarterly on each Employees? 
shift 

Group R-1 Quarterly on each Employees 
shift 

Group R-2! Quarterly on each Employees 
shift 

Group R-24 Four Annually All Occupants 

High-rise Annually Employees 

buildings 


“The frequency shall be allowed to be modified in accordance with 
Section 408.3.2. 


‘Fire and evacuation drills in residential care assisted living facilities 
shall include complete evacuation of the premises in accordance with 
Section 408.10.5. Where occupants receive habilitation or rehabilita- 
tion training, fire prevention and fire safety practices shall be included 
as part of the training program. 


°Group B buildings having an occupant load of 500 or more persons or 
more than 100 persons above or below the lowest level of exit dis- 
charge. 

dApplicable to Group R-2 college and university buildings in accor- 
dance with Section 408.3. 


°Day cares colocated on a Group E campus shall participate in emer- 
gency drills occurring on the campus. 


‘Applicable to boarding homes, group homes, and residential treatment 
facilities licensed by the state of Washington. 


405.4 Time. Drills shall be held at unexpected times and 
under varying conditions to simulate the unusual conditions 
that occur in case of an emergency. 


405.5 Recordkeeping. Records shall be maintained of 
required emergency evacuation drills and include the follow- 
ing information: 
1. Identity of the person conducting the drill. 
. Date and time of the drill. 
. Notification method used. 
. Staff members on duty and participating. 
. Number of occupants participating. 
. Special conditions simulated. 
. Problems encountered and corrective actions taken. 
. Weather conditions when occupants were evacuated. 
. Time required to accomplish complete evacuation, or 
shelter-in-place. 


OANNMNBWN 


405.6 Notification. Where required by the fire code official, 
prior notification of emergency drills shall be given to the fire 
code official. 


405.7 Initiation. Emergency drills shall be initiated in accor- 
dance with Sections 405.7.1 through 405.7.2. 


405.7.1 Fire evacuation drills. Where a fire alarm system is 
provided, emergency evacuation drills shall be initiated by 
activating the fire alarm system. The fire alarm monitoring 
company shall be notified prior to the activation of the fire 
alarm system for drills proposed and again at the conclusion 
of the transmission and restoration of the fire alarm system to 
normal mode. 


EXCEPTION: Drills conducted between the hours of 9:00 p.m. and 


6:00 a.m., in Group R-2 boarding homes, group 
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homes, and residential treatment facilities licensed by 
the state of Washington. 


405.7.2 Shelter-in-place drills. Shelter-in-place drills shall 
be initiated by the shelter-in-place alert signal, generated by 
the alerting system in accordance with Section 915. 


405.8 Accountability. As building occupants arrive at the 
assembly point, efforts shall be made to determine if all occu- 
pants have been successfully evacuated and/or have been 
accounted for in the shelter-in-place. 


405.9 Recall and reentry. The recall signal initiation shall 
be manually operated and under the control of the person in 
charge of the premises or the official in charge of the inci- 
dent. No one shall reenter the premises until authorized to do 
so by the official in charge. 


NEW SECTION 


WAC 51-54A-0406 Employee training and response 
procedures. 


406.1 General. Employees in the occupancies listed in Sec- 
tion 404.2.1 shall be trained in the emergency procedures 
described in their emergency plans. Training shall be based 
on these plans and as described in Section 404.2 and 404.3. 


406.2 Frequency. Employees shall receive training in the 
contents of the emergency plans and their duties as part of 
new employee orientation and at least annually thereafter. 
Records shall be kept and made available to the fire code offi- 
cial upon request. 


406.3 Employee training program. Employees shall be 
trained in fire prevention, evacuation, sheltering-in-place, 
and fire safety in accordance with Sections 406.3.1 through 
406.3.3. 


406.3.3 Emergency shelter-in-place training. Where a 
facility has a shelter-in-place plan, employees shall be trained 
on the alert and recall signals, communication system, loca- 
tion of emergency supplies, the use of the incident notifica- 
tion and alarm system, and their assigned duties and proce- 
dures in the event of an alarm or emergency. 


NEW SECTION 


WAC 51-54A-0408 Use and occupancy-related 
requirements. 


408.10 Group R-4 occupancies. This section is not adopted. 


NEW SECTION 
WAC 51-54A-0503 Fire apparatus access roads. 


503.1 Where required. Fire apparatus access roads shall be 
provided and maintained in accordance with locally adopted 
street, road, and access standards. 


503.1.1 Buildings and facilities, is not adopted. 
503.1.2 Additional access, is not adopted. 


503.1.3 High-piled storage, is not adopted. 
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503.2 Specifications. This section is not adopted. 
503.3 Marking. This section is not adopted. 


503.4 Obstruction of fire apparatus access roads. This 
section is not adopted. 


503.4.1 Traffic calming devices. This section is not 
adopted. 


NEW SECTION 
WAC 51-54A-0507 Fire protection water supplies. 


507.3 Fire flow. Fire flow requirements for buildings or por- 
tions of buildings and facilities shall be determined by an 
approved method. 


EXCEPTION: Fire flow is not required for structures under 500 


square feet with a B, U or R-1 occupancy where struc- 
tures are at least 30 feet from any other structure and 
are used only for recreation. 


NEW SECTION 
WAC 51-54A-0508 Fire command center. 


508.1.2 Separation. The fire command center shall be sepa- 
rated from the remainder of the building by not less than a 2- 
hour fire barrier constructed in accordance with Section 707 
of the International Building Code or horizontal assembly 
constructed in accordance with Section 712 of the Interna- 
tional Building Code, or both. 


NEW SECTION 


WAC 51-54A-0605 Electrical equipment, wiring and 
hazards. 


605.11 Solar photovoltaic power systems. This section is 
not adopted. 


NEW SECTION 
WAC 51-54A-0609 Commercial kitchen hoods. 


[M] 609.2 Where required. A Type I hood shall be installed 
at or above all commercial cooking appliances and domestic 
cooking appliances used for commercial purposes that pro- 
duce grease laden vapors. 


EXCEPTIONS: 1. A Type I hood shall not be required for an electric 


cooking appliance where an approved testing agency 
provides documentation that the appliance effluent 
contains 5 mg/m? or less of grease when tested at an 
exhaust flow rate of 500 cfm (0.236 m/s) in accor- 
dance with Section 17 of UL 710B. 

2. A Type I hood shall not be required to be installed 
in an R-2 occupancy with not more than 16 residents. 


609.2.1 Domestic cooking appliances used for commercial 
purposes. Domestic cooking appliances utilized for com- 
mercial purposes shall be provided with Type I, Type II or 
residential hoods as required for the type of appliances and 
processes in accordance with Table 609.2.1 and Sections 
507.2, 507.2.1 and 507.2.2 of the International Mechanical 
Code. 
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Type of Hood Required for Domestic Cooking Appliances 
in the Following Spaces” 


Type of Space | Type of Cooking | Type of Hood 
Church 1. Boiling, steam- | Type II hood 
ing and warming 
precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Community or 1. Boiling, steam- | Residential hood* 
party room in ing and warming | or Type I hood‘ 
apartment and precooked food 
condominium 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Day care 1. Boiling, steam- | Residential hood* 
ing and warming | or Type II hood‘ 
precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Dormitory, board- | 1. Boiling, steam- | Type II hood 
ing home, nursing | ing and warming 
home precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Office lunch room | 1. Boiling, steam- | Residential hood* 
ing and warming | or Type II hood‘ 
precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 


* Commercial cooking appliances shall comply with Section 507.2 of 
the International Mechanical Code. 
> Requirements in this table apply to electric or gas fuel appliances only. 
Solid fuel appliances or charbroilers require Type I hoods. 

€ Residential hood shall ventilate to the outside. 

d Type II hood required when more than one appliance is used. 


609.3 Operations, inspection and maintenance. Commer- 
cial cooking systems shall be operated, inspected and main- 
tained in accordance with Sections 609.3.1 through 609.3.4 
and Chapter 11 of NFPA 96. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 51-54A-0806 Decorative vegetation in new and 
existing buildings. 


806.1.1 Restricted occupancies. Natural cut trees shall be 
prohibited in the following occupancies: 

1. Group I; and 

2. R-2 occupancies providing licensed care to clients in 
one of the categories listed in the International Building 
Code, Section 310.1, licensed by Washington state. 


806.1.2 Support devices. The support device that holds the 
tree in an upright position shall be of a type that is stable and 
that meets all of the following criteria: 

1. The device shall hold the tree securely and be of ade- 
quate size to avoid tipping over of the tree. 

2. The device shall be capable of containing a minimum 
supply of water in accordance with Table 806.1.2. 

3. The water level, when full, shall cover the tree stem at 
least 2 inches (51 mm). The water level shall be maintained 
above the fresh cut and checked at least once daily. 


Table 806.1.2 
Support Stand Water Capacity 


Minimum Typical Daily 
Tree Stem Support Stand Water 
Diameter Water Capacity Transpiration 
(inches) (gallons) Amount (gallons) 
Up to 4 1 1/4 to 1 
4 to 6 11/2 1 1/4to 1 1/2 
7 to 8 2 1 3/4 to2 
9 to 12 3 2 1/4 to3 
13 and over 4 Over 3 


NEW SECTION 
WAC 51-54A-0903 Automatic sprinkler systems. 


903.2.1.6 Nightclub. An automatic sprinkler system shall be 
provided throughout Group A-2 nightclubs as defined in this 
code. 


903.2.3 Group E. An automatic sprinkler system shall be 
provided for Group E occupancies. 


EXCEPTIONS: 1. Portable school classrooms with an occupant load 
of 50 or less calculated in accordance with Table 
1004.1.2, provided that the aggregate area of any clus- 
ter of portable classrooms does not exceed 5,000 
square feet (1465 m°); and clusters of portable school 
classrooms shall be separated as required by the build- 
ing code. 

2. Group E occupancies with an occupant load of 50 
or less, calculated in accordance with Table 1004.1.2. 


903.2.8 Group R. An automatic sprinkler system installed in 
accordance with Section 903.3 shall be provided throughout 
all buildings with a Group R fire area. 


EXCEPTION: Group R-1 if all of the following conditions apply: 

1. The Group R fire area is no more than 500 square 
feet and is used for recreational use only. 

2. The Group R fire area is on only one story. 


3. The Group R fire area does not include a basement. 
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4. The Group R fire area is no closer than 30 feet from 
another structure. 

5. Cooking is not allowed within the Group R fire 
area. 

6. The Group R fire area has an occupant load of no 
more than 8. 

7. A hand-held (portable) fire extinguisher is in every 
Group R fire area. 


903.2.11.1.3 Basements. Where any portion of a basement is 
located more than 75 feet (22,860 mm) from openings 
required by Section 903.2.11.1, or where new walls, parti- 
tions or other similar obstructions are installed that increase 
the exit access travel distance to more than 75 feet, the base- 
ment shall be equipped throughout with an approved auto- 
matic sprinkler system. 


NEW SECTION 


WAC 51-54A-0907 Fire alarm and detection sys- 
tems. 


907.2.9.1.1 Group R-2 boarding homes. A manual fire 
alarm system shall be installed in Group R-2 occupancies 
where the building contains a boarding home licensed by the 
state of Washington. 


EXCEPTION: In boarding homes licensed by the state of Washing- 
ton, manual fire alarm boxes in resident sleeping areas 
shall not be required at exits if located at all constantly 
attended staff locations, provided such staff locations 
are visible, continuously accessible, located on each 
floor, and positioned so no portion of the story 
exceeds a horizontal travel distance of 200 feet to a 
manual fire alarm box. 


NEW SECTION 
WAC 51-54A-0908 Emergency alarm systems. 


908.7 Carbon monoxide alarms. Group I or Group R occu- 
pancies shall be provided with single station carbon monox- 
ide alarms installed outside of each separate sleeping area in 
the immediate vicinity of the bedrooms in dwelling units or 
sleeping units and on each level of the dwelling. The carbon 
monoxide alarms shall be listed as complying with UL 2034 
and be installed and maintained in accordance with NFPA 
720-2012 and the manufacturer's instructions. 


EXCEPTIONS: 1. For other than R-2 occupancies, the building does 
not contain a fuel-burning appliance, a fuel-burning 
fireplace, or an attached garage; or 

2. Sleeping units or dwelling units in I and R-1 occu- 
pancies and R-2 college dormitories, hotel, and DSHS 
licensed boarding home and residential treatment 
facility occupancies which do not themselves contain 
a fuel-burning appliance, or a fuel-burning fireplace, 
or have an attached garage, need not be provided with 
carbon monoxide alarms provided that: 

a. The sleeping unit or dwelling unit is not adjacent to 
any room which contains a fuel-burning appliance, a 
fuel-burning fireplace, or an attached garage; and 

b. The sleeping unit or dwelling unit is not connected 
by duct work or ventilation shafts with a supply or 
return register in the same room to any room contain- 
ing a fuel-burning appliance, a fuel-burning fireplace, 
or an attached garage; and 

c. The building is provided with a common area car- 
bon monoxide detection system. 
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3. An open parking garage, as defined in Chapter 2 of 
the International Building Code, or enclosed parking 
garage ventilated in accordance with Section 404 of 
the International Mechanical Code shall not be con- 
sidered an attached garage. 


908.7.1 Carbon monoxide detection systems. Carbon mon- 
oxide detection systems, that include carbon monoxide detec- 
tors and audible notification appliances, installed and main- 
tained in accordance with this section for carbon monoxide 
alarms and NFPA 720-2012 shall be permitted. The carbon 
monoxide detectors shall be listed as complying with UL 
2075. 


NEW SECTION 
WAC 51-54A-0909 Smoke control systems. 


909.21 Elevator hoistway pressurization alternative. 
Where elevator hoistway pressurization is provided in lieu of 
required enclosed elevator lobbies, the pressurization system 
shall comply with Sections 909.21.1 through 909.21.13. 


909.21.1 Pressurization requirements. Elevator hoistways 
shall be pressurized to maintain a minimum positive pressure 
of 0.10 inches of water (25 Pa) and a maximum positive pres- 
sure of 0.25 inches of water (67 Pa) with respect to adjacent 
occupied space on all floors. This pressure shall be measured 
at the midpoint of each hoistway door, with all elevator cars 
at the floor of recall and all hoistway doors on the floor of 
recall open and all other hoistway doors closed. The opening 
and closing of hoistway doors at each level must be demon- 
strated during this test. The supply air intake shall be from an 
outside uncontaminated source located a minimum distance 
of 20 feet (6096 mm) from any air exhaust system or outlet. 


909.21.2 Rational analysis. A rational analysis complying 
with Section 909.4 shall be submitted with the construction 
documents. 


909.21.3 Ducts for system. Any duct system that is part of 
the pressurization system shall be protected with the same 
fire-resistance rating as required for the elevator shaft enclo- 
sure. 


909.21.4 Fan system. The fan system provided for the pres- 
surization system shall be as required by Sections 909.21.4.1 
through 909.21.4.4. 


909.21.4.1 Fire resistance. When located within the build- 
ing, the fan system that provides the pressurization shall be 
protected with the same fire-resistance rating required for the 
elevator shaft enclosure. 


909.21.4.2 Smoke detection. The fan system shall be 
equipped with a smoke detector that will automatically shut 
down the fan system when smoke is detected within the sys- 
tem. 


909.21.4.3 Separate systems. A separate fan system shall be 
used for each elevator hoistway. 


909.21.4.4 Fan capacity. The supply fan shall either be 
adjustable with a capacity of at least 1,000 cfm (0.4719 m?/s) 
per door, or that specified by a registered design professional 
to meet the requirements of a designed pressurization system. 
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909.21.5 Standby power. The pressurization system shall be 
provided with standby power from the same source as other 
required emergency systems for the building. 


909.21.6 Activation of pressurization system. The elevator 
pressurization system shall be activated upon activation of 
the building fire alarm system or upon activation of the eleva- 
tor lobby smoke detectors. Where both a building fire alarm 
system and elevator lobby smoke detectors are present, each 
shall be independently capable of activating the pressuriza- 
tion system. 


909.21.7 Special inspection. Special inspection for perfor- 
mance shall be required in accordance with Section 909.18.8. 
System acceptance shall be in accordance with Section 
909.19. 


909.21.8 Marking and identification. Detection and con- 
trol systems shall be marked in accordance with Section 
909.14. 


909.21.9 Control diagrams. Control diagrams shall be pro- 
vided in accordance with Section 909.15. 


909.21.10 Control panel. A control panel complying with 
Section 909.16 shall be provided. 


909.21.11 System response time. Hoistway pressurization 
systems shall comply with the requirements for smoke con- 
trol system response time in Section 909.17. 


909.21.12 Hoistway venting. Hoistway venting required by 
Section 3004 of the International Building Code need not be 
provided for pressurized elevator shafts. 


909.21.13 Machine rooms. Elevator machine rooms shall be 
pressurized in accordance with this section unless separated 
from the hoistway shaft by construction in accordance with 
Section 707 of the International Building Code. 


NEW SECTION 
WAC 51-54A-0915 Alerting systems. 


915.1 General. An approved alerting system shall be pro- 
vided in buildings and structures as required in Chapter 4 and 
this section, unless other requirements are provided by 
another section of this code. 


EXCEPTION: Approved alerting systems in existing buildings, 


structures or occupancies. 


915.2 Power source. Alerting systems shall be provided 
with power supplies in accordance with Section 4.4.1 of 
NFPA 72 and circuit disconnecting means identified as 
"EMERGENCY ALERTING SYSTEM." 


EXCEPTION: Systems which do not require electrical power to 


operate. 


915.3 Duration of operation. The alerting system shall be 
capable of operating under nonalarm condition (quiescent 
load) for a minimum of 24 hours and then shall be capable of 
operating during an emergency condition for a period of 15 
minutes at maximum connected load. 


915.4 Combination system. Alerting system components 
and equipment shall be allowed to be used for other purposes. 
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915.4.1 System priority. The alerting system use shall take 
precedence over any other use. 


915.4.2 Fire alarm system. Fire alarm systems sharing com- 
ponents and equipment with alerting systems must be in 
accordance with Section 6.8.4 of NFPA 72. 


915.4.2.1 Signal priority. Recorded or live alert signals gen- 
erated by an alerting system that shares components with a 
fire alarm system shall, when actuated, take priority over fire 
alarm messages and signals. 


915.4.2.2 Temporary deactivation. Should the fire alarm 
system be in the alarm mode when such an alerting system is 
actuated, it shall temporarily cause deactivation of all fire 
alarm-initiated audible messages or signals during the time 
period required to transmit the alert signal. 


915.4.2.3 Supervisory signal. Deactivation of fire alarm 
audible and visual notification signals shall cause a supervi- 
sory signal for each notification zone affected in the fire 
alarm system. 


915.5 Audibility. Audible characteristics of the alert signal 
shall be in accordance with Section 7.4.1 of NFPA 72 
throughout the area served by the alerting system. 


EXCEPTION: Areas served by approved visual or textual notifica- 


tion, where the visible notification appliances are not 
also used as a fire alarm signal, are not required to be 
provided with audibility complying with Section 
915.6. 


915.6 Visibility. Visible and textual notification appliances 
shall be permitted in addition to alert signal audibility. 


NEW SECTION 
WAC 51-54A-1007 Accessible means of egress. 


1007.1 Accessible means of egress required. Accessible 
means of egress shall comply with this section. Accessible 
spaces shall be provided with not less than one accessible 
means of egress. Where more than one means of egress are 
required by Section 1015.1 or 1021.1 from any accessible 
space, each accessible portion of the space shall be served by 
not less than two accessible means of egress. 


EXCEPTIONS: 1. Accessible means of egress are not required in alter- 
ations to existing buildings. 

2. One accessible means of egress is required from an 
accessible mezzanine level in accordance with Sec- 
tion 1007.3, 1007.4 or 1007.5. 

3. In assembly areas with sloped or stepped aisles, one 
accessible means of egress is permitted where the 
common path of travel is accessible and meets the 
requirements in Section 1028.8. 

4. In parking garages, accessible means of egress are 
not required to serve parking areas that do not contain 
accessible parking spaces. 


1007.8.1 System requirements. Two-way communication 
systems shall provide communication between each required 
location and the fire command center or a central control 
point location approved by the fire department. Where the 
central control point is not constantly attended, a two-way 
communication system shall have a timed automatic tele- 
phone dial-out capability to a monitoring location. The two- 
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way communication system shall include both audible and 
visible signals. The two-way communication system shall 
have a battery backup or an approved alternate source of 
power that is capable of 90 minutes use upon failure of the 
normal power source. 


NEW SECTION 
WAC 51-54A-1008 Doors, gates and turnstiles. 


1008.1.9.3 Locks and latches. Locks and latches shall be 
permitted to prevent operation of doors where any of the fol- 
lowing exists: 

1. Places of detention or restraint. 

2. In buildings in occupancy Group A having an occu- 
pant load of 300 or less, Groups B, F, M and S, and in places 
of religious worship, the main exterior door or doors are per- 
mitted to be equipped with key-operated locking devices 
from the egress side provided: 

2.1. The locking device is readily distinguishable as 
locked; 

2.2. A readily visible sign is posted on the egress side on 
or adjacent to the door stating: THIS DOOR TO REMAIN 
UNLOCKED WHEN BUILDING IS OCCUPIED. The sign shall be 
in letters 1 inch (25 mm) high on a contrasting background; 
and 

2.3. The use of the key-operated locking device is revo- 
cable by the building official for due cause. 

3. Where egress doors are used in pairs, approved auto- 
matic flush bolts shall be permitted to be used, provided that 
the door leaf having the automatic flush bolts has no door- 
knob or surface-mounted hardware. 

4. Doors from individual dwelling or sleeping units of 
Group R occupancies having an occupant load of 10 or less 
are permitted to be equipped with a night latch, dead bolt, or 
security chain, provided such devices are openable from the 
inside without the use of a key or a tool. 

5. Fire doors after the minimum elevated temperature 
has disabled the unlatching mechanism in accordance with 
listed fire door test procedures. 

6. Approved, listed locks without delayed egress shall be 
permitted in Group R-2 boarding homes licensed by Wash- 
ington state, provided that: 

6.1. The clinical needs of one or more patients require 
specialized security measures for their safety. 

6.2. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

6.3. The doors unlock upon loss of electrical power con- 
trolling the lock or lock mechanism. 

6.4. The lock shall be capable of being deactivated by a 
signal from a switch located in an approved location. 

6.5. There is a system, such as a keypad and code, in 
place that allows visitors, staff persons and appropriate resi- 
dents to exit. Instructions for exiting shall be posted within 
six feet of the door. 


1008.1.9.6 Special locking arrangements in Group I-2. 
Approved special egress locks shall be permitted in a Group 
I-2 Occupancy where the clinical needs of persons receiving 
care require such locking. Special egress locks shall be per- 
mitted in such occupancies where the building is equipped 
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throughout with an automatic sprinkler system in accordance 
with Section 903.3.1.1 or an approved automatic smoke or 
heat detection system installed in accordance with Section 
907, provided that the doors unlock in accordance with Items 
1 through 7. 

1. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

2. The doors unlock upon loss of power controlling 
the lock or lock mechanism. 

3. The door locks shall have the capability of being 
unlocked by a signal from the fire command center, a nursing 
station or other approved location. 

4. A building occupant shall not be required to pass 
through more than one door equipped with a special egress 
lock before entering an exit. 

5. The procedures for the operation(s) of the unlocking 
system shall be described and approved as part of the emer- 
gency planning and preparedness required by Chapter 4 of 
the International Fire Code. 

6. There is a system, such as a keypad and code, in place 
that allows visitors, staff persons and appropriate residents to 
exit. Instructions for exiting shall be posted within six feet of 
the door. 

7. Emergency lighting shall be provided at the door. 


EXCEPTION: Items 1, 2, 3, and 6 shall not apply to doors to areas 
where persons, which because of clinical needs, 
require restraint or containment as part of the function 
of a psychiatric treatment area provided that all clini- 
cal staff shall have the keys, codes or other means nec- 


essary to operate the locking devices. 


NEW SECTION 
WAC 51-54A-1009 Stairways and handrails. 


1009.3 Exit access stairways. Floor openings between sto- 
ries created by exit access stairways shall be enclosed. 


EXCEPTIONS: 1. In other than Group I-2 and I-3 occupancies, exit 
access stairways that serve, or atmospherically com- 
municate between, only two stories are not required to 
be enclosed. Such interconnected stories shall not be 
open to other stories. 

2. Exit access stairways serving and contained within 
a single residential dwelling unit or sleeping unit in 
Group R-1, R-2 or R-3 occupancies are not required to 
be enclosed. 

3. In Group B or M occupancies, exit access stairways 
that are designed exclusively for circulation are not 
required to be enclosed provided that the building is 
equipped throughout with an automatic sprinkler sys- 
tem in accordance with Section 903.3.1.1, the area of 
the floor opening between stories does not exceed 
twice the horizontal projected area of the exit access 
stairway, and the opening is protected by a draft cur- 
tain and closely spaced sprinklers in accordance with 
NFPA 13. 

4. In other than Group B and M occupancies, exit 
access stairways that are designed exclusively for cir- 
culation are not required to be enclosed provided that 
the building is equipped throughout with an automatic 
sprinkler system in accordance with Section 
903.3.1.1, the floor opening does not connect more 
than four stories, the area of the floor opening between 
stories does not exceed twice the horizontal projected 
area of the exit access stairway, and the opening is 
protected by a draft curtain and closely spaced sprin- 
klers in accordance with NFPA 13. 
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5. Exit access stairways with an atrium complying 
with the provisions of Section 404 of the International 
Building Code are not required to be enclosed. 

6. Exit access stairways and ramps in open parking 
garages that serve only the parking garage are not 
required to be enclosed. 

7. Stairways serving outdoor facilities where all por- 
tions of the means of egress are essentially open to the 
outside are not required to be enclosed. 

8. Exit access stairways serving stages, platforms and 
technical production areas in accordance with Sec- 
tions 410.6.2 and 410.6.3 of the International Building 
Code are not required to be enclosed. 

9. Stairways are permitted to be open between the bal- 
cony, gallery or press box and the main assembly floor 
in occupancies such as theaters, places of religious 
worship, auditoriums and sports facilities. 

10. In Group I-3 occupancies, exit access stairways 
constructed in accordance with Section 408.5 of the 
International Building Code, are not required to be 
enclosed. 


1009.18 Stairways in individual dwelling units. Stairs or 
ladders within an individual dwelling unit used for access to 
areas of 200 square feet (18.6 m°?) or less, and not containing 
the primary bathroom or kitchen, are exempt from the 
requirements of Section 1009. 


NEW SECTION 
WAC 51-54A-1010 Ramps. 


1010.1 Scope. The provisions of this section shall apply to 
ramps used as a component of a means of egress. 


EXCEPTIONS: 1. Other than ramps that are part of the accessible 
routes providing access in accordance with Sections 
1108.2 through 1108.2.4 and 1108.2.6, ramped aisles 
within assembly rooms or spaces shall conform with 
the provisions in Section 1028.11. 

2. Curb ramps shall comply with ICC A117.1. 

3. Vehicle ramps in parking garages for pedestrian exit 
access shall not be required to comply with Sections 
1010.4 through 1010.10 when they are not an accessi- 
ble route serving accessible parking spaces or other 
required accessible elements. 

4. In a parking garage where one accessible means of 
egress serving accessible parking spaces or other 
accessible elements is provided, a second accessible 
means of egress serving that area may include a vehi- 
cle ramp that does not comply with Sections 1010.5, 
1010.6, and 1010.9. A landing complying with Sec- 
tions 1010.7.1 and 1010.7.4 shall be provided at any 
change of direction in the accessible means of egress. 


NEW SECTION 
WAC 51-54A-1018 Corridors. 


1018.5 Air movement in corridors. Corridors shall not 
serve as supply, return, exhaust, relief or ventilation air ducts. 


EXCEPTIONS: 1. Use of a corridor as a source of makeup air for 
exhaust systems in rooms that open directly onto such 
corridors, including toilet rooms, bathrooms, dressing 
rooms, smoking lounges and janitor closets, shall be 
permitted provided that each such corridor is directly 
supplied with outdoor air at a rate greater than the rate 
of makeup air taken from the corridor. 

2. Where located within a dwelling unit, the use of 
corridors for conveying return air shall not be prohib- 
ited. 
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3. Where located within tenant spaces of one thousand 
square feet (93 m°) or less in area, utilization of corri- 
dors for conveying return air is permitted. 

4. Incidental air movement from pressurized rooms 
within health care facilities, provided that a corridor is 
not the primary source of supply or return to the room. 
5. Where such air is part of an engineered smoke con- 
trol system. 

6. Air supplied to corridors serving residential occu- 
pancies shall not be considered as providing ventila- 
tion air to the dwelling units subject to the following: 
6.1. The air supplied to the corridor is one hundred 
percent outside air; and 

6.2. The units served by the corridor have conforming 
ventilation air independent of the air supplied to the 
corridor; and 

6.3. For other than high-rise buildings, the supply fan 
will automatically shut off upon activation of corridor 
smoke detectors which shall be spaced at no more than 
thirty feet (9144 mm) on center along the corridor; or 
6.4. For high-rise buildings, corridor smoke detector 
activation will close required smoke/fire dampers at 
the supply inlet to the corridor at the floor receiving 
the alarm. 


1018.6 Corridor continuity. Fire-resistance-rated corridors 
shall be continuous from the point of entry to an exit, and 
shall not be interrupted by intervening rooms. 


EXCEPTIONS: 1. Foyers, lobbies or reception rooms constructed as 
required for corridors shall not be construed as inter- 
vening rooms. 

2. In Group R-2 boarding homes and residential treat- 
ment facilities licensed by Washington state, seating 
areas shall be allowed to be open to the corridor pro- 
vided: 

2.1. The seating area is constructed as required for the 
corridor; 

2.2. The floor is separated into at least two compart- 
ments complying with Section 407.5 of the Interna- 
tional Building Code; 

2.3. Each individual seating area does not exceed 150 
square feet, excluding the corridor width; 

2.4. The combined total space of seating areas per 
compartment does not exceed 300 square feet, exclud- 
ing the corridor width; 

2.5. Combustible furnishings located within the seat- 
ing area shall be in accordance with Section 805; and 
2.6. Emergency means of egress lighting is provided 
as required by Section 1006 to illuminate the area. 


NEW SECTION 


WAC 51-54A-1021 Number of exits and exit config- 
urations. 


1021.3.1 Access to exits at adjacent levels. Access to exits 
at other levels shall be by stairways or ramps. Where access 
to exits occurs from adjacent building levels, the horizontal 
and vertical exit access travel distance to the closest exit shall 
not exceed that specified in Section 1016.1. The path of 
egress travel to an exit shall not pass through more than one 
adjacent story. 


EXCEPTION: Landing platforms or roof areas for helistops that are 
less than 60 feet (18,288 mm) long, or less than 2,000 
square feet (186 m°) in area, shall be permitted to 
access the second exit by a fire escape, alternating 
tread device or ladder leading to the story or level 


below. 
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NEW SECTION 


WAC 51-54A-1103 Fire safety requirements for 
existing buildings. 


1103.4.3 Nightclub. An automatic sprinkler system shall be 
provided throughout A-2 nightclubs as defined in this code. 
No building shall be constructed for, used for, or converted to 
occupancy as a nightclub except in accordance with this sec- 
tion. 


1103.9 Carbon monoxide alarms. Existing Group I or 
Group R occupancies shall be provided with single station 
carbon monoxide alarms in accordance with Section 908.7. 
An inspection will occur when alterations, repairs or addi- 
tions requiring a permit occur, or when one or more sleeping 
rooms are added or created. The carbon monoxide alarms 
shall be listed as complying with UL 2034 and be installed 
and maintained in accordance with NFPA 720-2012 and the 


manufacturer's instructions. 
EXCEPTIONS: 1. For other than R-2 occupancies, if the building does 
not contain a fuel-burning appliance, a fuel-burning 
fireplace, or an attached garage. 


2. Work involving the exterior surfaces of dwellings, 
such as the replacement of roofing or siding, or the 
addition or replacement of windows or doors, or the 
addition of a porch or deck, or electrical permits. 


3. Installation, alteration or repairs of noncombustion 
plumbing or mechanical systems. 


4. Sleeping units or dwelling units in I and R-1 occu- 
pancies and R-2 college dormitories, hotel, and DSHS 
licensed boarding home and residential treatment 
facility occupancies which do not themselves contain 
a fuel-burning appliance, a fuel-burning fireplace, or 
have an attached garage, need not be provided with 
carbon monoxide alarms provided that: 


4.1. The sleeping units or dwelling unit is not adjacent 
to any room which contains a fuel-burning appliance, 
a fuel-burning fireplace, or an attached garage; and 


4.2. The sleeping units or dwelling unit is not con- 
nected by duct work or ventilation shafts with a supply 
or return register in the same room to any room con- 
taining a fuel-burning appliance, a fuel-burning fire- 
place, or to an attached garage; and 


4.3. The building is provided with a common area car- 
bon monoxide detection system. 


5. An open parking garage, as defined in the Interna- 
tional Building Code, or enclosed parking garage ven- 
tilated in accordance with Section 404 of the Interna- 
tional Mechanical Code shall not be considered an 
attached garage. 


NEW SECTION 


WAC 51-54A-1104 Means of egress for existing 
buildings. 


1104.1 General. Means of egress in existing buildings shall 


comply with Section 1030 and 1104.2 through 1104.24. 
EXCEPTION: Means of egress conforming to the requirements of 
the building code under which they were constructed 
and Section 1030 shall not be required to comply with 
1104.2 through 1104.22 and 1104.24. 
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NEW SECTION 
WAC 51-54A-3601 Marinas—Scope. 


3601.1.2 Permits. For permits to operate marine motor fuel- 
dispensing stations, application of flammable or combustible 
finishes, and hot works, see Section 105.6. 


NEW SECTION 
WAC 51-54A-3602 Definitions. 


3602.1 Definitions. The following terms are defined in 
Chapter 2: 


COVERED BOAT MOORAGE 

FLOAT 

GRAVITY-OPERATED DROP OUT VENTS 
MARINA 

PIER 

VESSEL 


WHARF 


NEW SECTION 
WAC 51-54A-3604 Fire protection equipment. 


3604.2 Standpipes. Marinas shall be equipped throughout 
with Class I manual, dry standpipe systems in accordance 
with NFPA 303. Systems shall be provided with outlets 
located such that no point on the marina pier or float system 
exceeds 150 feet from a standpipe outlet. 


3604.3 Access and water supply. Piers and wharves shall be 
provided with fire apparatus access roads and water-supply 
systems with on-site fire hydrants when required and 
approved by the fire code official. At least one fire hydrant 
capable of providing the required fire flow shall be provided 
within an approved distance of standpipe supply connections. 


3604.4 Portable fire extinguishers. One 4A40BC fire 
extinguisher shall be provided at each standpipe outlet. 
Additional fire extinguishers, suitable for the hazards 
involved, shall be provided and maintained in accordance 
with Section 906. 


3604.7 Smoke and heat vents. Approved automatic smoke 
and heat vents shall be provided in covered boat moorage 
areas exceeding 2,500 sq. ft. (232 m°) in area, excluding roof 
overhangs. 


EXCEPTION: Smoke and heat vents are not required in areas pro- 


tected by automatic sprinklers. 


3604.7.1 Design and installation. Where smoke and heat 
vents are required they shall be installed near the roof peak, 
evenly distributed and arranged so that at least one vent is 
over each covered berth. The effective vent area shall be cal- 
culated using a ratio of one square foot of vent to every fif- 
teen square feet of covered berth area (1:15). Each vent shall 
provide a minimum opening size of 4 ft. x 4 ft. 
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3604.7.1.1 Smoke and heat vents. Smoke and heat vents 
shall operate automatically by actuation of a heat-responsive 
device rated at 100°F (56°C) above ambient. 


EXCEPTION: Gravity-operated drop out vents. 


3604.7.1.2 Gravity-operated drop out vents. Gravity-oper- 
ated drop out vents shall fully open within 5 minutes after the 
vent cavity is exposed to a simulated fire represented by a 
time-temperature gradient that reaches an air temperature of 
500°F (260°C) within 5 minutes. 


3604.8 Draft curtains. Draft curtains shall be provided in 
covered boat moorage areas exceeding 2,500 sq. ft. (232 m?) 
in area, excluding roof overhangs. 


EXCEPTION: Draft curtains are not required in areas protected by 


automatic sprinklers. 


3604.8.1 Draft curtain construction. Draft curtains shall be 
constructed of sheet metal, gypsum board or other approved 
materials that provide equivalent performance to resist the 
passage of smoke. Joints and connections shall be smoke 
tight. 


3604.8.2 Draft curtain location and depth. The maximum 
area protected by draft curtains shall not exceed 2,000 sq. ft. 
(186 m°?) or two slips or berths, whichever is smaller. Draft 
curtains shall not extend past the piling line. Draft curtains 
shall have a minimum depth of 4 feet and shall not extend 
closer than 8 feet (2438 mm) to the walking surface of the 
pier. 


NEW SECTION 
WAC 51-54A-5306 Medical gas systems. 


5306.1 General. Compressed gases at hospitals and similar 
facilities intended for inhalation or sedation including, but 
not limited to, analgesia systems for dentistry, podiatry, vet- 
erinary and similar uses shall comply with Sections 5306.2 
through 5306.4 in addition to other requirements of this chap- 
ter. 


EXCEPTION: All new distribution piping, supply manifolds, con- 


nections, regulators, valves, alarms, sensors and asso- 
ciated equipment shall be in accordance with the 
Plumbing Code. 


5306.4 Medical gas systems. The maintenance and testing 
of medical gas systems including, but not limited to, distribu- 
tion piping, supply manifolds, connections, pressure regula- 
tors and relief devices and valves, shall comply with the 
maintenance and testing requirements of NFPA 99 and the 
general provisions of this chapter. 


NEW SECTION 
WAC 51-54A-5601 General. 


5601.1 Scope. The provisions of this chapter shall govern the 
possession, manufacture, storage, handling, sale and use of 
explosives, explosive materials, and small arms ammunition. 
The manufacture, storage, handling, sale and use of fireworks 
shall be governed by chapter 70.77 RCW, and by chapter 
212-17 WAC and local ordinances consistent with chapter 
212-17 WAC. 
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EXCEPTIONS: 1. The Armed Forces of the United States, Coast 


Guard or National Guard. 


2. Explosives in forms prescribed by the official 
United States Pharmacopoeia. 


3. The possession, storage and use of small arms 
ammunition when packaged in accordance with DOT 
packaging requirements. 


4. The possession, storage and use of not more than 1 
pound (0.454 kg) of commercially manufactured 
sporting black powder, 20 pounds (9 kg) of smokeless 
powder and 10,000 small arms primers for hand load- 
ing of small arms ammunition for personal consump- 
tion. 


5. The use of explosive materials by federal, state and 
local regulatory, law enforcement and fire agencies 
acting in their official capacities. 


6. Special industrial explosive devices which in the 
aggregate contain less than 50 pounds (23 kg) of 
explosive materials. 


7. The possession, storage and use of blank industrial- 
power load cartridges when packaged in accordance 
with DOT packaging regulations. 


8. Transportation in accordance with DOT 49 C.F.R. 
Parts 100-178. 


9. Items preempted by federal regulations. 


5601.1.1 Explosive material standard. In addition to the 
requirements of this chapter, NFPA 495 shall govern the 
manufacture, transportation, storage, sale, handling and use 
of explosive materials. See also chapter 70.74 RCW and 
chapter 296-52 WAC. 


NEW SECTION 
WAC 51-54A-5704 Storage. 


5704.2.11 Underground tanks. Underground storage of 
flammable and combustible liquids in tanks shall comply 
with Section 3404.2 and Sections 3404.2.11.1 through 
3404.2.11.5.2. Corrosion protection shall comply with WAC 
173-360-305. 


NEW SECTION 
WAC 51-54A-5706 Special operations. 


5706.5.4.5 Commercial, industrial, governmental or man- 
ufacturing. Dispensing of Class II and III motor vehicle fuel 
from tank vehicles into the fuel tanks of motor vehicles 
located at commercial, industrial, governmental or manufac- 
turing establishments is allowed where permitted, provided 
such dispensing operations are conducted in accordance with 
the following: (Those sections not noted here remain 
unchanged.) 


12. Fuel delivery vehicles shall be equipped with spill 
clean-up supplies in accordance with the department of ecol- 
ogy's Source Control Best Management Practices. Such sup- 
plies shall be readily available for deployment by the opera- 
tor at all times and include nonwater absorbents capable of 
absorbing 15 gallons (56.76 L) of diesel fuel, storm drain 
plug or cover kit, a nonwater absorbent containment boom of 
a minimum 10 foot long (3038 mm) length with a 12-gallon 
(45.41 L) absorbent capacity, a nonmetallic shovel, and two 
5-gallon (19 L) buckets with lids. 
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NEW SECTION 
WAC 51-54A-6108 Fire protection. 


6108.1 Scope. Storage, handling and transportation of lique- 
fied petroleum gas (LP-gas) and the installation of LP-gas 
equipment pertinent to systems for such uses shall comply 
with this chapter and NFPA 58. Properties of LP-gas shall be 
determined in accordance with Appendix B of NFPA 58. 


EXCEPTION: The use and storage of listed propane fired barbeque 


grills on R-2 decks and balconies with an approved 
container not exceeding a water capacity of 20 pounds 
(9 kg) that maintain a minimum clearance of 18 inches 
on all sides, unless listed for lesser clearances. 


NEW SECTION 
WAC 51-54A-8000 Referenced standards. 


NFPA 96-07 Standard for Ventilation Control and Fire Pro- 
tection of Commercial Cooking Operations............ 
609.3 


NFPA 720-12 Standard for the Installation of Carbon Mon- 
oxide (CO) Warning Equipment in Dwelling Units........ 
908.7, 1103.9 


NEW SECTION 


WAC 51-54A-8100 Appendix K—Wildland-Urban- 
Interface Code. 


K101.5 Additions or alterations. Additions or alterations 
may be made to any building or structure without requiring 
the existing building or structure to comply with all of the 
requirements of this code, provided the addition or alteration 
conforms to that required for a new building or structure. 


EXCEPTION: Provisions of this code that specifically apply to exist- 


ing conditions are retroactive. See Sections 402.3, 
601.1 and Appendix A. 


Additions or alterations shall not cause the existing 
building or structure to become unsafe. An unsafe condition 
shall be deemed to have been created if an addition or altera- 
tion will cause the existing building or structure to become 
structurally unsafe or overloaded; will not provide adequate 
access in compliance with the provisions of this code or will 
obstruct existing exits or access; will create a fire hazard; will 
reduce required fire resistance or will otherwise create condi- 
tions dangerous to human life. 


K108.3 Site plan. In addition to the requirements for plans 
in the International Building Code, the code official may 
require site plans which include topography, width and per- 
cent of grade of access roads, landscape and vegetation 
details, locations of structures or building envelopes, existing 
or proposed overhead utilities, occupancy classification of 
buildings, types of ignition resistant construction of build- 
ings, structures and their appendages, roof classification of 
buildings, and site water supply systems. The code official is 
authorized to waive or modify the requirement for a site plan. 


K108.4 Vegetation management plans. When required by 
the code official or when utilized by the permit applicant pur- 
suant to Section 502, vegetation management plans shall be 


Washington State Register, Issue 13-04 


prepared and shall be submitted to the code official for 
review and approval as part of the plans required for a permit. 
See Appendix B. 


K108.7 Vicinity plan. When required by the code official, 
the requirements for site plans shall include details regarding 
the vicinity within 300 feet (91,440 mm) of property lines, 
including other structures, slope, vegetation, fuel breaks, 
water supply systems and access roads. 


K402.1.1 Access. New subdivisions, as determined by this 
jurisdiction, shall be provided with fire apparatus access 
roads in accordance with the International Fire Code. 


K402.1.2 Water supply. New subdivisions, as determined 
by this jurisdiction, shall be provided with water supply in 
accordance with the International Fire Code. 


K402.2 Individual structures. Individual structures shall 
comply with Sections 402.2.1 and 402.2.2. 
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K402.2.1 Access. Individual structures hereafter constructed 
or relocated into or within wildland-urban interface areas 
shall be provided with fire apparatus access in accordance 
with the International Fire Code. 


K402.2.2 Water supply. Individual structures hereafter con- 
structed or relocated into or within wildland-urban interface 
areas shall be provided with a conforming water supply in 
accordance with the International Fire Code. 


EXCEPTIONS: 1. Structures constructed to meet the requirements for 


the class of ignition-resistant construction specified in 
Table K503.1 for a nonconforming water supply. 


2. Buildings containing only private garages, carports, 
sheds and agricultural buildings with a floor area of 
not more than 600 square feet (56 m°). 


K402.3 Existing conditions. Existing address markers, 
roads and fire protection equipment shall be in accordance 
with the International Fire Code. 


Table K503.1 
Ignition-Resistant Construction? 


Fire Hazard Severity 
Moderate Hazard High Hazard Extreme Hazard 
Water Supply” Water Supply” Water Supply? 
Defensible Space® Conforming Nonconforming Conforming Nonconforming Conforming Nonconforming 
Nonconforming IR2 IR 1 IR 1 IR INC. IR 1 N.C. Not Permitted 
Conforming IR 3 IR 2 IR 2 IR 1 IR 1 IR 1 N.C. 
1.5 x Conforming Not Required IR 3 IR 3 IR2 IR 2 IR 1 


“Access shall be in accordance with Section 402. 

Water supply shall be in accordance with Section 402.1. 

IR | = Ignition-resistant construction in accordance with Section 504. 
IR 2 = Ignition-resistant construction in accordance with Section 505. 
IR 3 = Ignition-resistant construction in accordance with Section 506. 


N.C. = Exterior walls shall have a fire-resistance rating of not less than | hour and the exterior surfaces of such walls shall be noncombustible. Usage of log 


wall construction is allowed. 
€ Conformance based on Section 603. 


K403 Access. This section not adopted. 
K404 Water supply. This section not adopted. 


APPENDIX B-VEGETATION MANAGEMENT PLAN - THIS APPEN- 
DIX IS ADOPTED. 


APPENDIX C-FIRE DANGER RATING SYSTEM - THIS APPENDIX 
IS ADOPTED. 


WSR 13-04-067 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 5:18 p.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2013. 

Purpose: The proposed rules will adopt and amend the 
2012 edition of the International Building Code for all juris- 
dictions in the state. State amendments to the base codes 
were developed to more closely meet the needs of Washing- 
ton state local jurisdictions that enforce the code and to 
ensure fairness to small business in the state. 
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Citation of Existing Rules Affected by this Order: 
Amending chapter 51-50 WAC. 

Statutory Authority for Adoption: RCW 19.27.031. 

Other Authority: Chapters 19.27 and 34.05 RCW. 

Adopted under notice filed as WSR 12-16-089 on July 
31, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: 


WAC 51-50-0202, amended definitions proposed 
for "exit access ramp" and "exit access stairway" 
were not adopted as proposed earlier. Additional 
changes were made to ensure consistency between 
the Building and Fire Codes. 

WAC 51-50-0308, provides new definitions for "24- 
hour care" and "hospice care center." 

WAC 51-50-1008, amended language related to spe- 
cial locking arrangements in psychiatric treatment 
areas, to be consistent with the 2012 IBC. 

WAC 51-50-1018, amended the language on corri- 
dor continuity and access stairways or ramps, to be 
consistent with 2012 IBC. 
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WAC 51-50-1204, amended language to reference 
department of ecology requirements for certain fuel- 
buring [burning] devices. 

WAC 51-50-1901, 51-50-1903, 51-50-1904, re: 
Concrete, are amended for consistency with the IBC 
language and standards (ACI 318) being adopted 
through the International Code Council. 

WAC 51-50-2902, modified Table 2902.1 to remove 
obsolete footnote references. 


A final cost-benefit analysis is available by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
phone (360) 407-9277, fax (360) 586-9088, e-mail Tim. 
Nogler@des.wa.gov. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 21, Amended 66, Repealed 0. 

Date Adopted: November 9, 2012. 


C. Ray Allshouse 
Council Chair 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-003 International Building Code. The 
((2099)) 2012 edition of the International Building Code, 
including Appendix E, published by the International Code 
Council is hereby adopted by reference with the exceptions 
noted in this chapter of the Washington Administrative Code. 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-005 International Building Code 
requirements for barrier-free accessibility. Chapter 11 and 
other International Building Code requirements for barrier- 
free access, including ICC ((AH+44+-2963)) A117.1-2009 
and Appendix E, are adopted pursuant to chapters 70.92 and 
19.27 RCW. 

Pursuant to RCW 19.27.040, Chapter 11 and require- 
ments affecting barrier-free access shall not be amended by 
local governments. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-007 Exceptions. The exceptions and 
amendments to the International Building Code contained in 
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the provisions of chapter 19.27 RCW shall apply in case of 
conflict with any of the provisions of these rules. 

The provisions of this code do not apply to temporary 
growing structures used solely for the commercial production 
of horticultural plants including ornamental plants, flowers, 
vegetables, and fruits. "Temporary growing structure" means 
a structure that has the sides and roof covered with polyethyl- 
ene, polyvinyl, or similar flexible synthetic material and is 
used to provide plants with either frost protection or 
increased heat retention. A temporary growing structure is 
not considered a building for purposes of this code. 

The provisions of this code do not apply to the construc- 
tion, alteration, or repair of temporary worker housing except 
as provided by rule adopted under chapter 70.1144 RCW or 
chapter 37, Laws of 1998 (SB 6168). "Temporary worker 
housing" means a place, area, or piece of land where sleeping 
places or housing sites are provided by an employer for his or 
her employees or by another person, including a temporary 
worker housing operator, who is providing such accommoda- 
tions for employees, for temporary, seasonal occupancy, and 
includes "labor camps" under RCW 70.54.110. 

Codes referenced which are not adopted through RCW 
19.27.031 or chapter 19.27A RCW shall not apply unless 
specifically adopted by the authority having jurisdiction. The 
((2009)) 2012 International Existing Building Code is 
included in the adoption of this code in Section 3401.5 and 
amended in WAC 51-50-480000. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-008 Implementation. The International 
Building Code adopted under chapter 51-50 WAC shall 
become effective in all counties and cities of this state on July 
1, (2048) 2013. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0200 Chapter 2—Definitions. 


SECTION 202—DEFINITIONS. 


ADULT FAMILY HOME. ((See-Seetion 3102.)) A dwelling, 
licensed by Washington state, in which a person or persons 
provide personal care, special care, room and board to more 
than one but not more than six adults who are not related by 
blood or marriage to the person or persons providing the ser- 
vices. 


((ATR-PERMEABEE)) AIR-IMPERMEABLE INSULATION. An 
insulation having an air permeance equal to or less than 0.02 
L/s-m? at 75 Pa pressure differential tested in accordance 
with ASTM E2178 or ASTM E283. 


CHILD ((BA¥)) CARE. ((See-Seetion3102-)) The care of 
children during any period of a 24-hour day. 


CHILD ((Ba¥)) CARE ((HOME)), FAMILY HOME. ((See-See- 
ton 3102-)) A child care facility, licensed by Washington 
state, located in the dwelling of the person or persons under 
whose direct care and supervision the child is placed, for the 
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care of twelve or fewer children, including children who 
reside at the home. 


HOSPICE CARE CENTER. A building or portion thereof used 
on a 24-hour basis for the provision of hospice services to ter- 
minally ill inpatients. 


NIGHTCLUB. An A-2 Occupancy use under the 2006 Interna- 
tional Building Code in which the aggregate area of concen- 
trated use of unfixed chairs and standing space that is specif- 
ically designated and primarily used for dancing or viewing 
performers exceeds three hundred fifty square feet, excluding 
adjacent lobby areas. "Nightclub" does not include theaters 
with fixed seating, banquet halls, or lodge halls. 


NONSTRUCTURAL CONCRETE. Any element made of plain 
or reinforced concrete that is not part of a structural system 
required to transfer either gravity or lateral loads to the 


ground. 
PORTABLE SCHOOL CLASSROOM. ((See-Seetion 902+ 


RESIDENFEAE-CARE/ASSIS FED-EPHING FACHES- See See- 
ton3102-This definition is notadepted.)) A structure, trans- 
portable in one or more sections, which requires a chassis to 
be transported, and is designed to be used as an educational 
space with or without a permanent foundation. The structure 
shall be trailerable and capable of being demounted and relo- 
cated to other locations as needs arise. 


SMALL BUSINESS. Any business entity (including a sole pro- 
prietorship, corporation, partnership or other legal entity) 
which is owned and operated independently from all other 


businesses, which has the purpose of making a profit, and 
which has fifty or fewer employees. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0305 Section 305—Educational Group 


E. 
aai eaa E E ia 


vices- for morethan five-children-older than 2-H2years-of 
age, shall-be-elassified as a- Group E-Oecupaney: 
state-forthecare-oftwelve-orfewerehHdren-shalbe 
a a es) 


305.2.4 Family home child care. Family home child care 
licensed by Washington state for the care of twelve or fewer 


children shall be classified as Group R-3 or shall comply with 
the International Residential Code. 


AMENDATORY SECTION (Amending WSR 10-03-097, 


filed 1/20/10, effective 7/1/10) 
WAC 51-50-0308 Section 308—Institutional Group 
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Decaise Oren OL See ae E (Vr neerce sate 


H oF coreclonal purnokes ofan winch he a ine 
eccupants_is restricted Institutional eceupancies shall be 


classified as-Group+t 12,13 orl-4 


responding te-an-emergene 
tance-from staff This sroup-shall inchide_but net be mited 
te, the folowing: 


; 


Residential beard and care facilities 
Assisted livine faciliti 


PANE eka ee ee 


tional Residential Coden accordance with Section 1012. 
A -faciity suchas the above, _providire teensed careto 
chentsin-oneof the categories _tsted in Section 3104 


hHeensed by-Washington state-shall be classified as Group-R- 
2 


308-3)) 308.2 Definitions. The following terms are defined 
in Chapter 2: 

24-HOUR CARE. 

Custodial Care. 

Detoxification Facilities. 

Foster Care Facilities. 

HOSPICE CARE CENTER. 

Hospitals and psychiatric hospitals. 

Incapable of self-preservation. 

Medical care. 


Nursing homes. 


308.3.2 Licensed care facilities. Assisted living facilities as 
licensed by Washington state under chapter 388-78A WAC 


and residential treatment facilities as licensed by Washington 
state under chapter 246-337 WAC shall be classified as 


Group R-2. 
308.3.3 Adult family homes. Adult family homes licensed 


by Washington state shall be classified as Group R-3 or shall 
comply with the Jnternational Residential Code. 


308.4 Group I-2. This occupancy | shall include ee and 
structures used for medical((; 
eustedial carefor)) care on a 24-hour basis for more than five 
persons who are ((net-capable)) incapable of self-preserva- 
tion. This group shall include, but not be limited to, the fol- 
lowing: 

((Ghitd)) Foster care facilities. 

Detoxification facilities. 

Hospice care centers. 
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Hospitals. 


(Mental hospitals) 

Nursing homes. 

Psychiatric hospitals. 

((Atactity-such-asthe-abeve providing tcensed _careto 
chentsin-eneof the categories _tsted in Section 3104 
i | bs- Washi hall beelassifiedasC 1 
2 


CHIED-CARE-FACHFFHES._Faciities that provide-care-on-a 


ten-state-for the care of twelve or fewer chidren shal 


be classified-as Group R-3.)) 


308.4.2 Licensed care facilities. Assisted living facilities as 
licensed by Washington state under chapter 388-78A WAC 
and residential treatment facilities as licensed by Washington 
state under chapter 246-337 WAC shall be classified as 


Group R-2. 


308.6.5 Family home child care. Family home child care 
licensed by Washington state for the care of twelve or fewer 


children shall be classified as Group R-3 or shall comply with 
the International Residential Code. 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0310 Section 310—Residential Group R. 


(340-4 Residential Group-R- Residential Group R inchides, 
among others, the use of a building or structure, or a portion 


thereof fer sleepine-_purpesessrhen net classified as-antInstt- 
tational Group orwhen not resulated by the International 
Residential Code i ih Secti 342 Resid 


taleceupancies-shal inchide the folowing: 


R+_Residential eceupancies_contanins seepine Hits 
eg oe ree eae tier? inetud- 


Congregatetivine facilities transient} with 10 or fewer 
eccupants_are permitted te-comphy with the construction 
requirements for Group R-3-)) 

310.2 Definitions. The following terms are defined in Chap- 
ter 2: 

ADULT FAMILY HOME. 

BOARDING HOUSE. 

CHILD CARE. 

CHILD CARE, FAMILY HOME. 

CONGREGATE LIVING FACILITIES. 

DORMITORY. 

GROUP HOME. 

PERSONAL CARE SERVICE. 

TRANSIENT. 


310.4 Residential Group R-2. Residential occupancies con- 

taining sleeping units or more than two dwelling units where 

the occupants are primarily permanent in nature, including: 
Apartment houses 


Assisted living facilities as licensed by Washington state 
under chapter 388-78A WAC 


Boarding houses (((not—+ransient)) nontransient) with 
more than 16 occupants 


Congregate living facilities (nontransient) with more 
than 16 occupants 

Convents 

Dormitories 

Fraternities and sororities 

Hotels (nontransient) 

Live/work units 

Monasteries 

Motels (nontransient) 

Residential treatment facilities as licensed by Washing- 
ton state under chapter 246-337 WAC 

Vacation timeshare properties 


((Congregatetiving facilities with sixteen of fewer oecu- 
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_ Buildings that_-denet_contain_meore than twe-dwetting 


Oe ee i ere 
sens 


Adult-eareavithin—a_sinele-family homeadult_famiby 


Festerfamibycare-homesticensedbyWashinstenstate 
are-permitted to-comply with the international Residential 
_fersiorfewerchit 

dren including those of the resident family.) 


310.5.2 Adult family homes, family home child care. 
Adult family homes and family home child care facilities that 


are within a single-family home are permitted to comply with 
the /nternational Residential Code. 


310.5.3 Foster family care homes. Foster family care 
homes licensed by Washington state are permitted to comply 


with the International Residential Code, as an accessory use 
to a dwelling, for six or fewer children including those of the 
resident family. 


R-4 classification is not adopted. Any reference in this 
code to R-4 does not apply. 


(340-2 Definitions.The folowing words-and terms shall, 


person or persons under whose direct care and sUpervision 
the-child is _placed_tor the care-of twelve-_orfewer-children, 
includine child À id he! 


, buildi 
DORMEFORY, A-space-in-abuilding where-group sleeping 

i in-one-reenorin-aseries_of 
clesehasseciated reoms,_for- persons net members-_of the 
ee a E ci 
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a e a in i = es | i ir resident 
RESIDEN FRE CAR EHAS SFERAN GFA CH TEER Fs de 
Res Ae i i 
FRANSHENF-—Oeccupaneyofadwelingorsleeping unit for 
notmorethan 36-days-)) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0403 Section 403—High-rise buildings. 


403.5.4 Smokeproof exit enclosures. Every required exit 
stairway serving floors more than 75 feet (22,860 mm) above 
the lowest level of fire department vehicle access shall ((eem- 
phy)) be a smokeproof enclosure in accordance with Sections 
909.20 and ((4622-9)) 1022.10. 

EXCEPTION: 


Unless required by other sections of this code, por- 
tions of such stairways which extend to serve floors 
below the level of exit discharge need not comply with 
Sections 909.20 and ((4022-9)) 1022.10 provided the 
portion of the stairway below is separated from the 
level of exit discharge with a 1 hour fire barrier. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0407 ((Reserved:)) Group I-2. 


407.4.3.2 Separation. Care suites shall be separated from 
other portions of the building by a smoke partition complying 
with Section 710. Partitions within suites are not required to 
be smoke resistant or fire resistance rated unless required by 
another section of this code. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0420 Section 420—Groups I-1, R-1, R-2, 
R-3. 


((426-4)) 420.6 Subdivision of building spaces—Smoke 
barriers. Smoke barriers complying with Section ((H9)) 
709 shall be installed on all floors ((etherthan+thetevelof 
exit discharee)) of a Group R-2 boarding home or residential 
treatment facility licensed by Washington state((—where-a 
fire resistance rated corrideris required by Fable 10184)). 

The smoke barrier shall subdivide the floor into at least two 
compartments complying with Section ((4044)) 407.5. 


420.7 Adult family homes. This section shall apply to all 
newly constructed adult family homes and all existing single- 
family homes being converted to adult family homes. This 
section shall not apply to those adult family homes licensed 
by the state of Washington department of social and health 
services prior to July 1, 2001. 


420.7.1 Submittal standards. In addition to the require- 
ments of Section 107, the submittal shall identify the project 


as a Group R-3 adult family home occupancy. A floor plan 
shall be submitted identifying the means of egress and the 
components in the means of egress such as stairs, ramps, plat- 
form lifts and elevators. The plans shall indicate the rooms 
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used for clients and the sleeping room classification of each 
room. 


420.7.2 Sleeping room classification. Each sleeping room 
in an adult family home shall be classified as one of the fol- 
lowing: 

1. Type S - Where the means of egress contains stairs, 
elevators or platform lifts. 

2. Type NS1 - Where one means of egress is at grade 
level or a ramp constructed in accordance with Section 
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420.7.7.2 Grab Bar Installation. Grab bars shall have a 
spacing of | 1/2 inches between the wall and the bar. Project- 
ing objects, control valves and bathtub or shower stall enclo- 
sure features above, below and at the ends of the grab bar 
shall have a clear space of 1 1/2 inches to the grab bar. 


EXCEPTION: 


Swing-up grab bars shall not be required to meet the 1 
1/2 inch spacing requirement. 


Grab bars shall have a structural strength of 250 pounds 
applied at any point on the grab bar, fastener, mounting 


420.7.8 is provided. 
3. Type NS2 - Where two means of egress are at grade 


level or ramps constructed in accordance with Section 
420.7.8 are provided. 


420.7.3 Types of locking devices and door activation. All 
bedrooms and bathroom doors shall be openable from the 


outside when locked. 

Every closet door shall be readily openable from the 
inside. 

Operable parts of door handles, pulls, latches, locks and 
other devices installed in adult family homes shall be opera- 
ble with one hand and shall not require tight grasping, pinch- 
ing, or twisting of the wrist. Pocket doors shall have grasp- 
able hardware available when in the closed or open position. 

The force required to activate operable parts shall be 5.0 
pounds (22.2 N) maximum. Required exit door(s) shall have 
no additional locking devices. Required exit door hardware 
shall unlock inside and outside mechanisms when exiting the 


building allowing reentry into the adult family home without 
the use of a key, tool or special knowledge. 


420.7.4 Smoke and carbon monoxide alarm require- 
ments. All adult family homes shall be equipped with smoke 


device or supporting structural member. Grab bars shall not 
be supported directly by any residential grade fiberglass bath- 
ing or showering unit. Acrylic bars found in bathing units 
shall be removed. 

Fixed position grab bars, when mounted, shall not rotate, 
spin or move and have a graspable surface finish. 


420.7.7.3 Grab Bars at Water Closets. Water closets shall 
have grab bars mounted on both sides. Grab bars can be a 
combination of fixed position and swing-up bars. Grab bars 
shall meet the requirements of Section 420.7.7._ Grab bars 
shall mount between 33 inches and 36 inches above floor 
grade. Centerline distance between grab bars, regardless of 
type used, shall be between 25 inches minimum and 30 
inches maximum. 


420.7.7.3.1 Fixed position grab bars. Fixed position grab 
bars shall be a minimum of 36 inches in length and start 12 


inches from the rear wall. 


420.7.7.3.2 Swing-up grab bars. Swing-up grab bars shall 
be a minimum of 28 inches in length from the rear wall. 


420.7.7.4 Grab bars at bathtubs. Horizontal and vertical 
grab bars shall meet the requirements of Section 420.7.7. 


and carbon monoxide alarms installed as required in Section 
908.7. Alarms shall be installed in such a manner so that the 


detection device warning is audible from all areas of the 
dwelling upon activation of a single alarm. 


420.7.5 Escape windows and doors. Every sleeping room 


420.7.7.4.1 Vertical grab bars. Vertical grab bars shall be a 
minimum of 18 inches long and installed at the control end 
wall and head end wall. Grab bars shall mount within 4 
inches of the exterior of the bath tub edge or within 4 inches 
within the bath tub. The bottom end of the bar shall start 


shall be provided with emergency escape and rescue win- 
dows as required by Section 1029. No alternatives to the sill 
height such as steps, raised platforms or other devices placed 


by the openings will be approved as meeting this require- 
ment. 


420.7.6 Fire apparatus access roads and water supply for 
fire protection. Adult family homes shall be served by fire 


between 36 inches and 42 inches above floor grade. 


EXCEPTION: The required vertical grab bar can be substituted with 
a floor to ceiling grab bar meeting the requirements of 
Section 420.7.7 at the control end and head end entry 


points. 


420.7.7.4.2 Horizontal grab bars. Horizontal grab bars 
shall be provided at the control end, head end, and the back 


apparatus access roads and water supplies meeting the 


wall within the bathtub area. Grab bars shall be mounted 


requirements of the local jurisdiction. 


420.7.7 Grab bar general requirements. Where facilities 
are designated for use by adult family home clients, grab bars 


for water closets, bathtubs and shower stalls shall be installed 
according to this section. 


420.7.7.1 Grab bar cross section. Grab bars with a circular 
cross section shall have an outside diameter of 1 1/4 inches 
minimum and 2 inches maximum. Grab bars with noncircu- 
lar cross section shall have a cross section dimension of 2 
inches maximum and a perimeter dimension of 4 inches min- 
imum and 4 5/8 inches maximum. 
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between 33 inches and 36 inches above floor grade. Control 
end and head end grab bars shall be 24 inches minimum in 
length. Back wall grab bars shall be 36 inches minimum in 


length. 


420.7.7.5 Grab bars at shower stalls. Where shower stalls 
are provided to meet the requirements for bathing facilities, 
grab bars shall meet the requirements of Section 420.7.7. 


EXCEPTION: 


Shower stalls with permanent built-in seats are not 
required to have vertical or horizontal grab bars at the 
seat end wall. A vertical floor to ceiling grab bar shall 
be installed within 4 inches of the exterior of the 
shower aligned with the nose of the built-in seat. 
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420.7.7.5.1 Vertical grab bars. Vertical grab bars shall be 
18 inches minimum in length and installed at the control end 
wall and head end wall. Vertical bars shall be mounted 
within 4 inches of the exterior of the shower stall or within 4 
inches of the inside of the shower stall. The bottom end of 
vertical bars mount between 36 inches and 42 inches above 


floor grade. 


420.7.7.5.2 Horizontal grab bars. Horizontal grab bars 
shall be installed on all sides of the shower stall mounted 


between 33 inches and 36 inches above the floor grade. Hor- 
izontal grab bars shall be a maximum of 6 inches from adja- 
cent walls. Horizontal grab bars shall not interfere with 
shower control valves. 


420.7.8 Ramps. All interior and exterior ramps, when pro- 
vided, shall be constructed in accordance with Section 1010 


with a maximum slope of 1 vertical to 12 horizontal. 
EXCEPTION: 


Where it is technically infeasible to comply with Sec- 
tion 1010, ramps in existing buildings being converted 
to use as adult family homes shall be permitted to 
comply with the following: 

1. They shall have a maximum slope of 1 unit vertical 
in 12 units horizontal (8 percent slope). 

2. Landings of at least 3 feet by 3 feet (914 mm by 914 
mm) shall be provided at the top and bottom of the 
ramp, where doors open onto the ramp, and where the 
ramp changes direction. 


420.7.8.1 Handrails for ramps. Handrails shall be provided 
for ramps in accordance with Section 1010.9. 


EXCEPTION: 


Where it is technically infeasible to comply with Sec- 
tion 1010.9, ramps in existing buildings being con- 
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2. The minimum tread depth shall be 10 inches (254 
mm). The tread depth shall be measured horizontally 
between the vertical planes of the foremost projection 
of adjacent treads and at a right angle to the tread's 
leading edge. The greatest tread depth within any 
flight of stairs shall not exceed the smallest by more 
than 3/8 inch (9.5 mm). 


3. Winder treads shall have a minimum tread depth of 
10 inches (254 mm) measured between the vertical 
planes of the foremost projection of adjacent treads at 
the intersections with the walkline. Winder treads 
shall have a minimum tread depth of 6 inches (152 
mm) at any point within the clear width of the stair. 
Within any flight of stairs, the largest winder tread 
depth at the walkline shall not exceed the smallest 
winder tread by more than 3/8 inch (9.5 mm). Consis- 
tently shaped winders at the walkline shall be allowed 
within the same flight of stairs as rectangular treads 
and do not have to be within 3/8 inch (9.5 mm) of the 
rectangular tread depth. 


4. The radius of curvature at the nosing shall be no 
greater than 9/16 inch (14 mm). A nosing not less 
than 3/4 inch (19 mm) but not more than 1 1/4 inches 
(32 mm) shall be provided on stairways with solid ris- 
ers. The greatest nosing projection shall not exceed 
the smallest nosing projection by more than 3/8 inch 
(9.5 mm) between two stories, including the nosing at 
the level of floors and landings. Beveling of nosings 
shall not exceed 1/2 inch (12.7 mm). A nosing is not 
required where the tread depth is a minimum of 11 


inches (279 mm). 


420.7.9.1 Handrails for treads and risers. Handrails shall 
be installed on both sides of treads and risers numbering from 
one riser to multiple risers. Handrails shall comply with Sec- 
tion 1009.15. 


verted to use as adult family homes shall be permitted 
to comply with the following: 

1. Handrails shall be installed on both sides of ramps 
with a rise of more than 6 inches and a slope between 
1 vertical to 12 horizontal and 1 vertical and 20 hori- 
zontal. 

2. Handrail height, measured above the finished sur- 
face of the ramp slope, shall be not less than 34 inches 
(864 mm) and not more than 38 inches (965 mm). 

3. Handrails shall comply with Section 1012.3. 

4. Handrails where required on ramps shall be contin- 
uous for the full length of the ramp. Handrail ends 
shall be returned or shall terminate in newel posts or 
safety terminals. Handrails adjacent to a wall shall 
have a space of not less than 1 1/2 inches (38 mm) 
between the wall and the handrails. 


420.7.9 Stair treads and risers. Stair treads and risers shall 
be constructed in accordance with Section 1009. 


EXCEPTION: 


Where it is technically infeasible to comply with Sec- 
tion 1009, stair treads and risers in existing buildings 
being converted to use as adult family homes shall be 
permitted to comply with the following: 

1. The maximum riser height shall be 7 3/4 inches 
(196 mm). The riser shall be measured vertically 


420.7.10 Shower stalls. Where provided to meet the require- 
ments for bathing facilities, the minimum size of shower 
stalls for an adult family home shall be 30 inches deep by 48 
inches long. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0422 Section 422—((Ambulateryhealth 


eare-)) Reserved. 


between leading edges of the adjacent treads. The 
greatest riser height within any flight of stairs shall not 
exceed the smallest by more than 3/8 inch (9.5 mm). 
Risers shall be vertical or sloped from the underside of 
the nosing of the tread above at an angle not more than 
30 degrees (0.51 rad) from the vertical. Open risers 
are permitted provided that the opening between 
treads does not permit the passage of a 4-inch-diame- 
ter (102 mm) sphere. The opening between adjacent 
treads is not limited on stairs with a total rise of 30 
inches (762 mm) or less. 
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compartment te-a-smoke barrier door shall net exceed 200 


Wherethe-ambutatery_health-carefacitity iscom- 


422-4 Refirsearen- spa Cras nA Acar ie 


piste Sy crea E E A 
rier—Each-ambutatery_health-care factty shall be provided 
with-aceess tothe required refuse areas without passHie 
through orutiizing adjacent tenant spaces- 


Seetion-907.2.2-4)) 


AMENDATORY SECTION (Amending WSR 10-24-059, 
filed 11/29/10, effective 7/1/11) 


WAC 51-50-0504 Section 504—Height. 


504.3 Stair enclosure pressurization increase. For Group 
R1 and R2 occupancies in buildings of Type VA construction 
equipped throughout with an approved automatic sprinkler 
system in accordance with Section 903.3.1.1, the maximum 
number of stories permitted in Section 504.2 may be 
increased by one provided the interior exit stairways and 
ramps are pressurized in accordance with Section 909.20 and 
Section 909.11. 


504.4 Roof structures. (Same as ((2009)) 2012 IBC except 
Section number revised) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0506 Building area modifications. 


506.4 Single occupancy buildings with more than one 
story. The total allowable building area of a single occu- 
pancy building with more than one story above grade plane 
shall be determined in accordance with this section. The 
actual aggregate building area at all stories in the building 
shall not exceed the total allowable building area. 


EXCEPTION: Basements (( 


need not be included in the total allowable building 
area, provided each basement does not exceed the area 
permitted for a building with no more than one story 
above grade plane. 


506.5 Mixed occupancy area determination. The total 
allowable building area for buildings containing mixed occu- 
pancies shall be determined in accordance with the applicable 
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provisions of this section. Basements (( 


below-the first story 
above-srade-plane)) need not be included in the total allow- 


able building area, provided each such basement does not 
exceed the area permitted for a building with no more than 
one story above grade plane. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0509 ((Reserved:)) Incidental uses. 


Table 509 
Incidental Uses 


Separation and/or 


Room or Area Protection 


1 hour or provide automatic 
sprinkler system 


Dry type transformers over 
112.5 kVA and required to 
be in a fire resistant room 
per NEC (NFPA 70) Section 


450.21 (B} 


1 Dry type transformers rated over 35,000 volts and oil-insulated 
transformers shall be installed in a transformer vault complying with 
NEPA 70. 


(Remainder of table unchanged) 


AMENDATORY SECTION (Amending WSR 10-03-097, 


filed 1/20/10, effective 7/1/10) 


WAC 51-50-0708 Section 708—((Shaft-enelesures-)) 
Reserved. 


with this-sectionanless_sepa- 
rated fromthe hoistway_shaft byconstruction in-accordance 
with Seetion-707.)) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0710 Section 710—((Smeke-barriers-)) 
Reserved. 


((F40-4- Continuity: Smoke-barriers-shall ferm-an effective 


ton shall be protected to-affordthe-required-fie resistance 
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PEE 

: : eer 
as-required by Section 1007.6 are not required te 
extend from outside-wallte-outsideswalt)) 


AMENDATORY SECTION (Amending WSR 04-01-108, 
filed 12/17/03, effective 7/1/04) 


WAC 51-50-0902 Section 902—((Befinitiens-)) 
Reserved. 


((902-4-Definitions. 


PORFABEE SCHOOL-CEASSROOME A structure, transportable 
tfrone-ermore sections which requires-a chassis to-betrans- 


portedandis designed tobe used as-_an-educational space 


AMENDATORY SECTION (Amending WSR 10-24-059, 
filed 11/29/10, effective 7/1/11) 


WAC 51-50-0903 Section 903—Automatic sprinkler 
systems. 


903.2.1.6 Nightclub. An automatic sprinkler system shall be 
provided throughout Group A-2 nightclubs as defined in this 
code. 


903.2.3 Group E. An automatic sprinkler system shall be 
provided for Group E Occupancies. 


EXCEPTIONS: 


1. Portable school classrooms with an occupant load 
of 50 or less calculated in accordance with Table 
1004.1.2, provided aggregate area of any cluster or 
portion of a cluster of portable school classrooms does 
not exceed 5,000 square feet (1465 m?); and clusters 
of portable school classrooms shall be separated as 
required by the building code. 

2. Group E occupancies with an occupant load of 50 
or less, calculated in accordance with Table 
((40044+4)) 1004.1.2. 


903.2.7 Group M. An automatic sprinkler system shall be 
provided throughout buildings containing a Group M occu- 
pancy, where one of the following conditions exists: 

1. A Group M fire area exceeds 12,000 square feet (1115 
m’). 

2. A Group M fire area is located more than three stories 
above grade plane. 

3. The combined area of all Group M fire areas on all 
floors, including any mezzanines, exceeds 24,000 square feet 
(2230 m’). 

4. Where a Group M occupancy that is used for the dis- 
play and sale of upholstered furniture or mattresses exceeds 
5000 square feet (464 m?). 


903.2.8 Group R. An automatic fire sprinkler system 
installed in accordance with Section 903.3 shall be provided 
throughout all buildings with a Group R fire area. 


EXCEPTION: Group R-1 if all of the following conditions apply: 

1. The Group R fire area is no more than 500 square 
feet and is used for recreational use only. 

2. The Group R fire area is only one story. 


3. The Group R fire area does not include a basement. 
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4. The Group R fire area is no closer than 30 feet from 
another structure. 


5. Cooking is not allowed within the Group R fire 
area. 


6. The Group R fire area has an occupant load of no 
more than 8. 


7. A hand held (portable) fire extinguisher is in every 
Group R fire area. 


AMENDATORY SECTION (Amending WSR 12-01-099, 
filed 12/20/11, effective 4/1/12) 


WAC 51-50-0908 Section 908—Emergency alarm 
systems. 


[F] 908.7 Carbon monoxide alarms. Group I or Group R 
occupancies shall be provided with single station carbon 
monoxide alarms installed outside of each separate sleeping 
area in the immediate vicinity of the bedrooms in dwelling 
units or sleeping units and on each level of the dwelling. The 
carbon monoxide alarms shall be listed as complying with 
UL 2034 and be installed and maintained in accordance with 
NFPA 720-2012 and the manufacturer's instructions. 


EXCEPTIONS: 1. For other than R-3 occupancies, the building does 
not contain a fuel-burning appliance, a fuel-burning 


fireplace, or an attached garage; or 


2. Sleeping units or dwelling units in I and R-1 occu- 
pancies and R-2 college dormitories, hotel, and DSHS 
licensed boarding home and residential treatment 
facility occupancies which do not themselves contain 
a fuel-burning appliance, or a fuel-burning fireplace, 
or have an attached garage, ((butwhieh-areocatedHn 
a-buidinge-wHhafuel-burningappHance—or-afuet 
burning fireplace-oran-attached carage,)) need not be 


provided with carbon monoxide alarms provided that: 


a. The sleeping unit or dwelling unit is not adjacent to 
any room which contains a fuel-burning appliance, a 
fuel-burning fireplace, or an attached garage; and 
((2;)) b. The sleeping unit or dwelling unit is not con- 
nected by duct work or ventilation shafts with a supply 
or return register in the same room to any room con- 
taining a fuel-burning appliance, a fuel-burning fire- 
place, or to an attached garage; and 

((3-)) c The building is provided with a common area 
carbon monoxide ((alarm)) detection system. 

((4-)) 3. An open parking garage, as defined in Chap- 
ter 2 of the International Building Code, or enclosed 
parking garage ventilated in accordance with Section 
404 of the International Mechanical Code shall not be 
((deemed+tebe)) considered an attached garage. 


908.7.1 Carbon monoxide detection systems. Carbon mon- 
oxide detection systems, that include carbon monoxide detec- 
tors and audible notification appliances, installed and main- 
tained in accordance with this section for carbon monoxide 
alarms and NFPA 720-2012 shall be permitted. The carbon 
monoxide detectors shall be listed as complying with UL 
2075. 

Reviser's note: The brackets and enclosed material in the text of the 


above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0909 Section 909—Smoke control sys- 
tems. 


((999.6-3-Elevatershaft-pressurization,—_Whereelevator 


shaft pressurization is required to-comphy with Exception 6- of 
Section 708-144 the pressurization system shal comply 
with-and be maintained in accordance with 70814 2. 


909.631 Activation The elevator shaft pressurization sys- 
ERR aR E O N 


t-accerdance with Section 909-++)) 


909.21.12 Hoistway venting. Hoistway venting required by 
Section 3004 need not be provided for pressurized elevator 


shafts. 


909.21.13 Machine rooms. Elevator machine rooms shall be 
pressurized in accordance with this section unless separated 
from the hoistway shaft by construction in accordance with 
Section 707. 


AMENDATORY SECTION (Amending WSR 10-24-059, 
filed 11/29/10, effective 7/1/11) 


WAC 51-50-1005 Section 1005—((Egresswidth-)) 
Reserved. 


((4605.4-Mininum+equired_esressvidth,—_TFhe-means-of 
egress-width shall net be tess than required by_this seetion- 
Fhetotalyidthofmeans-of egress in ineches-_fam) shal net 
betessthan the total eccupanttead served by the means-of 


egressmuttipled by 0.3 inches_(7.62 mm) -peroceupant for 


sided mish thal ode o anyone saeans of sascue-shall Hot 
reduce the avatlable capacity tetess_than 50 percent of the 


+02 inehes{(S mnt} perecer- 
pant for-stainways-and by 0415 inches-3-8 mm) per 
5 i eee 


dance with 903.3.1.1 or 903.3.1.2 and an emergency 
with-90752.2)) 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1008 Section 1008—Doors, gates and 
turnstiles. 


1008.1.9.3 Locks and latches. Locks and latches shall be 
permitted to prevent operation of doors where any of the fol- 
lowing exists: 

1. Places of detention or restraint. 

2. In buildings in occupancy Group A having an occu- 
pant load of 300 or less, Groups B, F, M and S, and in places 
of religious worship, the main exterior door or doors are per- 
mitted to be equipped with key-operated locking devices 
from the egress side provided: 

2.1. The locking device is readily distinguishable as 
locked; 

2.2. A readily visible and durable sign is posted on the 
egress side on or adjacent to the door stating: THIS DOOR TO 
REMAIN UNLOCKED WHEN BUILDING IS OCCUPIED. The sign 
shall be in letters 1 inch (25 mm) high on a contrasting back- 
ground; and 

2.3. The use of the key-operated locking device is revo- 
cable by the building official for due cause. 

3. Where egress doors are used in pairs, approved auto- 
matic flush bolts shall be permitted to be used, provided that 
the door leaf having the automatic flush bolts has no door- 
knob or surface-mounted hardware. 

4. Doors from individual dwelling or sleeping units of 
Group R occupancies having an occupant load of 10 or less 
are permitted to be equipped with a night latch, dead bolt, or 
security chain, provided such devices are openable from the 
inside without the use of a key or a tool. 

5. Fire doors after the minimum elevated temperature 
has disabled the unlatching mechanism in accordance with 
listed fire door test procedures. 

6. Approved, listed locks without delayed egress shall be 
permitted in Group R-2 boarding homes licensed by Wash- 
ington state, provided that: 

6.1. The clinical needs of one or more patients require 
specialized security measures for their safety. 

6.2. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

6.3. The doors unlock upon loss of electrical power con- 
trolling the lock or lock mechanism. 

6.4. The lock shall be capable of being deactivated by a 
signal from a switch located in an approved location. 

6.5. There is a system, such as a keypad and code, in 
place that allows visitors, staff persons and appropriate resi- 
dents to exit. Instructions for exiting shall be posted within 
six feet of the door. 


1008.1.9.6 Special locking arrangements in Group I-2. 
Approved special egress locks shall be permitted in a Group 
I-2 Occupancy where the clinical needs of persons receiving 
care require such locking. Special egress locks shall be per- 
mitted in such occupancies where the building is equipped 
throughout with an automatic sprinkler system in accordance 
with Section 903.3.1.1 or an approved automatic smoke or 
heat detection system installed in accordance with Section 
907, provided that the doors ((umteek)) are installed and oper- 
ate in accordance with Items 1 through ((6belew)) 7. 
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1. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

2. The doors unlock upon loss of power controlling the 
lock or lock mechanism. 

3. The door locks shall have the capability of being 
unlocked by a signal from the fire command center, a nursing 
station or other approved location. 

4. A building occupant shall not be required to pass 
through more than one door equipped with a special egress 
lock before entering an exit. 

5. The procedures for the operation(s) of the unlocking 
system shall be described and approved as part of the emer- 
gency planning and preparedness required by Chapter 4 of 
the International Fire Code. 

((&) 6. There is a system, such as a keypad and code, in 
place that allows visitors, staff persons and appropriate resi- 
dents to exit. Instructions for exiting shall be posted within 
six feet of the door. 

((6-)) 7. Emergency lighting shall be provided at the 
door. 


EXCEPTION: 


Items 1((;2;3;)) through 4 and ((5)) 6 shall not apply 
to doors to areas where persons, which because of 
clinical needs, require restraint or containment as part 
of the function of a ((Greup+2-mental hespital)) psy- 
chiatric treatment area provided that all clinical staff 
shall have the keys, codes or other means necessary to 
operate the locking devices. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1009 Section 1009—Stairways and 
handrails. 


1009.3 Exit access stairways. Floor openings between sto- 
ries created by exit access stairways shall be enclosed. 


EXCEPTIONS: 


1. In other than Group I-2 and I-3 occupancies, exit 
access stairways that serve, or atmospherically com- 
municate between, only two stories are not required to 
be enclosed. Such interconnected stories shall not be 
open to other stories. 

2. Exit access stairways serving and contained within 
a single residential dwelling unit or sleeping unit in 
Group R-1, R-2 or R-3 occupancies are not required to 
be enclosed. 

3. In Group B or M occupancies, exit access stairways 
that are designed exclusively for circulation are not 
required to be enclosed provided that the building is 
equipped throughout with an automatic sprinkler sys- 
tem in accordance with Section 903.3.1.1, the area of 
the floor opening between stories does not exceed 
twice the horizontal projected area of the exit access 
stairway, and the opening is protected by a draft cur- 
tain and closely spaced sprinklers in accordance with 
NEPA 13. 

4. In other than Group B and M occupancies, exit 
access stairways that are designed exclusively for cir- 
culation are not required to be enclosed provided that 
the building is equipped throughout with an automatic 
sprinkler system in accordance with Section 
903.3.1.1, the floor opening does not connect more 
than four stories, the area of the floor opening between 
stories does not exceed twice the horizontal projected 
area of the exit access stairway, and the opening is 
protected by a draft curtain and closely spaced sprin- 
klers in accordance with NFPA 13. 
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5. Exit access stairways within an atrium complying 
with the provisions of Section 404 are not required to 
be enclosed. 

6. Exit access stairways and ramps in open parking 
garages that serve only the parking garage are not 
required to be enclosed. 

7. Stairways serving outdoor facilities where all por- 
tions of the means of egress are essentially open to the 
outside are not required to be enclosed. 

8. Exit access stairways serving stages, platforms and 
technical production areas in accordance with Sec- 
tions 410.6.2 and 410.6.3 are not required to be 
enclosed. 

9. Stairways are permitted to be open between the bal- 
cony, gallery or press box and the main assembly floor 
in occupancies such as theaters, places of religious 
worship, auditoriums and sports facilities. 

10. In group I-3 occupancies, exit access stairways 
constructed in accordance with Section 408.5 are not 
required to be enclosed. 


((406945)) 1009.18 Stairways in individual dwelling 
units. Stairs or ladders within an individual dwelling unit 
used for access to areas of 200 square feet (18.6 m?) or less, 
and not containing the primary bathroom or kitchen, are 
exempt from the requirements of Section 1009. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-10100 Section 1010—Ramps. 


1010.1 Scope. The provisions of this section shall apply to 
ramps used as a component of a means of egress. 


EXCEPTIONS: 1. Other than ramps that are part of the accessible 
routes providing access in accordance with Sections 
1108.2 through 1108.2.4 and 1108.2.6, ramped aisles 
within assembly rooms or spaces shall conform with 
the provisions in Section 1028.11. 

2. Curb ramps shall comply with ICC A117.1. 

3. Vehicle ramps in parking garages for pedestrian exit 
access shall not be required to comply with Sections 
((464033)) 1010.4 through ((4946-9)) 1010.10 when 
they are not an accessible route serving accessible 
parking spaces ((e£)), other required accessible ele- 
ments, or part of an accessible means of egress. 

4. In a parking garage where one accessible means of 
egress serving accessible parking spaces or other 
accessible elements is provided, a second accessible 
means of egress serving that area may include a vehi- 
cle ramp that does not comply with Sections ((4010-4, 
4010-5, and 1010-8)) 1010.5, 1010.6, and 1010.9. A 
landing complying with Sections ((4010-46+-and 
4040-6.4)) 1010.7.1 and 1010.7.4 shall be provided at 
any change of direction in the accessible means of 
egress. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1014 ((Exit-aeeess-)) Reserved. 
((4044.2.2-Greupt2. 
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(EXCEPTION: Reemswith exit deors-opening directly to the outside 
at groundtevel 


1014-222 Exi i h-sui Exi g 
arene aotolasoified ae t-Gronp 1-2 Oeoupanoy onite shallot 


AENA i ee 
loeated in-accordanee with Seetion 1015.2. 


any-pointin-a suite of sleepine +roems-and an exit aceess- deer 
ef that suite-shall net exceed 100 feet 0480mm Fhe 
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patient sleeping room -and-an-exit-access_deor +i that room 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1018 Section 1018—Corridors. 


1018.5 Air movement in corridors. Corridors shall not 
serve as supply, return, exhaust, relief or ventilation air ducts. 


EXCEPTIONS: 1. Use of a corridor as a source of makeup air for 
exhaust systems in rooms that open directly onto such 
corridors, including toilet rooms, bathrooms, dressing 
rooms, smoking lounges and janitor closets, shall be 
permitted provided that each such corridor is directly 
supplied with outdoor air at a rate greater than the rate 
of makeup air taken from the corridor. 

2. Where located within a dwelling unit, the use of 
corridors for conveying return air shall not be prohib- 
ited. 

3. Where located within tenant spaces of one thousand 
square feet (93 m°) or less in area, utilization of corri- 
dors for conveying return air is permitted. 

4. Incidental air movement from pressurized rooms 
within health care facilities, provided that a corridor is 
not the primary source of supply or return to the room. 
5. Where such air is part of an engineered smoke con- 
trol system. 

6. Air supplied to corridors serving residential occu- 
pancies shall not be considered as providing ventila- 
tion air to the dwelling units subject to the following: 

6.1 The air supplied to the corridor is one hundred per- 
cent outside air; and 

6.2 The units served by the corridor have conforming 
ventilation air independent of the air supplied to the 
corridor; and 

6.3 For other than high-rise buildings, the supply fan 
will automatically shut off upon activation of corridor 
smoke detectors which shall be spaced at no more than 
thirty feet (9,144 mm) on center along the corridor; or 
6.4 For high-rise buildings, corridor smoke detector 
activation will close required smoke/fire dampers at 
the supply inlet to the corridor at the floor receiving 
the alarm. 


1018.6 Corridor continuity. Fire-resistance-rated corridors 
shall be continuous from the point of entry to an exit, and 
shall not be interrupted by intervening rooms. Where the 
path of egress travel within a fire-resistance-rated corridor to 
the exit includes travel along unenclosed exit access stair- 
ways or ramps, the fire resistance-rating shall be continuous 
for the length of the stairway or ramp and for the length of the 
connecting corridor on the adjacent floor leading to the exit. 


EXCEPTIONS: 


1. Foyers, lobbies or reception rooms constructed as 
required for corridors shall not be construed as inter- 
vening rooms. 

2. In Group R-2 boarding homes and residential treat- 
ment facilities licensed by Washington state, seating 
areas shall be allowed to be open to the corridor pro- 
vided: 

2.1 The seating area is constructed as required for the 
corridor; 

2.2 The floor is separated into at least two compart- 
ments complying with Section ((407-4)) 407.5; 

2.3 Each individual seating area does not exceed 150 
square feet, excluding the corridor width; 

2.4 The combined total space of seating areas per 
compartment does not exceed 300 square feet, exclud- 
ing the corridor width; 

2.5 Combustible furnishings located within the seat- 
ing area shall be in accordance with the International 
Fire Code Section 805; and 

2.6 Emergency means of egress lighting is provided as 
required by Section 1006 to illuminate the area. 
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AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-1101 Section 1101—General. 


1101.2 Design. Buildings and facilities shall be designed and 
constructed to be accessible in accordance with this code and 
ICC A117.1, except those portions of ICC A117.1 amended 
by this section. 


al eR Cnet OR na 
surfaees.—The maximum tise for any run is 30 inches (762 
mm} Landings-shal-be provided-atthe-top-and-bottonof 


Be ee E 
inehes-4525-mn),)) 


1101.2.2 CC A117.1 Section 403.5) Clear width of acces- 
sible route. Clear width of an accessible route shall comply 
with ICC A117.1 ((Fable)) Section 403.5. For exterior routes 
of travel, the minimum clear width shall be 44 inches (1118 
mm). 


1101.2.3 (ICC A117.1 Section 404.2.8) Door-opening 
force. Fire doors shall have the minimum opening force 
allowable by the appropriate administrative authority. The 
force for pushing or pulling open doors other than fire doors 
shall be as follows: 

1. Interior hinged door: 5.0 pounds (22.2 N) maximum 

2. Interior sliding or folding doors: 5.0 pounds (22.2 N) 
maximum 


3. Exterior hinged, sliding or folding door: 10 pounds 
(44.4 N) maximum. 
EXCEPTION: Interior or exterior automatic doors complying with 


Section 404.3 of ICC ANSI A117.1. 


These forces do not apply to the force required to retract 
latch bolts or disengage other devices that hold the door in a 
closed position. 


1101.2.4 (ICC A117.1 Section 407.4.6.2.2) Arrangement 
of elevator car buttons. This section is not adopted. 


((44-064.2.5-4EEC AHI 603-4-Coathooksandshebves; 
Coat heoks-shal betocatedavithin one-of the reach ranges 


spectied in Section 308-Shelves-shall be installed sethe top 
ofthe shelf is 40- inches 1045 mm) atime and 42 inches 
maximum abevethe floor- 


Coat-heoks-_provided-awithin totlet compartments shall be 
leeated within ene-of the reach ranges specified in Seetion 
308.—Shelves-shal be instaHed-sethetep-of the shelf is 40 


inel 345 oa 142 inel f i 
thefloor-)) 


1101.2.7 (ICC ANSI A117.1 606.7) Operable parts. Oper- 
able parts on drying equipment, towel or cleansing product 
dispensers, and disposal fixtures shall comply with Table 
((606-7exeeptthe- maximunttreach heicht shalt be460 inehes 
€045-man) fer reach depths tessthan Ginehes)) 603.6. 


1101.2.8 (ICC A117.1 Section 604.6) Flush controls. Flush 
controls shall be hand operated or automatic. Hand operated 
flush controls shall comply with Section 309, except the max- 
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imum height above the floor shall be 44 inches. Flush con- 
trols shall be located on the open side of the water closet. 


EXCEPTION: In ambulatory accessible compartments complying 
with Section ((694-9)) 604.10, flush controls shall be 
permitted to be located on either side of the water 


closet. 


1101.2.9 (ICC A117.1 Section 703.6.3.1) International 
Symbol of Accessibility. Where the International Symbol of 
Accessibility is required, it shall be proportioned complying 
with ICC A117.1 Figure 703.6.3.1. All interior and exterior 
signs depicting the International Symbol of Accessibility 
shall be white on a blue background. 


(HORA ECAH ET Section 4643-5) Controt 


switehes._Manuallyeperated-contrel switches-shalt comply 
with Section 309_except they-shal be placed 32 inehes-min- 
pte or E GS ee a OE aoe 


halk pedocs od Beyond Peai or hesddorcn we and eens 
tered onthe control switeh.)) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1106 Section 1106—Parking and pas- 
senger loading facilities. 


((H-06.3-Greup—toutpatient facitities._Ten_percent but 


noes a Rae Se ae en 


ble.) 


1106.6 Location. Accessible parking spaces shall be located 
on the shortest accessible route of travel from adjacent park- 
ing to an accessible building entrance. In parking facilities 
that do not serve a particular building, accessible parking 
spaces shall be located on the shortest route to an accessible 
pedestrian entrance to the parking facility. Where buildings 
have multiple accessible entrances with adjacent parking, 
accessible parking spaces shall be dispersed and located near 
the accessible entrances. Wherever practical, the accessible 
route shall not cross lanes of vehicular traffic. Where cross- 
ing traffic lanes is necessary, the route shall be designated 
and marked as a crosswalk. 


EXCEPTION: 1. In multilevel parking structures, van accessible 


parking spaces are permitted on one level. 

2. Accessible parking spaces shall be permitted to be 
located in different parking facilities if substantially 
equivalent or greater accessibility is provided in terms 
of distance from an accessible entrance or entrances, 
parking fee and user convenience. 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-1107 Section 1107—Dwelling units and 
sleeping units. 


1107.6 Group R. Accessible units, Type A units and Type B 
units shall be provided in Group R Occupancies in accor- 
dance with Sections 1107.6.1 through 1107.6.4. Accessible 
and Type A units shall be apportioned among efficiency 
dwelling units, single bedroom units and multiple bedroom 
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units, in proportion to the numbers of such units in the build- 
ing. 


1107.6.2.1.1 Type A units. In Group R-2 Occupancies con- 
taining more than 10 dwelling units or sleeping units, at least 
5 percent, but not less than one, of the units shall be a Type A 
unit. All units on a site shall be considered to determine the 
total number of units and the required number of Type A 
units. Type A units shall be dispersed among the various 
classes of units, as described in Section 1107.6. 

EXCEPTIONS: 


1. The number of Type A units is permitted to be 
reduced in accordance with Section 1107.7. 

2. Existing structures on a site shall not contribute to 
the total number of units on a site. 


1107.6.2.2 Group R-2 other than apartment houses, mon- 
asteries and convents. In Group R-2 Occupancies, other 
than apartment houses, monasteries and convents, Accessible 
units and Type B units shall be provided in accordance with 
Sections 1107.6.2.2.1 and 1107.6.2.2.2. Accessible units 
shall be dispersed among the various classes of units, as 
described in Section 1107.6. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1203 Section 1203—Ventilation. 


1203.1 General. Buildings shall be provided with natural 
ventilation in accordance with Section 1203.4, or mechanical 
ventilation in accordance with the International Mechanical 
Code. 


1203.2 Attic spaces. Enclosed attics and enclosed rafter 
spaces formed where ceilings are applied directly to the 
underside of roof framing members shall have cross ventila- 
tion for each separate space by ((ventilating)) ventilation 
openings protected against the entrance of rain and snow. 
Blocking and bridging shall be arranged so as not to interfere 
with the movement of air. ((A-+mutinnun-ef)) An airspace of 
not less than 1 inch (25 mm) ((efeirspace)) shall be provided 
between the insulation and the roof sheathing. The net free 
ventilating area shall not be less than 1/150th of the area of 
the space ventilated((-with 50 -pereent of the requited-renti- 
lating -area_provided_by_ventilaters located in the upperper 
tion-of the spaceto be ventilated atleast 3 feet 94 mm) 
above-eave-or-cornice-vents with the balance of the required 
ventilation _ provided by-eave-or-cormice-vents) ). 


EXCEPTIONS: 1. The ((minimum-required-netfree-ventilating)) net 
free cross-ventilation area shall be permitted to be 


reduced to 1/300 ((efthe-area_of the -space-venti- 
tated;)) provided ((e-vaperretarder having atransmis- 


er-cormice-vents)) not less than 50 percent and not 
more than 80 percent of the required ventilating area 
provided by ventilators located in the upper portion of 
the space to be ventilated at least 3 feet (914 mm) 
above eave or cornice vents with the balance of the 
required ventilation provided by eave or cornice 
vents. 


Permanent [224] 


Washington State Register, Issue 13-04 


2. The net free cross-ventilation area shall be permit- 
ted to be reduced to 1/300 where a Class I or I vapor 
retarder is installed on the warm-in-winter side of the 
ceiling. 

3. Attic ventilation shall not be required when deter- 
mined not necessary by the building official due to 
atmospheric or climatic conditions. 

4. Unvented attic assemblies (spaces between the ceil- 
ing joists of the top story and the roof rafters) shall be 
permitted if all the following conditions are met: 
((2-4)) 4.1 The unvented attic space is completely con- 
tained within the building thermal envelope. 

((2.2)) 4.2 No interior vapor retarders are installed on 
the ceiling side (attic floor) of the unvented attic 
assembly. 

((2:3)) 4.3 Where wood shingles or shakes are used, a 
minimum 1/4 inch (6 mm) vented air space separates 
the shingles or shakes and the roofing underlayment 
above the structural sheathing. 

((2-4)) 4.4 In Climate Zones 5B and 6B, any air- 
impermeable insulation shall be a Class II vapor 
retarder, or shall have a Class II vapor retarder coating 
or covering in direct contact with the underside of the 
insulation. 

((2:5)) 4.5 Either items a, b, or c below shall be met, 
depending on the air permeability of the insulation 
directly under the structural roof sheathing. 

a. Air-impermeable insulation only. Insulation shall be 
applied in direct contact to the underside of the struc- 
tural roof sheathing. 

b. Air-permeable insulation only. In addition to the 
air-permeable insulation installed directly below the 
structural sheathing, rigid board or sheet insulation 
shall be installed directly above the structural roof 
sheathing as specified ((per WA-ChmateZone)) in 
Table 1203.2.1 for condensation control. 


(Climate Zone Ht R10 minimum rigid board oF 


c. Air-impermeable and airspenieable insulation. The 
air-impermeable insulation shall be applied in direct 
contact to the underside of the structural roof sheath- 
ing as specified ((per-WA-ChmateZone)) in Table 
1203.2.1 for condensation control. The air-permeable 
insulation shall be installed directly under the air- 
impermeable insulation. 

i. Climate Zone #1 - R-10 minimum rigid board or air- 
impermeable insulation R-value. 

ii. Climate Zone #2 - R-25 minimum rigid board or 
air-impermeable insulation R-value. 

d. Where preformed insulation board is used_as the 
air-impermeable insulation layer, it shall be sealed at 
the perimeter of each individual sheet interior surface 
to form a continuous layer. 


Table 1203.2.1 
Insulation for Condensation Control 


MINIMUM RIGID BOARD ON 
AIR-IMPERMEABLE 
CLIMATE ZONE INSULATION R-VALUE? 
4C R-15 
5B R-20 
6B R-25 


2 Contributes to but does not supercede the requirements for insula- 
tion in the Washington State Energy Code (WAC 51-11). 


1203.4 Natural ventilation. For other than Group R Occu- 
pancies, natural ventilation of an occupied space shall be 
through windows, doors, louvers or other openings to the out- 
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doors. The operating mechanism for such openings shall be 
provided with ready access so that the openings are readily 
controllable by the building occupants. Group R Occupancies 
shall comply with the International Mechanical Code. 


1203.6 Radon resistive construction standards. The crite- 
ria of this section establishes minimum radon resistive con- 
struction requirements for Group R Occupancies. 


1203.6.1 Application. The requirements of Section 1203.6 
shall be adopted and enforced by all jurisdictions of the state 
according to the following subsections. 


1203.6.1.1 All jurisdictions of the state shall comply with 
Section 1203.6.2. 


1203.6.1.2 Clark, Ferry, Okanogan, Pend Oreille, Skamania, 
Spokane, and Stevens counties shall also comply with Sec- 
tion 1203.6.3. 


1203.6.2 State wide radon requirements. 


1203.6.2.1 Crawlspaces. All crawlspaces shall comply with 
the requirements of this section. 


1203.6.2.2 Ventilation. All crawlspaces shall be ventilated 
as specified in Section 1203.3. 

If the installed ventilation in a crawlspace is less than 
one square foot for each 300 square feet of crawlspace area, 
or if the crawlspace vents are equipped with operable louvers, 
a radon vent shall be installed to originate from a point 
between the ground cover and soil. The radon vent shall be 
installed in accordance with Sections 1203.6.3.2.6 and 
1203.6.3.2.7. 


1203.6.2.3 Crawlspace plenum systems. In crawlspace ple- 
num systems used for providing supply air for an HVAC sys- 
tem, aggregate, a permanently sealed soil gas retarder mem- 
brane and a radon vent pipe shall be installed in accordance 
with Section 1203.6.3.2. Crawlspaces shall not be used for 
return air plenums. 

In addition, an operable radon vent fan shall be installed 
and activated. The fan shall be located as specified in Section 
1203.6.3.2.7. The fan shall be capable of providing at least 
100 cfm at 1-inch water column static pressure. The fan shall 
be controlled by a readily accessible manual switch. The 
switch shall be labeled "RADON VENT FAN." 


1203.6.3 Radon prescriptive requirements. 


1203.6.3.1 Scope. This section applies to those counties 
specified in Section 1203.6.1.2. This section establishes pre- 
scriptive construction requirements for reducing the potential 
for radon entry into all Group R Occupancies, and for prepar- 
ing the building for future mitigation if desired. 

In all crawlspaces, except crawlspace plenums used for 
providing supply air for an HVAC system, a continuous air 
barrier shall be installed between the crawlspace area and the 
occupied area to limit air transport between the areas. If a 
wood sheet subfloor or other material is utilized as an air bar- 
rier, in addition to the requirements of Section 502.1.6.2 of 
the Washington State Energy Code, all joints between sheets 
shall be sealed. 


1203.6.3.2 Floors in contact with the earth. 
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1203.6.3.2.1 General. Concrete slabs that are in direct con- 
tact with the building envelope shall comply with the require- 
ments of this section. 


EXCEPTION: Concrete slabs located under garages or other than 


Group R Occupancies need not comply with this 
chapter. 


1203.6.3.2.2 Aggregate. A layer of aggregate of 4-inch min- 
imum thickness shall be placed beneath concrete slabs. The 
aggregate shall be continuous to the extent practical. 


1203.6.3.2.3 Gradation. Aggregate shall: 

1. Comply with ASTM Standard C-33 Standard Specifi- 
cation for Concrete Aggregate and shall be size No. 8 or 
larger size aggregate as listed in Table 2, Grading Require- 
ments for Course Aggregate; or 

2. Meet the 1988 Washington State Department of 
Transportation Specification 9-03.1 (3) "Coarse Aggregate 
for Portland Cement Concrete," or any equivalent successor 
standards. Aggregate size shall be of Grade 8 or larger as 
listed in Section 9-03.1 (3) C, "Grading"; or 

3. Be screened, washed pea gravel free of deleterious 
substances in a manner consistent with ASTM Standard C-33 
with 100 percent passing a 1/2-inch sieve and less than 5 per- 
cent passing a No. 16 sieve. Sieve characteristics shall con- 
form to those acceptable under ASTM Standard C-33. 


EXCEPTION: Aggregate shall not be required if a substitute material 


or system, with sufficient load bearing characteristics, 
and having approved capability to provide equal or 
superior air flow, is installed. 


1203.6.3.2.4 Soil-gas retarder membrane. A soil-gas 
retarder membrane, consisting of at least one layer of virgin 
polyethylene with a thickness of at least 6 mil, or equivalent 
flexible sheet material, shall be either placed directly under 
all concrete slabs so that the slab is in direct contact with the 
membrane, or on top of the aggregate with 2 inches minimum 
of fine sand or pea gravel installed between the concrete slab 
and membrane. The flexible sheet shall extend to the founda- 
tion wall or to the outside edge of the monolithic slab. Seams 
shall overlap at least 12 inches. The membrane shall also be 
fitted tightly to all pipes, wires, and other penetrations of the 
membrane and sealed with an approved sealant or tape. All 
punctures or tears shall be repaired with the same or approved 
material and similarly lapped and sealed. 


1203.6.3.2.5 Sealing of penetrations and joints. All pene- 
trations and joints in concrete slabs or other floor systems and 
walls below grade shall be sealed by an approved sealant to 
create an air barrier to limit the movement of soil-gas into the 
indoor air. 

Sealants shall be approved by the manufacturer for the 
intended purpose. Sealant joints shall conform to manufac- 
turer's specifications. The sealant shall be placed and tooled 
in accordance with manufacturer's specifications. There shall 
be no gaps or voids after the sealant has cured. 


1203.6.3.2.6 Radon vent. One continuous sealed pipe shall 
run from a point within the aggregate under each concrete 
slab to a point outside the building. Joints and connections 
shall be permanently gas tight. The continuous sealed pipe 
shall interface with the aggregate in the following manner, or 
by other approved equal method. The pipe shall be perma- 
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nently connected to a "T" within the aggregate area so that the 
two end openings of the "T" lie within the aggregate area. A 
minimum of 5 feet of perforated drain pipe of 3 inches mini- 
mum diameter shall join to and extend from the "T." The per- 
forated pipe shall remain in the aggregate area and shall not 
be capped at the ends. The "T" and its perforated pipe exten- 
sions shall be located at least 5 feet horizontally from the 
exterior perimeter of the aggregate area. 

The continuous sealed pipe shall terminate no less than 
12 inches above the eave, and more than 10 horizontal feet 
from a woodstove or fireplace chimney, or operable window. 
The continuous sealed pipe shall be labeled "radon vent." 
The label shall be placed so as to remain visible to an occu- 
pant. 

The minimum pipe diameter shall be 3 inches unless oth- 
erwise approved. Acceptable sealed plastic pipe shall be 
smooth walled, and may include either PVC schedule 40 or 
ABS schedule of equivalent wall thickness. 

The entire sealed pipe system shall be sloped to drain to 
the subslab aggregate. 

The sealed pipe system may pass through an uncondi- 
tioned attic before exiting the building; but to the extent prac- 
ticable, the sealed pipe shall be located inside the thermal 
envelope of the building in order to enhance passive stack 
venting. 


EXCEPTION: A fan for subslab depressurization system includes the 


following: 

1. Soil-gas retarder membrane as specified in Section 
1203.6.3.2.4; 

2. Sealing of penetrations and joints as specified in 
Section 1203.6.3.2.5; 

3. A 3-inch continuous sealed radon pipe shall run 
from a point within the aggregate under each concrete 
slab to a point outside the building; 

4. Joints and connections shall be gas tight, and may 
be of either PVC schedule 40 or ABS schedule of 
equivalent in wall thickness; 

5. A label of "radon vent" shall be placed on the pipe 
so as to remain visible to an occupant; 


6. Fan circuit and wiring as specified in Section 
1203.6.3.2.7 and a fan. 


If the subslab depressurization system is exhausted 
through the concrete foundation wall or rim joist, the exhaust 
terminus shall be a minimum of 6 feet from operable win- 
dows or outdoor air intake vents and shall be directed away 
from operable windows and outdoor air intake vents to pre- 
vent radon reentrainment. 


1203.6.3.2.7 Fan circuit and wiring and location. An area 
for location of an in-line fan shall be provided. The location 
shall be as close as practicable to the radon vent pipe's point 
of exit from the building, or shall be outside the building 
shell; and shall be located so that the fan and all downstream 
piping is isolated from the indoor air. 

Provisions shall be made to allow future activation of an 
in-line fan on the radon vent pipe without the need to place 
new wiring. A 110 volt power supply shall be provided at a 
junction box near the fan location. 


1203.6.3.2.8 Separate aggregate areas. If the 4-inch aggre- 
gate area underneath the concrete slab is not continuous, but 
is separated into distinct isolated aggregate areas by a footing 
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or other barrier, a minimum of one radon vent pipe shall be 
installed into each separate aggregate area. 


EXCEPTION: Separate aggregate areas may be considered a single 


area if a minimum 3-inch diameter connection joining 
the separate areas is provided for every 30 feet of bar- 
rier separating those areas. 


1203.6.3.2.9 Concrete block walls. Concrete block walls 
connected to below grade areas shall be considered unsealed 
surfaces. All openings in concrete block walls that will not 
remain accessible upon completion of the building shall be 
sealed at both vertical and horizontal surfaces, in order to cre- 
ate a continuous air barrier to limit the transport of soil-gas 
into the indoor air. 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-1204 Section 1204—Temperature con- 
trol. 


1204.1 Equipment and systems. Interior spaces intended 
for human occupancy shall be provided with active or passive 
space-heating systems capable of maintaining a minimum 
indoor temperature of 68°F (20°C) at a point 3 feet (914 mm) 
above the floor on the design heating day. 


EXCEPTION: 1. Interior spaces where the primary purpose is not 


associated with human comfort. 


2. Group R-1 Occupancies not more than 500 square 
feet. 


1204.2.1 Definitions. For the purposes of this section only, 
the following definitions apply. 


DESIGNATED AREAS are those areas designated by a county 
to be an urban growth area in chapter 36.70A RCW and those 
areas designated by the U.S. Environmental Protection 
Agency as being in nonattainment for particulate matter. 


SUBSTANTIALLY REMODELED means any alteration or resto- 
ration of a building exceeding 60 percent of the appraised 
value of such building within a 12-month period. For the pur- 
pose of this section, the appraised value is the estimated cost 
to replace the building and structure in-kind, based on current 
replacement costs. 


1204.2.2 Primary heating source. Primary heating sources 
in all new and substantially remodeled buildings in desig- 
nated areas shall not be dependent upon wood stoves. 


1204.2.3 Solid fuel burning devices. No new or used solid 
fuel burning device shall be installed in new or existing build- 
ings unless such device is United States Environmental Pro- 
tection Agency certified ((orapelletstove-eithereertified)) or 
exempt from certification by the United States Environmen- 
tal Protection Agency and conforms with RCW 70.94.011, 
70.94.450, 70.94.453 and 70.94.457. 


EXCEPTION: ((Antique)) 1. Wood cook stoves ((and)). 


2. Antique wood heaters manufactured prior to 1940. 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1208 Section 1208—Interior space 
dimensions. 


1208.2 Minimum ceiling heights. Occupiable spaces and 
habitable spaces shall have a ceiling height of not less than 7 
feet 6 inches (2286 mm). Bathrooms, toilet rooms, kitchen, 
storage rooms and laundry rooms shall be permitted to have a 
ceiling height of not less than 7 feet (2134 mm). 


EXCEPTIONS: 1. In one- and two-family dwellings, beams or girders 
spaced not less than 4 feet (1219 mm) on center ((and 
projecting)) shall be permitted to project not more 
than 6 inches (152 mm) below the required ceiling 
height. 

2. If any room in a building has a sloped ceiling, the 
prescribed ceiling height for the room is required in 
one-half the area thereof. Any portion of the room 
measuring less than 5 feet (1524 mm) from the fin- 
ished floor to the ceiling shall not be included in any 
computation of the minimum area thereof. 

3. The height of mezzanines ((eenstructed)) and 
spaces below mezzanines shall be in accordance with 
Section 505.1. 


1208.3 Room area. Every dwelling unit shall have ((at 
łeast)) no fewer than one room that shall have not less than 
120 square feet (13.9 m?) of net floor area. Other habitable 
rooms shall have a net floor area of not less than 70 square 
feet (6.5 m?). 


EXCEPTION: Kitchens ((#+0ne—and+we-familydwellings)) are not 


required to be of a minimum floor area. 


Portions of a room with a sloped ceiling measuring less 
than 5 feet (1524 mm) or a flat ceiling measuring less than 7 
feet (2134 mm) from the finished floor to the finished ceiling 
shall not be considered as contributing to the minimum hab- 
itable area for that room. 


AMENDATORY SECTION (Amending WSR 05-01-014, 
filed 12/2/04, effective 7/1/05) 


WAC 51-50-1210 Section 1210—((Surreundimne 
meaterials)) Toilet and bathroom requirements. 


((4246.5)) 1210.4 Toilet rooms. This section is not adopted. 
(The requirements of this section have been moved to 
Section ((29922-4-4)) 2902.3.1.1) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1403 Section 1403—Performance 
requirements. 


1403.2 Weather protection. Exterior walls shall provide the 
building with a weather-resistant exterior wall envelope. The 
exterior wall envelope shall include flashing as described in 
Section 1405.4. The exterior wall envelope shall be designed 
and constructed in such a manner as to prevent the accumula- 
tion of water within the wall assembly by providing a water- 
resistant barrier behind the exterior veneer, as described in 
Section 1404.2, and a means ((ef)) for draining water that 
enters the assembly to the exterior. An air space cavity is not 
required under the exterior cladding for an exterior wall clad 
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with lapped or panel siding made of plywood, engineered 
wood, hardboard, or fiber cement. Protection against conden- 
sation in the exterior wall assembly shall be provided in 
accordance with Section 1405.3. 


EXCEPTIONS: 1. A weather-resistant exterior wall envelope shall not 
be required over concrete or masonry walls designed 
in accordance with Chapters 19 and 21, respectively. 
2. Compliance with the requirements for a means of 
drainage, and the requirements of Sections 1404.2 and 
((4405.3)) 1405.4, shall not be required for an exterior 
wall envelope that has been demonstrated through 
testing to resist wind-driven rain, including joints, 
penetrations and intersections with dissimilar materi- 
als, in accordance with ASTM E 331 under the fol- 
lowing conditions: 

2.1 Exterior wall envelope test assemblies shall 
include at least one opening, one control joint, one 
wall/eave interface and one wall sill. All tested open- 
ings and penetrations shall be representative of the 
intended end-use configuration. 

2.2 Exterior wall envelope test assemblies shall be at 
least 4 feet by 8 feet (1219 mm by 2438 mm) in size. 
2.3 Exterior wall envelope assemblies shall be tested 
at a minimum differential pressure of 6.24 pounds per 
square foot (psf) (0.297 kN/m7). 

2.4 Exterior wall envelope assemblies shall be sub- 
jected to a minimum test exposure duration of 2 hours. 
The exterior wall envelope design shall be considered 
to resist wind-driven rain where the results of testing 
indicate that water did not penetrate control joints in 
the exterior wall envelope, joints at the perimeter of 
openings or intersections of terminations with dissim- 
ilar materials. 

3. Exterior insulation and finish systems (EIFS) com- 
plying with Section 1408.4.1. 


1403.5 Vertical and lateral flame propagation. Exterior 
walls on buildings of Type I, H, HI, or IV construction that 
are greater than 40 feet (12,192 mm) in height above grade 


plane and contain a combustible water-resistive barrier shall 
be tested in accordance with and comply with the acceptance 


criteria of NFPA 285. 
EXCEPTION: 


Walls that contain less than 500 gm/m? combustible 
material and where the water-resistive barrier has a 
flame spread index of 25 or less and a smoke-devel- 
oped index of 450 or less as determined in accordance 
with ASTM E 84 or UL 723. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1405 Section 1405—((InstaHatien—of 
walleoeverines.)) Reserved. 


((4405.6.2 -Seismic+equirenrents:_Anchored masonry 
veneerlocatedin Seismie Design Category CDE, ot Esha 


confermtethe requirements of Section 6.2210 except See- 
ten 622103.2 of FMS 402/AC} 530/ASCE 5-)) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1609 Section 1609—((Windeads-)) 
Reserved. 


1 46d p alenat ; He wi ENS 


with Chapter 6-0f ASCE Lerprevisiens-ofthe alternate al- 
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ASCE-7 subject tothetimitationsin Section 
46094+42,)) 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-1702 Section 1702—Definitions. 


1702.1 ((Generak)) Definitions. The following terms are 
defined in Chapter 2: (add terms from 2012 IBC pg 379) 


SMALL BUSINESS. (Any business entity Gnehidine—a sole 


NEW SECTION 


WAC 51-50-1705 Required verification and inspection. 


which has-fifty-or fewer 


empleyeesorwhieh has amtten 
delars—ortess_-per-yearin sress_sates_ofawindew_and deor 
products-)) 


Modify Table 1705.3. Remainder of Table 1705.3 remains as published in the 2012 IBC. 


Table 1705.3 
Required Verification and Inspection of Concrete Construction 


Verification and 


Inspection Continuous 


Periodic 


Referenced Standard? IBC Reference 


3. Inspection of 
anchors cast in con- 
crete. 


ACI 318: D.9.2 


4. Inspection of 
anchors post-installed 
in hardened concrete 
members’. 


a. Adhesive anchors X 
installed in horizon- 
tally or upwardly 
inclined orientations to 
resist sustained tension 
loads. 


ACI 318: D.9.2.4 


b. Mechanical anchors 
and adhesive anchors 
not defined in 4a. 


ACI 318: D.9.2 


a. Where applicable, see also Section 1705.11, Special inspections for seismic resistance. 

b. Specific requirements for special inspection shall be included in the research report for the anchor issued by an approved source in accordance with 
D.9.2 in ACI 318, or other qualification procedures. Where specific requirements are not provided, special inspection requirements shall be specified by 
the registered design professional and shall be approved by the building official prior to the commencement of the work. 


NEW SECTION 


WAC 51-50-1710 Section 1710—Preconstruction 
load tests. 


1710.5 Exterior window and door assemblies. The design 
pressure rating of exterior windows and doors in buildings 
shall be determined in accordance with Section 1710.5.1 or 
1710.5.2. 


EXCEPTIONS: 1. Structural wind load design pressures for window 


units smaller than the size tested in accordance with 
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Section 1710.5.1 or 1710.5.2 shall be permitted to be 
higher than the design value of the tested unit pro- 
vided such higher pressures are determined by 
accepted engineering analysis. All components of the 
small unit shall be the same as the tested unit. Where 
such calculated design pressures are used, they shall 
be validated by an additional test of the window unit 
having the highest allowable design pressure. 


2. Custom exterior windows and doors manufactured 
by a small business shall be exempt from all testing 
requirements in Section 1710 of the International 
Building Code provided they meet the applicable pro- 
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visions of Chapter 24 of the International Building 
Code. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1715 Section 1715—((Preeenstruction 
loadHests-)) Reserved. 


((+45-5-Exterior-vindenand-deerassembles.—_The 


tS Stott HSR 
Seetion 115-5 0¢ F552 shal _be-permitted+ebe 


higher than the desien -vahie-of the tested unit _pre- 
vided such _hicher pressures are determined by 


smathinit shall be the sameasthe tested anit Where 


NEW SECTION 
WAC 51-50-1901 Section 1901—General. 


1901.2.1 Anchoring to concrete. Anchoring to concrete 
shall be in accordance with ACI 318 as amended in Section 
1905, and applies to cast-in (headed bolts, headed studs, and 
hooked J-or L-bolts) anchors and post-installed expansion 
(torque-controlled and displacement-controlled), undercut, 
and adhesive anchors. 


NEW SECTION 


WAC 51-50-1903 Section 1903—Specifications for 
tests and materials. 


1903.1 General. Materials used to produce concrete, con- 
crete itself and testing thereof shall comply with the applica- 
ble standards listed in ACI 318 where required, special 
inspections and tests shall be in accordance with Chapter 17. 


EXCEPTION: The following standards as referenced in Chapter 35 


shall be permitted to be used. 
1. ASTM C 150 

2. ASTM C 595 

3. ASTM C 1157 


NEW SECTION 


WAC 51-50-1904 Section 1904—Durability require- 
ments. 


1904.1 Structural concrete. Structural concrete shall con- 
form to the durability requirements of ACI 318. 

EXCEPTION: For Group R-2 and R-3 occupancies not more than 
three stories above grade plane, the specified com- 
pressive strength, f. for concrete in basement walls, 


foundation walls, exterior walls and other vertical sur- 
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faces exposed to the weather shall be not less than 
3000 psi. 


1904.2 Nonstructural concrete. The registered design pro- 
fessional shall assign nonstructural concrete a freeze-thaw 
exposure class, as defined in ACI 318, based on the antici- 
pated exposure of nonstructural concrete. Nonstructural con- 
crete shall have a minimum specified compressive strength, 
f'a of 2500 psi for Class F0; 3000 psi for Class F1; and 3500 
psi for Classes F2 and F3. Nonstructural concrete shall be air 
entrained in accordance with ACI 318. 


NEW SECTION 


WAC 51-50-1905 Section 1905—Modifications to 
ACI 318. 


1905.1 General. The text of ACI 318 shall be modified as 
indicated in Sections 1905.1.1 through 1905.1.10. 


WALL PIER. This definition is not adopted. 


(Other definition remains unchanged) 


1905.1.3 ACI 318, Section 21.4. Modify ACI 318, Section 
21.4, by adding new Section 21.4.3 and renumbering existing 
Section 21.4.3 to become 21.4.4. 


21.4.3 - Connections that are designed to yield shall be capa- 
ble of maintaining 80 percent of their design strength at the 
deformation induced by the design displacement or shall use 
Type 2 mechanical splices. 


21.4.4 - Elements of the connection that are not designed to 
yield shall develop at least 1.5 Sy. 


1905.1.4 ACI 318, Section 21.9. This section is not adopted. 
1905.1.9 ACI 318, Section D.3.3. 


Modify ACT 318 Sections D.3.3.4.2 and D.3.3.5.2 to read 
as follows: 


D.3.3.4.2 - Where the tensile component of the strength-level 
earthquake force applied to anchors exceeds 20 percent of the 
total factored anchor tensile force associated with the same 
load combination, anchors and their attachments shall be 
designed in accordance with D.3.3.4.3. The anchor design 
tensile strength shall be determined in accordance with 
D.3.3.4.4. 


EXCEPTIONS: 1. Anchors designed to resist wall out-of-plane forces 


with design strengths equal to or greater than the force 
determined in accordance with ASCE 7 Equation 
12.11-1 or 12.14-10 need not satisfy Section 
D.3.3.4.3. 

2. Anchors in concrete designed to support nonstruc- 
tural components in accordance with ASCE 7 Section 
13.4.2 need not satisfy Section D.3.3.4.3. 


D.3.3.5.2 - Where the shear component of the strength-level 
earthquake force applied to anchors exceeds 20 percent of the 
total factored anchor shear force associated with the same 
load combination, anchors and their attachments shall be 
designed in accordance with D.3.3.5.3. The anchor design 
shear strength for resisting earthquake forces shall be deter- 
mined in accordance with D.6. 
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EXCEPTIONS: 1. D.3.3.5.3 need not apply and the design shear 
strength in accordance with D.6.2.1(c) need not be 
computed for anchor bolts attaching wood sill plates 
of bearing or nonbearing walls of light-frame wood 
structures to foundations or foundation stem walls 


provided all of the following are satisfied: 


1.1. The allowable in-plane shear strength of the 
anchor is determined in accordance with AF&PANDS 
Table 11E for lateral design values parallel to grain. 


1.2. The maximum anchor nominal diameter is 5/8 
inches (16 mm). 

1.3. Anchor bolts are embedded into concrete a mini- 
mum of 7 inches (178 mm). 

1.4. Anchor bolts are located a minimum of 1 3/4 
inches (45 mm) from the edge of the concrete parallel 
to the length of the wood sill plate. 


1.5. Anchor bolts are located a minimum of 15 anchor 
diameters from the edge of the concrete perpendicular 
to the length of the wood sill plate. 

1.6. The sill plate is 2-inch or 3-inch nominal thick- 
ness. 

2. Section D.3.3.5.3 need not apply and the design 
shear strength in accordance with Section D.6.2.1(c) 
need not be computed for anchor bolts attaching cold- 
formed steel track of bearing or nonbearing walls of 
light-frame construction to foundations or foundation 
stem walls provided all of the following are satisfied: 
2.1. The maximum anchor nominal diameter is 5/8 
inches (16 mm). 

2.2. Anchors are embedded into concrete a minimum 
of 7 inches (178 mm). 

2.3. Anchors are located a minimum of 1 3/4 inches 
(45 mm) from the edge of the concrete parallel to the 
length of the track. 

2.4. Anchors are located a minimum of 15 anchor 
diameters from the edge of the concrete perpendicular 
to the length of the track. 

2.5. The track is 33 to 68 mil designation thickness. 
Allowable in-plane shear strength of exempt anchors, 
parallel to the edge of concrete shall be permitted to be 
determined in accordance with AISI S100 Section 
E3.3.1. 

3. Anchors in concrete designed to support nonstruc- 
tural components in accordance with ASCE 7 Section 
13.4.2 need not satisfy Section D.3.3.5.3. 

4. In light-frame construction, bearing or nonbearing 
walls, shear strength of concrete anchors less than or 
equal to 1 inch (25 mm) in diameter connecting sill 
plate or track to foundation or foundation stem wall 
need not satisfy D.3.3.5.3 when the design strength of 
the anchors is determined in accordance with D.6.2.1 


(c). 


1905.1.10 ACI 318, Section D.4.2.2. Delete ACI 318, Sec- 
tion D.4.2.2, and replace with the following: 


D.4.2.2 - For anchors with diameters not exceeding 4 in., the 
concrete breakout strength requirements shall be considered 
satisfied by the design procedure of D.5.2 and D.6.2. For 
anchors in shear with diameters exceeding 4 inches, shear 
anchor reinforcement shall be provided in accordance with 
the procedures of D.6.2.9. 


NEW SECTION 


WAC 51-50-1908 Section 1908—Anchorage to con- 
crete—Allowable stress design. This section is not adopted. 
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NEW SECTION 


WAC 51-50-1909 Section 1909—Anchorage to con- 
crete—Strength design. This section is not adopted. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-2104 Section 2104—((Construetion-)) 
Reserved. 


((2404-4-Masenryconstruction,_Masenry_construction 
shalt comph—with the requirements_of Sections 210444 
through 2104-6 and awith FMS 602/4 CT 530 1/ASCE 6 
exceptas modified by Sections 2104-5 and 2104-6. 


24104.5-FMS 602/4-C} 530-4/4SCE_6, Article 3.5 -D_sreut 
ana aa a a Le-and2b-of Article 35D 


eS D-Lb When the conditions. of Anicles 3.5 D-Latand 
shin “Hitt if heiol hel 
of thetowest bond beam thatis-meorethan 533-4634) 
above the bottent ofthe tHt_but de net exceed a grout tt 


B54 View fis condilidad of Article 45) 1.49 Se 
Article 3-5 Dat are netimet place groutin tifts net 


Provide-cleanouts-inthe-bottom-course-of-masonry-for 
each-groutpour-whemthe-groutpourheightexceeds-533ft 
€-6349}):)) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-21070 Section 2107—Allowable stress 
design. 


2107.1 General. The design of masonry structures using 
allowable stress design shall comply with Sections 2106, 
2107.2 and the requirements of Chapters 1 and 2 of TMS 
402/ACI 530/ASCE 5 except as modified by Sections 
((24073)) 2107.2 through 2107.5. 


((2407.2-Lead_ecombinations._Structires_and portions 
thereofshal be destenedte resist the most critical effects 


pose meson) the (pa como E eh Ors Ol peng i: 


4605's 2 thal inclade-wind orse sise lohds. allowable 
stresses-are-permitted tobe increased by one-third. 
24076-FMS-402/4C} 530/48 CE 5 Section +16 anchor 


belts. _ Modify the second paragraph of Section 116-1 as fol 
oe cub te nk ee eRe en pumas 
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ee E E 


T cement ney en 


1/4 Sach (6-4 mm) of f 

ofthe belt andthe masenryanit- or 2 ineh_42-F mam) of 
eoarse grout between the head-or bentleg of the bolt andthe 
masonryarmit-)) 

2107.2 TMS 402/ACI 530/ASCE 5, Section 2.1.8.7.1.1, lap 
splices. In lieu of Section 2.1.8.7.1.1, it shall be permitted to 
design lap splices in accordance with Section 2107.2.1. 


2107.2.1 Lap splices. The minimum length of lap splices for 
reinforcing bars in tension or compression, /,, shall be 


1,= 0.002d, f, (Equation 21-1) 


0.29, f, 


For SI: Ly = 


but not less than 12 inches (305 mm). In no case shall the 
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where: 


d, = Diameter of reinforcement, inches (mm). 


Í; = Computed stress in reinforcement due to design loads 


psi (MPa). 


In regions of moment where the design tensile stresses in 
the reinforcement are greater than 80 percent of the allowable 
steel tension stress, F,, the lap length of splices shall be 
increased not less than 50 percent of the minimum required 
length, but need not be greater than 72d,. Other equivalent 
means of stress transfer to accomplish the same 50 percent 
increase shall be permitted. Where epoxy coated bars are 
used, lap length shall be increased by 50 percent. 


2107.5 TMS 402/ACI 530/ASCE 5. Modify Section 2.3.4 
Axial compression and flexure, as follows: 


2.3.4.2.1 The compressive force in reinforced masonry due to 
axial load only shall be permitted to not exceed that given by 


length of the lapped splice be less than 40 bar diameters. 


(a) For members having an //r ratio not greater than 99: 


P = 


: (0.33 f' mAn + 0.654,F,) [1-(h/140r)?] 


(b) For members having an //r ratio not greater than 99: 
P = 


(0.33 f' mAn + 0.65F,A,) (70r/h)? 


Equation 2-21 or Equation 2-22. 


(Equation 2-21) 


(Equation 2-22) 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in the copy filed by the agency and appear in the Register 


pursuant to the requirements of RCW 34.08.040. 


Reviser's note: RCW 34.05.395 requires the use of underlining and deletion marks to indicate amendments to existing rules. The rule published above 
varies from its predecessor in certain respects not indicated by the use of these markings. 


AMENDATORY SECTION (Amending WSR 10-03-097, 


filed 1/20/10, effective 7/1/10) 


WAC 51-50-2108 Section 2108—((Strensth-desien-of 
masonry-)) Reserved. 


De eee aes 


2408.5-FMS-402/A- CF 530/ASCE-5,Sectiont164-anchor 
belts. _ Modify the second paragraph of Section 116-1 as fol 
lows: roe por or asec E O meee a 


ES LOS ESAT TITANS 
ie Fp eke sca eam ts Td A 


ites the face sels Photos sss its al be pe 


Tent 1s Pe be 


ofthe belt and the masenryunit- or 1 inch 42-7 mm) of 
eearse-srout between the head_or bent les of the bolt and the 
masontyumt)) 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-2111 Section 2111—Masonry fireplaces. 


2111.7 Fireplaces. Fireplaces shall be provided with each of 
the following: 

1. Tightly fitting flue dampers, operated by a readily 
accessible manual or approved automatic control. 


EXCEPTION: Fireplaces with gas logs shall be installed in accor- 
dance with the International Mechanical Code Section 
901, except that the standards for liquefied petroleum 
gas installations shall be NFPA 58 (Liquefied Petro- 
leum Gas Code) and NFPA 54 (National Fuel Gas 


Code). 


2. An outside source for combustion air ducted into the 
firebox. The duct shall be at least 6 square inches, and shall 
be provided with an operable outside air duct damper. 


EXCEPTION: Washington certified fireplaces shall be installed with 
the combustion air systems necessary for their safe 
and efficient combustion and specified by the manu- 
facturer in accordance with (( 

Building Standard 31-2 (WAC 51-50-31200) and)) 
IBC Section 2114 (WAC 51-50-2114). 


3. Site built fireplaces shall have tight fitting glass or 
metal doors, or a flue draft induction fan or as approved for 
minimizing back-drafting. Factory built fireplaces shall use 
doors listed for the installed appliance. 


2111.7.1 Lintel and throat. Masonry over a fireplace open- 
ing shall be supported by a lintel of noncombustible material. 
The minimum required bearing length on each end of the fire- 
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place opening shall be 4 inches (102 mm). The fireplace 
throat or damper shall be located a minimum of 8 inches (203 
mm) above the top of the fireplace opening. 


AMENDATORY SECTION (Amending WSR 04-01-108, 
filed 12/17/03, effective 7/1/04) 


WAC 51-50-2114 Section 2114—Emission stan- 
dards. 


2114.1 Emission Standards for Factory-built Fireplaces. 
((After January4997 )) No new or used factory-built fire- 
place shall be installed in Washington state unless it is certi- 
fied and labeled in accordance with procedures and criteria 
specified in (( State Buildine Code Standard 
34+2)) ASTM E2558 Standard Test Method for determining 
particulate matter emission from fires in low mass wood 
burning fireplaces. 

To certify an entire fireplace model line, the internal 
assembly shall be tested to determine its particulate matter 
emission performance. Retesting and recertifying is required 
if the design and construction specifications of the fireplace 
model line internal assembly change. Testing for certification 
shall be performed by a Washington state department of ecol- 
ogy (DOE) approved and U.S. Environmental Protection 
Agency (EPA) accredited laboratory. 


2114.2 Emission Standards for Certified Masonry and 
Concrete Fireplaces. ((AfterJanuaryt 1997 new certified 
masonry-or concrete fireplacesinstalled in Washingtonstate 


Kaas (EPA D (abasic) ao ad con- 


crete fireplace model lines certified to Washington State 
Building Code Standard 31-2 prior to July 1, 2013, may 
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constructed, installed and maintained in accordance with the 
state plumbing code. 


2901.2 (Minin +equirements:Phimbing fixtures and 


sanitation facHities- shall be- provided nthe mind number 
shown in Fable 2902-1 and in this-chapter—Where the pre- 
posed eccupancy_is not tisted in Fable 2902-1 the building 
effieral shall determine the fixture-and facility requirements 
based onthe -ceccupaney which most nearly resembles the 
prepesed_oecupaney—the number of cceupants sed for 
determining minimum fixtires-and faciities shal be-com- 
puted-atthe rate of one-cecupant per unit of net floor area_as 
preseribedin Fable 29024. 


Plumbing fixtures need not be _ provided for uneceupied 
buildings or -facitities-)) Health codes. In food preparation, 


serving and related storage areas, additional fixture require- 
ments may be dictated by health codes. 


SECTION 2902—((FRCFERES)) MINIMUM PLUMBING FACILITIES. 


2902.1 Minimum number of fixtures. Plumbing fixtures 
shall be provided for the type of occupancy and in the mini- 
mum number shown in Table 2902.1. Types of occupancies 
not shown in Table 2902.1 shall be determined individually 
by the building official based on the occupancy which most 
nearly resembles the proposed occupancy. The number of 
occupants shall be determined by this code. Occupancy clas- 
sification shall be determined in accordance with Chapter 3. 
Plumbing fixtures need not be provided for unoccupied 
buildings or facilities. 


2902.1.1 Fixture calculations. To determine the occupant 
load of each sex, the total occupant load shall be divided in 
half. To determine the required number of fixtures, the fix- 
ture ratio or ratios for each fixture type shall be applied to the 
occupant load of each sex in accordance with Table 2902.1. 
Fractional numbers resulting from applying the fixture ratios 
of Table 2902.1 shall be rounded up to the next whole num- 
ber. For calculations involving multiple occupancies, such 
fractional numbers for each occupancy shall first be summed 
and then rounded up to the next whole number. 


EXCEPTION: 


The total occupant load shall not be required to be 


retain certification provided the design and construction 
specifications of the fireplace model line internal assembly 


do not change. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-2900 Chapter 29—((Minhimeam)) Plumb- 
ing ((fixtures-and-sanitetion_facitities)) systems. 


SECTION 2901—GENERAL. 


2901.1 Scope. The provisions of this chapter and the state 
plumbing code shall ((apphytethe numberof phimbine fae 


tures-and sanitation facilities tebe provided in an -oceupaney 
regulated by this Cede)) govern the erection, installation, 


alteration, repairs, relocation, replacement, addition to, use 
or maintenance of plumbing equipment and systems. Toilet 
and bathing rooms shall be constructed in accordance with 
Section 1210. Plumbing systems and equipment shall be 
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divided in half where approved statistical data indi- 
cate a distribution of the sexes of other than 50 percent 
of each sex. 


((2962-4-4)) 2902.1.1.1 Private offices. Fixtures only acces- 
sible to private offices shall not be counted to determine com- 
pliance with this section. 


2902.1.1.2 Urinals. Where urinals are provided, one water 
closet less than the number specified may be provided for 
each urinal installed, except the number of water closets in 
such cases shall not be reduced to less than one quarter (25%) 
of the minimum specified. For men's facilities serving 26 or 
more persons, not less than one urinal shall be provided. 


2902.1.2 ((Oeeupaneytoad-distribution- The occupantiead 
iS 

Saa ro nie es ae OE, saa a 

bution-ofthe-sexes- 
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plumbing facilities, see Seetion 1210 and Chapter. )) Fam- 


ily or assisted-use toilet and bath fixtures. Fixtures located 
within family or assisted-use toilet and bathing rooms 


required by Section 1109.2.1 are permitted to be included in 
the number of required fixtures for either the male or female 
occupants in assembly and mercantile occupancies. 


2902.2 ((Aeeesste—fixtures.)) Separate facilities. Where 
plumbing fixtures are required, separate facilities shall be 
provided for each sex. 


EXCEPTIONS: 


1. Separate facilities shall not be required for dwelling 
units and sleeping units. 

2. Separate facilities shall not be required in structures 
or tenant spaces with a total occupant load, including 
both employees and customers, of 15 or less. 

3. Separate facilities shall not be required in mercan- 
tile occupancies in which the maximum occupant load 
is 100 or less. 


2902.2.1 ((beeationPhimbing ftures shalt be toeatedin 
each _buildine or conveniently ina building adjacent thereto 
omthesame-property- 


2962.2.1,1-Feilet+eons.—_Totetreooms-shal net open 
ee 


3l id . j facili . lie ae WL “hi 
state- 


tensas chal bo throuslea Common sue acca nud Ao Ionek 
an-area_controHed by-atenant 


beteeated morethan one-vertical stery_abeve_or below the 


2903.4-Pay facilities. Required faciities-shalt be free of 
charee—Where-payfactities-are mstaled they shall bein 
addition tothe minimum required facilities. 
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stoohHmaloceupancies-shal-beHocatedHnaelearspace-not 

lessthan 30-inches_762 mam) width -withaelear spacen 

frontefthe-steolefnetessthan 24 inches (640 mm} 

2904.3-Water—Each required sink lavatory bathtub-and 
ori | Fi 


drinking fountain for the first 150 cceupants,_ then one-per 
((EXCEPFIONS- 4+ Sporting facilities with-concessions serving drinks 
ae Seer 


pants. 
2A—drinkine fountain _ need net _be—provided in—a 


provided ortaci Hoor haeo eere thaw S50 -cueupeniete 
schools,_dermiteries, auditoriums, theaters, offices_and pub- 
ie buildines. 

2904-4-2 Penal institutiens-Penalinstitat alld 
drinking fountain _on-each cell bleek fleor and one-on each 
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FYPE-OF BUTLDING-OR- 
OCCEUPANEY® 


WACFER-EEOSEFS 


(fextures-per-persen) 


MAŁE? FEMALE 


EAVAFOREES® 
(fixtures per person 


MABE FEMALE 


BAFHFCB-OR- SHOWER 


(fixtures perperson) 


Ferthe-eceupanciestisted below, use 30 square feet 2-79 -m*} per occupant for the minimum number of plumbing fixtures- 


One-per2swater-clesets 


Ferthe eceupancies sted below, use2 2} pereceupant forthe minimum numberof phinbine fixtures- 
trative employee accessory 3:36-55 3:36-55 
ai Over 55_add one fer each 

ditional Se 
Ferthe-eceupancies_tisted below, use 100 square feet -9.3-m*)} per student fer the minimum number of plumbing fixtures- 
(Onestaff per 20 students} Over 55_add one fixture for 

hadditional Ae 

Permanent [ 234 ] 


Washington State Register, Issue 13-04 


WSR 13-04-067 


WOCFER-CEOSEFS FAA FORES 
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WAFER-EŁOSEFS 
FYPE-OFBHEPING-OR- (fixtures-perperson} 
GEEHen" MEARE? FREMECEE 


bAVAPOREES® 
Cixtures per person) BAPHEUB-OR SHOWER 
MAHE FEMALE Hixtures-perpersen) 


hespitals- 
SW hen-a-space_is-accessory_te-or inchided_as-a part of a different 


oceupaney-group-per- Chapter 3, 
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Family or _assisted-use toilet facilities serving as separate 
facilities. Where a building or tenant space requires a sepa- 
rate toilet facility for each sex and each toilet facility is 
required to have only one water closet, two family/assisted- 
use toilet facilities shall be permitted to serve as the required 
separate facilities. Family or assisted-use toilet facilities 
shall not be required to be identified for exclusive use by 
either sex_as required by Section 2902.4. 


2902.3 Employee and public toilet facilities. Customers, 
patrons and visitors shall be provided with public toilet facil- 
ities in structures and tenant spaces intended for public utili- 


zation. The number of plumbing fixtures located within the 
required toilet facilities shall be provided in accordance with 


Section 2902.1 for all users. Employees shall be provided 
with toilet facilities in all occupancies. Employee toilet facil- 
ities shall either be separate or combined employee and pub- 
lic toilet facilities. 


Washington State Register, Issue 13-04 


EXCEPTION: Public toilet facilities shall not be required in open or 
enclosed parking garages. Toilet facilities shall not be 
required in parking garages where there are no park- 


ing attendants. 


2902.3.1 Access. The route to the public toilet facilities 
required by Section 2902.3 shall not pass through kitchens, 
food preparation areas, unpackaged food storage areas, stor- 
age rooms or closets. Access to the required facilities shall be 
from within the building or from the exterior of the building. 
Access to toilets serving multiple tenants shall be through a 
common use area and not through an area controlled by a ten- 
ant. All routes shall comply with the accessibility require- 
ments of this code. The public shall have access to the 
required toilet facilities at all times that the building is occu- 
pied. For other requirements for plumbing facilities, see 


Chapter 11. 


2902.3.1.1 Food preparation areas. Toilet rooms shall not 
open directly into a room used for the preparation of food for 


service to the public or residents of Group R-2 boarding 
homes and residential treatment facilities licensed by Wash- 


ington state. 


2902.3.2 Location of toilet facilities in occupancies other 


than malls. In occupancies other than covered and open mall 
buildings, the required public and employee toilet facilities 


shall be located in each building not more than one story 
above or below the space required to be provided with toilet 
facilities, or conveniently in a building adjacent thereto on 
the same property, and the path of travel to such facilities 
shall not exceed a distance of 500 feet (152 m). 


EXCEPTION: 


The location and maximum travel distances to 
required employee facilities in factory and industrial 
occupancies are permitted to exceed that required by 
this section, provided that the location and maximum 
travel distance are approved. 


2902.3.3 Location of toilet facilities in malls. In covered 
and open mall buildings, the required public and employee 
toilet facilities shall be located not more than one story above 
or below the space required to be provided with toilet facili- 
ties, and the path of travel to such facilities shall not exceed a 
distance of 300 feet (91,440 mm). In mall buildings, the 
required facilities shall be based on total square footage (m2) 
within a covered mall building or within the perimeter line of 
an open mall building, and facilities shall be installed in each 
individual store or in a central toilet area located in accor- 
dance with this section. The maximum travel distance to cen- 
tral toilet facilities in mall buildings shall be measured from 
the main entrance of any store or tenant space. In mall build- 
ings, where employees' toilet facilities are not provided in the 
individual store, the maximum travel distance shall be mea- 
sured from the employees' work area of the store or tenant 
space. 


2902.3.4 Pay facilities. Where pay facilities are installed, 
such facilities shall be in excess of the required minimum 


facilities. Required facilities shall be free of charge. 


2902.3.5 Door locking. Where a toilet room is provided for 
the use of multiple occupants, the egress door for the room 
shall not be lockable from the inside of the room. This sec- 
tion does not apply to family or assisted-use toilet rooms. 
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2902.4 Signage. Required public facilities shall be desig- 
nated by a legible sign for each sex. Signs shall be readily 
visible and located near the entrance to each toilet facility. 
Signs for accessible toilet facilities shall comply with Section 
1110. 


2902.4.1 Directional signage. Directional signage indicat- 
ing the route to the public facilities shall be posted in accor- 


dance with Section 3107. Such signage shall be located in a 
corridor or aisle, at the entrance to the facilities for customers 
and visitors. 


2902.5 Drinking fountain location. Drinking fountains 
shall not be required to be located in individual tenant spaces 


provided that public drinking fountains are located within a 
travel distance of 500 feet of the most remote location in the 
tenant space and not more than one story above or below the 
tenant space. Where the tenant space is in a covered or open 
mall, such distance shall not exceed 300 feet. Drinking foun- 
tains shall be located on an accessible route. Drinking foun- 
tains shall not be located in toilet rooms. 


2902.5.1 Drinking fountain number. Occupant loads over 
30 shall have one drinking fountain for the first 150 occu- 


pants, then one per each additional 500 occupants. 
EXCEPTIONS: 


1. Sporting facilities with concessions serving drinks 
shall have one drinking fountain for each 1000 occu- 
pants. 

2. A drinking fountain need not be provided in a 
drinking or dining establishment. 


2902.5.2 Multistory buildings. Drinking fountains shall be 
provided on each floor having more than 30 occupants in 


schools, dormitories, auditoriums, theaters, offices and pub- 
lic buildings. 


2902.5.3 Penal institutions. Penal institutions shall have 
one drinking fountain on each cell block floor and one on 
each exercise floor. 


2902.6 Dwelling units. Dwelling units shall be provided 
with a kitchen sink. 


2902.7 Water closet space requirements. The water closet 
stool in all occupancies shall be located in a clear space not 


less than 30 inches (762 mm) in width, with a clear space in 
front of the stool of not less than 24 inches (610 mm). 


2902.8 Water. Each required sink, lavatory, bathtub and 
shower stall shall be equipped with hot and cold running 
water necessary for its normal operation. 


SECTION 2903—RESERVED. 
SECTION 2904—RESERVED. 
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Table 2902.1 
Minimum Number of Required Plumbing Fixtures* 
(See Sections 2902.2 and 2902.3) 


Water Closets Lavatories Bathtubs 


No. Classification Occupancy Description Male Female Male Female /Showers 


Io. 


1 Assembly A-1: Theaters and other 1 per 125 1 per 65 1 per 200 — 
buildings for the per- 
forming arts and 
motion pictures 


A-2% Nightclubs, bars, 1 per 40 1 per 40 1 per 75 = 
taverns, dance halls 
and buildings for 
similar purposes 


Restaurants, banquet | 1 per 75 l per 75 1 per 200 — 
halls and food courts 


P 
2 


Auditoriums without | 1 per 125 1 per 65 1 per 200 — 


permanent seating, 


art galleries, exhibi- 
tion halls, museums. 


lecture halls, librar- 
ies, arcades and 


gymnasiums 


Passenger terminals | 1 per 500 1 per 500 1 per 750 = 


and transportation 
facilities 


Places of worship 1 per 150 1 per 75 1 per 200 = 


and other religious 
services 


A-4 Coliseums, arenas, 1 per 75 for 1 per 40 for 1 per 200 1 per 150 = 
skating rinks, pools, | first1,500and | first 1,520 
and tennis courts for | 1 per 120 for | and 1 per 60 
indoor sporting remainder for remain- 
events and activities | exceeding der exceeding. 
1.500 1.520 


A-5 Stadiums amuse- 1 per 75 for 1 per 40 for 1 per 200 1 per 150 — 
ment parks, bleach- | first1.500and | first 1,520 

ers and grandstands | 1 per 120 for | and 1 per 60 
for outdoor sporting | remainder for remain- 
events and activities | exceeding der exceeding. 
1,500 1520 


2 Business 


es) 


Buildings for the 1 per 25 for first 50 and 1 per | 1 per 40 for first 80 and 1 = 
transaction of busi- | 50 forthe remainder exceeding | per 80 for remainder 
ness, professional 50 exceeding 80 
services, other ser- 
vices involving mer- 
chandise, office 
buildings, banks 


light industrial and 
similar uses 


lv 


Educational E Educational facili- 1 per 50 1 per 30 1 per 100 1 per 60 = 
ties 


4 Factory and indus- | F-1 and F-2 Structures in which | 1 per 100 1 per 100 Check State 
trial occupants are UPC 
engaged in work 
fabricating, assem- 
bly or processing of 


products or materi- 
als 


In 


Institutional I-1 Residential care 1 per 10 1 per 10 1 per 8 


1-2 Hospitals, ambula- | 1 per room? 1 per roomt lper15 


tory nursing home 
care recipient? 


Employees, other l per 25 1 per 35 = 
than residential care? 
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Water Closets Lavatories Bathtubs 
No. Classification Occupancy Description Male Female Male Female /Showers 
Visitors other than 1 per 75 1 per 100 — 
residential care 
L3 Prisons? 1 per cell 1 per cell 1 per 15 
Reformatories, 1 per 15 1 per 15 1 per 15 
detention centers 
and correctional 
centers? 
Employees? lper25 lper35 = 
1-4 Adult day care and 1 per 15 1 per 15 T 
child day care 
6 Mercantile M Retail stores, service | 1 per 500 1 per 750 = 
stations, shops, 
salesrooms, markets 
and shopping cen- 
ters 
7 Residential R-1 Hotels, motels, 1 per sleeping unit 1 per sleeping unit 1 per sleeping 
boarding houses unit 
(transient) 
R-2 Dormitories, frater- | 1 per 10 1 per 10 1 per 8 
nities, sororities and 
boarding houses (not 
transient) 
Apartment house 1 per dwelling unit 1 per dwelling unit 1 per dwelling 
unit 
R-3 One- and two-family | 1 per dwelling unit 1 per 10 1 per dwelling 
dwellings unit 
Congregate living 1 per 10 1 per 10 1 per 8 
facilities with 16 or 
fewer persons 
R-4 Congregate living 1 per 10 1 per 10 1 per 8 
facilities with 16 or 
fewer persons 
8 Storage S-1 Structures for the 1 per 100 1 per 100 Check State 
S-2 storage of goods, UPC 
warehouses, store- 
houses and freight 
depots, low and 
moderate hazard 


a. The fixtures shown are based on one fixture being the minimum required for the number of persons indicated or any fraction of the number of persons 


indicated. The number of occupants shall be determined by this code. 


b. Toilet facilities for employees shall be separate from facilities for inmates or care recipients. 


c. A single-occupant toilet room with one water closet and one lavatory serving not more than two adjacent patient sleeping units shall be permitted where 


such room is provided with direct access from each patient sleeping unit and with provisions for privacy. 


d. The occupant load for seasonal outdoor seating and entertainment areas shall be included when determining the minimum number of facilities required. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-3001 Reserved. 
Section 3002—Hoistway enclosures. 


3002.4 Elevator car to accommodate ambulance 
stretcher. In buildings four stories in height or more, and in 
buildings which are required to have an elevator and contain 
Group R-1, R-2 or I Occupancies on a level other than the 
exit discharge level, at least one elevator shall be provided for 
fire department emergency access to all floors. ((Seeh)) The 
elevator car shall be of such a size and arrangement to accom- 
modate a 24-inch by 84-inch (610 mm by 2134 mm) ambu- 
lance stretcher with not less than 5-inch (127 mm) radius cor- 
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ners, in the horizontal, open position and shall be identified 
by the international symbol for emergency medical services 
(star of life). The symbol shall not be less than 3 inches (76 
mm) ((high)) in height and shall be placed inside on both 
sides of the hoistway door frame. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-3108 Section 3108—((Feleeonmmunies- 


2.6.6.2, the extent of Fopegraphie Category 2, esearpments, 
shal extend 16+times_the heicht of the esearpment—Fowers 


Permanent 


WSR 13-04-067 


: seismice- desioen listed ia Section 213-shall 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-3401 Section 3401—General. 


3401.5 Alternative compliance. Work performed in accor- 
dance with the ((2009)) 2012 International Existing Building 
Code as amended in WAC 51-50-480000 shall be deemed to 
comply with the provisions of this chapter. 


3401.6 Dangerous conditions. The building official shall 
have the authority to require the elimination of conditions 


deemed dangerous. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-3411 Section 3411—Accessibility for 
existing buildings. 


3411.7 Alterations affecting an area containing a primary 
function. Where an alteration affects the accessibility to, or 
contains an area of primary function, the route to the primary 
function area shall be accessible. The accessible route to the 
primary function area shall include toilet facilities, tele- 
phones or drinking fountains serving the area of primary 
function. 


EXCEPTIONS: 1. The costs of providing the accessible route are not 
required to exceed 20 percent of the costs of the alter- 
ation affecting the area of primary function. 

2. This provision does not apply to alterations limited 
solely to windows, hardware, operating controls, elec- 
trical outlets and signs. 

3. This provision does not apply to alterations limited 
solely to mechanical systems, electrical systems, 
installation or alteration of fire protection systems and 
abatement of hazardous materials. 

4. This provision does not apply to alterations under- 
taken for the primary purpose of increasing the acces- 
sibility of ((an-existing buHding )) a facility ((er-ele- 
ment)). 

5. This provision does not apply to altered areas lim- 
ited to Type B dwellings and sleeping units. 


3411.8.11 Toilet rooms. Where it is technically infeasible to 
alter existing toilet and bathing ((faeHities)) rooms to be 
accessible, an accessible family or assisted use toilet or bath- 
ing ((faeHity)) room constructed in accordance with Section 
1109.2.1 is permitted. The family or assisted-use ((facHity)) 
toilet or bathing room shall be located on the same floor and 
in the same area as the existing ((facHity)) toilet or bathing 
rooms. The number of toilet ((factities)) or bathing rooms 
and water closets required by the State Building Code is per- 
mitted to be reduced by one, in order to provide accessible 
features. 
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NEW SECTION 

WAC 51-50-3500 Chapter 35—Reference standards. 
Add new standards to Chapter 35: 
ASTM 


C150-12 Specification for Portland Cement. 

C595-12 Specification for Blended Hydraulic Cement. 
C1157-11 Standard Performance Specification for Hydraulic 
Cement. 


NFPA 
720-12 Standard for the Installation of Carbon Monoxide 
(CO) Warning Equipment in Dwelling Units ...... 908.7.1 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480000 ((2009)) 2012 International 
Existing Building Code. 


INTERNATIONAL EXISTING BUILDING CODE 
((2069)) 2012 EDITION 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480101 Section 101—General. 


101.4 Applicability. When requested by the permit appli- 
cant, this code shall apply to the repair, alteration, change of 
occupancy and relocation of buildings existing on the date of 
adoption of this code, regardless of occupancy, subject to the 
criteria of Sections 101.4.1 and 101.4.2. When compliance 
with this code has not been requested, compliance with the 
State Building Code as adopted in Title 51 WAC shall be 
demonstrated. 


101.4.1 Buildings not previously occupied. A building or 
portion of a building that has not been previously occupied or 
used for its intended purpose in accordance with the laws in 
existence at the time of its completion shall comply with the 
provisions of the State Building Code adopted in Title 51 
WAC, for new construction or with any current permit for 
such occupancy. 


101.4.2 Buildings previously occupied. The legal occu- 
pancy of any building existing on the date of adoption of this 
code shall be permitted to continue without change, except as 
is specifically covered in this code, the International Fire 
Code, or as deemed necessary by the code official to mitigate 
an unsafe building. For the purpose of this section, "unsafe 
building" is not to be construed as mere lack of compliance 
with the current code. 


((4047)) 101.6 Appendices. The code official is authorized 
to require rehabilitation and retrofit of buildings, structures, 
or individual structural members in accordance with the 
appendices of this code if such appendices have been individ- 
ually adopted. Appendix A, Guidelines for the Seismic Ret- 
rofit of Existing Buildings, is hereby adopted as part of this 
code without any specific adoption by the local jurisdiction. 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480102 Section 102—Applicability. 


((402-4-4)) 102.4.1.1 Fire prevention. The provisions of the 
International Fire Code shall apply to matters affecting or 
relating to structures, processes and premises regarding: The 
hazard of fire and explosion arising from the storage, han- 
dling or use of structures, materials or devices; conditions 
hazardous to life, property or public welfare in the occupancy 
of structures or premises; and the construction, extension, 
repair, alteration or removal of fire suppression and alarm 
systems or fire hazards in the structure or on the premises 
from occupancy or operation except as specifically provided 
for in this Code. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480307 Section 307—((Change-efecer- 
paney.)) Reserved. 


((}B+3074-Conformanee-No-change shalt be made the 
use-oreccupancy of any building thatwould place the build 
ing-ina different division of the same _sroup-of eccupancy OF 
tra-different croup-of eceupancies, ttess-such butlding 4s 


nee Com wl Ore ea dua ie nieme Oral 


jesto he approval ofthe building offi the use or ocet- 
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new or proposed use is less hazardous, based on life and fire 
risk, than the existing use. The hazard tables of Chapter 10 
may be used to demonstrate the relative fire and life risk of 
the existing and the new proposed uses. 


NEW SECTION 

WAC 51-50-480505 Alteration—Level 3. 
505.1 Scope. Level 3 alterations apply where the work area 
exceeds 50% of the floor area of the building. 
AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480607 Section 607—((Energy—eonser- 
vatiom-)) Reserved. 


((607-4-Minint +eqtirenrents: Levelt _alterationste 
existing _buildines-or structures shall comph with the -Wash- 
ineten State Enersy Code fehapter 5111 WAE})) 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-480704 Section 704—((Fire-pretection-)) 
Reserved. 


(( z i 

i areas in-whieh Level alterations are being per- 
formed_andwhere-speeified they_shalt apply threugheutthe 
fleor-onavhich the+weorlkareas_aretecated_or-otherwise 


AMENDATORY SECTION (Amending WSR 07-01-091, 


filed 12/19/06, effective 7/1/07) 


WAC 51-50-480405 Section 405—((AHeratien— 
Level3.)) Reserved. 


A the R ihe E 


NEW SECTION 
WAC 51-50-480407 Change of occupancy. 


407.1 Conformance. No change shall be made in the use or 
occupancy of any building that would place the building in a 
different division of the same group of occupancy or in a dif- 
ferent group of occupancies, unless such building is made to 
comply with the requirements of the International Building 
Code for such division or group of occupancy. Subject to the 
approval of the building official, the use or occupancy of 
existing buildings shall be permitted to be changed and the 
building is allowed to be occupied for purposes in other 
groups without conforming to all the requirements of the 
International Building Code for those groups, provided the 
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ments-of Sections -704-2-Hthrough-7044-2-5-hnstaHation 


Fire Code and NEPA -B or NFPA BR.) 


NEW SECTION 
WAC 51-50-480707 Energy conservation. 


707.1 Minimum requirements. Level | alterations to exist- 
ing buildings or structures shall comply with the Washington 
State Energy Code (chapter 51-11 WAC). 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480711 Section 711—((Energy-eonser- 
yvatien;)) Reserved. 


( f i f 
isti structures shall comphy with the -Wash- 
ington State Enerey-Code (chapter $1414 WAC} )) 
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NEW SECTION 
WAC 51-50-480804 Fire protection. 


804.1 Scope. The requirements of this section shall be lim- 
ited to work areas in which Level 2 alterations are being per- 
formed, and where specified they shall apply throughout the 
floor on which the work areas are located or otherwise 
beyond the work area. 


EXCEPTION: For Level 2 alteration projects in which the fire pro- 


tection requirements constitute an excessive burden, 
the fire protection requirements may be modified or 
waived by the fire code official. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-480807 Section 807—((Strueturak)) 
Reserved. 


((88 
ne EE a a 
T E ean 


€odefor-winctloading andavith reduced international Build- 


AMENDATORY SECTION (Amending WSR 10-03-097, 


filed 1/20/10, effective 7/1/10) 


WAC 51-50-480808 Section 808—((Energy-eonser- 
yation,)) Reserved. 


(($08-+-Mininum requirements: Level [alterations toe 
existing -buildines-or structures shal comph with the -Wash- 
ington State Enerey Code fehapter 5141 WAC})) 
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NEW SECTION 
WAC 51-50-480811 Energy conservation. 


811.1 Minimum requirements. Level 2 alterations to exist- 
ing buildings or structures shall comply with the Washington 
State Energy Code (chapter 51-11 WAC). 


NEW SECTION 
WAC 51-50-480907 Structural. 


907.4.1 Evaluation and analysis. An engineering evalua- 
tion and analysis that establishes the structural adequacy of 
the altered structure shall be prepared by a registered design 
professional and submitted to the code official. For struc- 
tures assigned to Seismic Design Category D, the registered 
design professional shall submit to the code official a seismic 
evaluation report of the existing building based on one of the 
procedures specified in Section 301.1.4.2. This seismic eval- 
uation report shall not be required for buildings in compli- 
ance with the benchmark building provisions of ASCE 31, 
Section 3.2. 


NEW SECTION 
WAC 51-50-480908 Energy conservation. 


908.1 Minimum requirements. Level 3 alterations to exist- 
ing buildings or structures shall comply with the Washington 
State Energy Code (chapter 51-11 WAC). 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-480912 Section 912—((Change-ofeceu- 
paney-classifieation,)) Reserved. 


((9424-4+-ComplHaneesvith-Chapter8._he requirements-of 
Chapter-$-shall be appleable throughoutthe building forthe 
tiens-set forth in Sections 942-41 + and 942-412 Al exist- 


ena aa 2i -Seetion9043-)) 


NEW SECTION 


WAC 51-50-481012 Change of occupancy classifica- 
tion. 


1012.1.1 Compliance with Chapter 9. The requirements of 
Chapter 9 shall be applicable throughout the building for the 
new occupancy classification based on the separation condi- 
tions set forth in Sections 1012.1.1.1 and 1012.1.1.2. All 
existing buildings with a change of occupancy classification 
shall comply with the seismic provisions of Section 1007.3. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-481101 Chapter 11—((HstoriebwHd- 
ines—Seetion-H101—Generak)) Reserved. 
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(HE Seopes li is the intent of this chapter to provide 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-481103 Section 1103—((Fire-safety-)) 
Reserved. 


(HA3 Orehorr theres tim ssembHes A hereone 
E ace teed Aor E ee 


A A E a Gaisias 
=)) 


1103.9 ((Stairwayrailings-—HistorieaHy-sienificant-stai- 


i cane gitar Se nara tas RENE 


pia AON Ma Reserved. l 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-481104 ((AHerations:)) Reserved. 


(H-A eeessibiityreqtirements:—Fhe-provisions-of 
Sections-605-and-706-shalapplyto-buidings-andfaetities 
desisnated_as_historie structures_thatanderseatterations, 


unless e a here-compliancewith ri 
par A destroy tee historic significance 


tecpenaible ohan PORE SR 


the-alternative requirements_of Seetions 1041 1 through 
H0444 ferthat element shal be permitted.)) 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-481105 Section 1105—((Changeofecer- 
paney;)) Reserved. 


((44-05-40-One-hourfireresistant-assemblies:_Where-one- 
Roun ETES AOE Fale EENH ERT SS 


ordena akere ie 62 dane n aa e E aS 
woodathormetaHathandplaster- 


HN Hiecht Whemitisd ined by ; 
stonal responsible for the historical documentation ef the 
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AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-481201 Section 1201—Historic build- 
ings—General. 


(42644 Conformanee._Buildings or structures moved inte 
7 ar nc et dont | o à is alae of 


> 


Fire Code(ehapter5+54 WAC} the 
Uniform Plumbing Code-and 
S+S7WAG), the Washington State-Enerey Cede {chapter 
S++ WAC) andthe -W 
Jndeor Ait-Quatity_Codetehapter 5143 WAC) for new 
build 


(EXCEPTION: 


For-the-purpeses-of this section,a building shall be-con- 
sidered tobe-substantialy +remodeled--hen the -cests_of 
remodeline exceed 60-percent of the -vahie of the buHdine 
exchistve-of the_costs relate to_preparation, construction, 
demoltien or renovation of foundatiens.)) 


1201.1 Scope. It is the intent of this chapter to provide means 


for the preservation of historic buildings as defined in Chap- 
ter2. It is the purpose of this chapter to encourage cost-effec- 


tive preservation of original or restored architectural ele- 
ments and features and to provide a historic building that will 
result in a reasonable degree of safety, based on accepted life 
and fire safety practices, compared to the existing building. 
Historical buildings shall comply with the provisions of this 
chapter relating to their repair, alteration, relocation and 
change of occupancy. 


SECTION 1202—((REQUIREMENFTS.— Fhisseetion ot 
adepted-)) Reserved. 


NEW SECTION 
WAC 51-50-481203 Fire safety. 


1203.9 Stairway railings. Historically significant stairways 
shall be accepted without complying with the handrail and 
guard requirements. Existing handrails and guards at all 
stairs shall be permitted to remain, provided they are not 
structurally dangerous. 


NEW SECTION 
WAC 51-50-481204 Alterations. 


1204.1 Accessibility requirements. The provisions of Sec- 
tions 705, 806, and 906, as applicable, shall apply to facilities 
designated as historic structures that undergo alterations, 
unless technically infeasible. Where compliance with the 
requirements for accessible routes, entrances, or toilet rooms 
would threaten or destroy the historic significance of the 
building or facility, as determined by the professional respon- 
sible for the historical documentation of the project, the alter- 
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native requirements of Sections 1204.1.1 through 1204.1.4 
for that element shall be permitted. 


EXCEPTION: Type B dwelling or sleeping units required by Section 


1107 of the International Building Code are not 
required to be provided in historical buildings. 


NEW SECTION 
WAC 51-50-481205 Change of occupancy. 


1205.10 One-hour fire-resistant assemblies. Where one- 
hour fire-resistance-rated construction is required by these 
provisions, it need not be provided, regardless of construction 
or occupancy, where the existing wall and ceiling finish is 
wood lath or metal lath and plaster. 


1205.14 Natural light. When it is determined by the profes- 
sional responsible for the historical documentation of the 
project that compliance with the natural light requirements of 
Section 1011.1 will lead to loss of historic character or his- 
toric materials in the building, the existing level of natural 
lighting shall be considered acceptable. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-481301 ((Reserved-)) Relocated or 
moved buildings—General. 


1301.1 Conformance. Buildings or structures moved into or 
within the jurisdiction shall comply with the provisions of 
this code, the International Residential Code (chapter 51-51 
WAC), the International Mechanical Code (chapter 51-52 
WAC), the International Fire Code (chapter 51-54 WAC), the 
Uniform Plumbing Code and Standards (chapters 51-56 and 
51-57 WAC), the Washington State Energy Code (chapter 
51-11 WAC) and the Washington State Ventilation and 
Indoor Air Quality Code (chapter 51-13 WAC) for new 


buildings or structures. 
EXCEPTION: 


Group R-3 buildings or structures are not required to 
comply if: 

l. The original occupancy classification is not 
changed; and 

2. The original building is not substantially remodeled 
or rehabilitated. 


For the purposes of this section, a building shall be con- 
sidered to be substantially remodeled when the costs of 
remodeling exceed 60 percent of the value of the building 
exclusive of the costs relating to preparation, construction, 
demolition or renovation of foundations. 


NEW SECTION 
WAC 51-50-481302 Requirements. 


This section is not adopted. 
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REPEALER 


The following section of the Washington Administrative 
Code is repealed: 

WAC 51-50-31200 Section 3 1-2—Standard test 
method for particulate emis- 
sions from fireplaces. 


WSR 13-04-068 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed February 1, 2013, 5:58 p.m., effective July 1, 2013] 


Effective Date of Rule: July 1, 2012. 

Purpose: The proposed rules will adopt and amend the 
2012 edition of the International Residential Code for all 
jurisdictions in the state. State amendments to the base code 
were developed to more closely meet the needs of Washing- 
ton state local jurisdictions that enforce the code and to 
ensure fairness to small business in the state. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 51-51 WAC. 

Statutory Authority for Adoption: RCW 19.27.031. 

Other Authority: Chapters 19.27 and 34.05 RCW. 

Adopted under notice filed as WSR 12-16-091 on July 
31, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: Section R303 was modified to comply with chapter 
70.94 RCW, and exempt certain wood stoves and heaters. 

Section R315 is clarified to reference NFPA 720-2012. 

Section R325 Adult family homes is modified to clarify 
requirements for grab bars in adult family homes. 

A final cost-benefit analysis is available by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
phone (360) 407-9277, fax (360) 586-9088, e-mail Tim. 
Nogler@des.wa.gov. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 5, Amended 33, Repealed 0. 

Date Adopted: November 9, 2012. 


C. Ray Allshouse 
Council Chair 
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Chapter 51-51 WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE ((2069)) 2012 EDITION OF THE 
INTERNATIONAL RESIDENTIAL CODE 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-003 International Residential Code. The 
((2099)) 2012 edition of the International Residential Code 
as published by the International Code Council is hereby 
adopted by reference with the following additions, deletions, 
and exceptions: Provided that chapters 11 and 25 through 43 
of this code are not adopted. Energy Code is regulated by 
chapter ((54+-44)) 51-11R WAC; Plumbing Code is regulated 
by chapter 51-56 WAC; Electrical Code is regulated by chap- 
ter 296-46B WAC or Electrical Code as adopted by the local 
jurisdiction. Appendix F, Radon Control Methods, Appendix 
G, Swimming Pools, Spas and Hot Tubs, ((#s)) and Appendix 
R, Dwelling Unit Fire Sprinkler Systems, are included in 
adoption of the International Residential Code. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-008 Implementation. The International 
Residential Code adopted by chapter 51-51 ((Washingeten 


Administrative Code+))WAC((})) shall become effective in 
all counties and cities of this state on July 1, ((2049)) 2013. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0102 Section R102—Applicability. 


R102.5 Appendices. Provisions in the appendices shall not 
apply unless specifically referenced in the adopting ordi- 
nance. Except for Appendix S, Fire Sprinklers, an appendix 
adopted by a local jurisdiction shall not be effective unless 
approved by the state building code council pursuant to RCW 
19.27.060 (1)(a). The state building code council has deter- 
mined that a local ordinance requiring fire sprinklers in 
accordance with Appendix S of this chapter may be adopted 
by any local government upon notification of the council. 

Appendix F, Radon Control Methods, Appendix G, 
Swimming Pools, Spas and Hot Tubs, and Appendix R, 
Dwelling Unit Fire Sprinkler Systems, are included in adop- 
tion of the International Residential Code. 


R102.7.1 Additions, alterations or repairs. Additions, 
alterations or repairs to any structure shall conform to the 
requirements for a new structure without requiring the exist- 
ing structure to comply with all of the requirements of this 
code, unless otherwise stated. Additions, alterations or 
repairs shall not cause an existing structure to become unsafe 
or adversely affect the performance of the building. 


EXCEPTIONS: 1. Additions with less than 500 square feet of condi- 
tioned floor area are exempt from the requirements for 
Whole House Ventilation Systems, Section M1508. 

2. Additions or alterations to existing buildings which 


do not require the construction of foundations, crawl- 
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spaces, slabs or basements shall not be required to 
meet the requirements for radon protection in Section 
R327.1 and Appendix F. 


R102.7.2 Moved buildings. Buildings or structures moved 
into or within a jurisdiction shall comply with the provisions 
of this code, the International Building Code (chapter 51-50 
WAC), the International Mechanical Code (chapter 51-52 
WAC), the International Fire Code (chapter 51-54 WAC), the 
Uniform Plumbing Code and Standards (chapter((s)) 51-56 
((and$5157)) WAC), and the Washington State Energy Code 
(chapter (SH+) 51-11R WAC) ((andthe Washington State 
Ventilation and Indeor Ait Ouahty Codetehapter SLB 
WAO) for new buildings or structures. 

EXCEPTION: 


Group R-3 buildings or structures are not required to 
comply if: 

1. The original occupancy classification is not 
changed; and 

2. The original building is not substantially remodeled 
or rehabilitated. For the purposes of this section a 
building shall be considered to be substantially 
remodeled when the costs of remodeling exceed 60 
percent of the value of the building exclusive of the 
costs relating to preparation, construction, demolition 
or renovation of foundations. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0202 Section R202—Definitions. 


ADULT FAMILY HOME means a dwelling in which a person or 
persons provide personal care, special care, room and board 
to more than one but not more than six adults who are not 
related by blood or marriage to the person or persons provid- 
ing the services. 


AIR-IMPERMEABLE INSULATION. An insulation having an 
air permeance equal to or less than 0.02 L/s-m? at 75 Pa pres- 
sure differential tested in accordance with ASTM E2178 or 
ASTM E283. 


ATTIC, HABITABLE. A conditioned area((;netecensidereda 
stery;)) complying with all of the following requirements: 

1. The occupiable floor area is at least 70 square feet (6.5 
m°), in accordance with Section R304. 

2. The occupiable floor area has a ceiling height in accor- 
dance with Section R305. 

3. The occupiable space is entirely enclosed by the roof 
assembly above, knee walls (if applicable) on the sides, and 
the floor-ceiling assembly below. 

A habitable attic is not considered a story. 


CHILD DAY CARE, shall, for the purposes of these regulations, 
mean the care of children during any period of a 24 hour day. 


(CRED HAN CARE HOME HAMEEY 170 hile dey care anc 


a ensed bythe ate 


i | j i icionthechild 
is-placed,_tor the -care-of twelve_or fewer children inechidine 
children-who-+eside-atthe-home-)) CHILD CARE, FAMILY 
HOME. A child care facility, licensed by Washington state, 
located in the dwelling of the person or persons under whose 
direct care and supervision the child is placed, for the care of 
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twelve or fewer children, including children who reside at the 
home. 


DWELLING UNIT. A single unit providing complete indepen- 
dent living facilities for one or more persons, including per- 
manent provisions for living, sleeping, eating, cooking and 
sanitation. Dwelling units may also include the following 
uses: 

1. Adult family homes, foster family care homes and 
family day care homes licensed by the Washington state 
department of social and health services. 

2. Offices, mercantile, food preparation for off-site con- 
sumption, personal care salons or similar uses which are con- 
ducted primarily by the occupants of the dwelling unit and 
are secondary to the use of the unit for dwelling purposes, and 
which do not exceed 500 square feet (46.4 m°). 

3. ((Owner-eceupied_dwellings—with 5—orfewereuest 


reems-)) One accessory dwelling unit, which need not be 
considered a separated dwelling unit, provided: 


a. The accessory dwelling unit is constructed within an 
existing dwelling unit. 

b. Either the accessory dwelling unit or primary dwelling 
unit is owner-occupied. 

c. All required smoke alarms in the accessory dwelling 
unit and the primary dwelling unit are interconnected in such 
a manner that the actuation of one alarm will activate all 
alarms in both the primary dwelling unit and the accessory 
dwelling unit. 


FIRE SEPARATION DISTANCE. The distance measured from 
the foundation wall or face of the wall framing, whichever is 
closer, to one of the following: 
1. To the closest interior lot line; or 
2. To the centerline of a street, an alley or public way; or 
3. To an imaginary line between two buildings on the lot. 
The distance shall be measured at a right angle from the 
wall. 


MEZZANINE, LOFT. An intermediate level or levels between 
the floor and ceiling of any story. 


SMALL BUSINESS. Any business entity (including a sole pro- 
prietorship, corporation, partnership or other legal entity) 
which is owned and operated independently from all other 
businesses, which has the purpose of making a profit, and 
which has fifty or fewer employees((;erswhieh-has-amition 
doHars-ortess-peryearin-sress-sales_ofwindew products. 

: hanical 
ventilation _ system inchidine al fanscentrels_and ducting, 


De ee ea, 


contaminantis senerated)). 


WHOLE HOUSE VENTILATION SYSTEM. A mechanical venti- 
lation system, including fans, controls, and ducts, which 
replaces, by direct or indirect means, air from the habitable 
rooms with outdoor air. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0301 (CReserved-)) Design criteria. 


R301.2.2.3.1 Height limitations. Wood-framed buildings 
shall be limited to three stories above grade plane or the lim- 


its given in Table R602.10.3(3). Cold-formed, steel-framed 
buildings shall be limited to less than or equal to three stories 
above grade plane in accordance with AISI S230. Mezza- 
nines that comply with Section R328 shall not be considered 
as stories. Structural insulated panel buildings shall be lim- 
ited to two stories above grade plane. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0302 Section R302—Fire-resistant con- 
struction. 


R302.1 Exterior walls. Construction, projections, openings 
and penetrations of exterior walls of dwellings and accessory 
buildings shall comply with Table R302.1(1); or dwellings 


equipped throughout with an automatic sprinkler system 
installed in accordance with Section P2904 shall comply with 


Table R302.1(2). 


EXCEPTIONS: 1. Walls, projections, openings or penetrations in 
walls perpendicular to the line used to determine the 
fire separation distance. 

2. Walls of dwellings and accessory structures located 
on the same lot. 

3. Detached tool sheds and storage sheds, playhouses 
and similar structures exempted from permits are not 
required to provide protection based on location on 
the lot. Projections beyond the exterior wall shall not 
extend over the lot line. 

4. Detached garages accessory to a dwelling located 
within 2 feet (610 mm) of a lot line are permitted to 
have roof eave projections not exceeding 4 inches 
(102 mm). 

5. Foundation vents installed in compliance with this 
code are permitted. 


TABLE R302.101) 


EXTERIOR WALLS 
Minimum Fire-Resistance Minimum Fire Separation 
Exterior Wall Element Rating Distance 
Walls ((€)Fire-resistance rated((})) | 1-hour tested in accordance with | <5 feet 


ASTM E 119 or UL 263 with 
exposure from both sides 


((€)Not fire-resistance 0 hours (>) 25 feet 
rated((})) 
Projections ((€)Fire-resistance rated((})) | 1 hour on the underside* (()) = 2 feet to <5 feet 
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Minimum Fire-Resistance Minimum Fire Separation 
Exterior Wall Element Rating Distance 
((€)Not fire-resistance 0 hours >5 feet 
rated((})) 
Openings in walls Not allowed N/A <3 feet 
25% maximum of wall area | 0 hours 3 feet 
per story 
Unlimited 0 hours 5 feet 
Penetrations All Comply with Section R302.4 <5 feet 
None required 5 feet 


For IS: 1 foot = 304.8 mm. N/A = Not Applicable 
a. Roof eave fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the eave if fire blocking is provided from the wall top 
plate to the underside of the roof sheathing. 
b. Roof eave fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the eave provided no gable vent openings are installed. 


reef sheathing Electricalinstatlations shal be 


installed in- accordance-with chapter 296-46B WAC or 
electrical code_as-_adopted by the local jurisdiction. 
5 i : : 


: ; : 4) 
Table R302.1(2) 
Exterior Walls—Dwellings with Fire Sprinklers 
Minimum Minimum Fire 
Fire-Resistance Separation 
Exterior Wall Element Rating Distance 
Walls Fire-resistance | 1-hour tested in 0 feet 
rated accordance with 
ASTM E 119 or 
UL 263 with 
exposure from 
both sides 
Not fire-resis- 0 hours 3 feet? 
tance rated 
Projections Fire-resistance_ | 1 hour on the 2 feet? 
rated underside&© 
Not fire-resis- 0 hours 3 feet 
tance rated 


Minimum Minimum Fire 
Fire-Resistance Separation 
Exterior Wall Element Rating Distance 
Openings in Not allowed N/A <3 feet 
walls 
Unlimited 0 hours 3 feet? 

Penetrations All Comply with Sec- | <3 feet 

tion R302.4 

None required 3 feet® 
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For IS:1 foot = 304.8 mm. N/A = Not Applicable 

*For residential subdivisions where all dwellings are equipped 
throughout with an automatic sprinkler system installed in accor- 
dance with P2904, the fire separation distance for nonrated exte- 
rior walls and rated projections shall be permitted to be reduced 
to 0 feet, and unlimited unprotected openings and penetrations 
shall be permitted, where the adjoining lot provides an open set- 
back yard that is 6 feet or more in width on the opposite side of 
the property line. 

Roof eave fire-resistance rating shall be permitted to be reduced 
to 0 hours on the underside of the eave if fire blocking is provided 
from the wall top plate to the underside of the roof sheathing. 


£Roof eave fire-resistance rating shall be permitted to be reduced 
to 0 hours on the underside of the eave provided no gable vent 


openings are installed. 


R302.2.1 Continuity. The fire-resistance-rated wall or 
assembly separating townhouses shall be continuous from the 
foundation to the underside of the roof sheathing, deck or 
slab. The fire-resistance rating shall extend the full length of 
the wall or assembly, including wall extensions through and 
separating attached enclosed accessory structures. 

Where a story extends beyond the exterior wall of a story 
below: 

1. The fire-resistance-rated wall or assembly shall extend 
to the outside edge of the upper story; or 

2. The underside of the exposed floor-ceiling assembly 
shall be protected as required for projections in Section R302. 


R302.2.4 Structural independence. Each individual town- 
house shall be structurally independent. 


EXCEPTIONS: 1. Foundation supporting exterior walls or common 
walls. 

2. Structural roof and wall sheathing from each unit 
may be fastened to the common wall framing. 

3. Nonstructural wall and roof coverings. 

4. Flashing at termination of roof covering over com- 
mon wall. 
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5. Townhouses separated by a common ((2)) 1-hour 
fire-resistance-rated wall as provided in Section 
R302.2. 

6. Floor sheathing may fasten to the floor framing of 
both units. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0303 Section R303—Light, ventilation 
and heating. 


R303.1 Natural light. All habitable rooms shall have an 
aggregate glazing area of not less than 8 percent of the floor 
area of such rooms. 


EXCEPTION: The glazed areas need not be installed in rooms where 


artificial light is provided capable of producing an 
average illumination of 6 footcandles (65 lux) over the 
area of the room at a height of 30 inches (762 mm) 
above the floor level. 


((R383-44)) R303.2 Adjoining rooms. For the purpose((s)) 
of determining light requirements, any room shall be consid- 
ered as a portion of an adjoining room when at least one-half 
of the area of the common wall is open and unobstructed and 
provides an opening of not less than one-tenth of the floor 
area of the interior room but not less than 25 square feet (2.3 
m°). 


EXCEPTION: 


Openings required for light shall be permitted to open 
into a ((thermahyiselated)) sunroom ((addities)) with 
thermal isolation or a patio cover, provided ((that)) 
there is an openable area between the adjoining room 
and the sunroom ((additien)) or a patio cover of not 
less than one-tenth of the floor area of the interior 


room but not less than 20 square feet (2 m7). 


R303.3 Bathrooms. This section is not adopted. 


((R393-4-4+-tekeOpenings:_Mechanicaland oravity-out 
IU ais Oleg OE ene eS aap aaa 
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R303.5 Opening location. Outdoor intake and exhaust 
openings shall be located in accordance with Sections 
R303.5.1 and R303.5.2. 


R303.5.1 Intake openings. Mechanical and gravity outdoor 
air intake openings shall be located a minimum of 10 feet 
(3048 mm) from any hazardous or noxious contaminant, such 
as vents, chimneys, plumbing vents, streets, alleys, parking 
lots and loading docks, except as otherwise specified in this 
code. Where a source of contaminant is located within 10 
feet (3048 mm) of an intake opening, such opening shall be 
located a minimum of 3 feet (914 mm) below the contami- 
nant source. 

For the purpose of this section, the exhaust from dwell- 


ing unit toilet rooms, bathrooms and kitchens shall not be 
considered as hazardous or noxious. 


R303.5.2 Exhaust openings. Exhaust air shall not be 
directed onto walkways. All exhaust ducts shall terminate 


outside the building. Terminal elements shall have at least 
the equivalent net free area of the duct work. 


R303.5.2.1 Exhaust ducts. Exhaust ducts shall be equipped 
with back-draft dampers. All exhaust ducts in unconditioned 


spaces shall be insulated to a minimum of R-4. 


((R393-6)) R303.7 Stairway illumination. All interior and 
exterior stairways shall be provided with a means to illumi- 
nate the stairs, including the landings and treads. Stairway 
illumination shall receive primary power from the building 
wiring. Interior stairways shall be provided with an artificial 
light source located in the immediate vicinity of each landing 
of the stairway. For interior stairs the artificial light sources 
shall be capable of illuminating treads and landings to levels 
not less than 1 foot-candle (11 lux) measured at the center of 
treads and landings. Exterior stairways shall be provided with 
an artificial light source located in the immediate vicinity of 
the top landing of the stairway. Exterior stairways providing 
access to a basement from the outside grade level shall be 
provided with an artificial light source located in the immedi- 
ate vicinity of the bottom landing of the stairway. 

EXCEPTION: 


An artificial light source is not required at the top and 
bottom landing, provided an artificial light source is 
located directly over each stairway section. 


Forthe-purpeses-of this section, the exhaust from cavelL 
ing-anit tetlet rooms, bathrooms and kitehens-shal net be 
considered _as-hazardous-of nOxteus-)) 


R303.4 Minimum ventilation performance. Dwelling 


units shall be equipped with local exhaust and whole house 
ventilation systems designed and installed as specified in 
Section M1507. 


EXCEPTION: 


Additions with less than 500 square feet of condi- 
tioned floor area are exempt from the requirements in 
this Code for Whole House Ventilation Systems. 
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faetured prior te1940.)) 


R303.9 Required heating. When the winter design temper- 
ature in Table R301.2(1) is below 60°F (16°C), every dwell- 


ing unit shall be provided with heating facilities capable of 
maintaining a minimum room temperature of 68°F (20°C) at 
a point 3 feet (914 mm) above the floor and 2 feet (610 mm) 
from exterior walls in all habitable rooms at design tempera- 
ture. The installation of one or more portable heaters shall 
not be used to achieve compliance with this section. 

EXCEPTION: 


Unheated recreational tents or yurts not exceeding 500 
square feet provided it is not occupied as a permanent 
dwelling. 


R303.9.1 Definitions. For the purposes of this section only, 
the following definitions apply. 


DESIGNATED AREAS are those areas designated by a county 
to be an urban growth area in chapter 36.70A RCW and those 
areas designated by the U.S. Environmental Protection 


Agency as being in nonattainment for particulate matter. 


SUBSTANTIALLY REMODELED means any alteration or resto- 
ration of a building exceeding 60 percent of the appraised 
value of such building within a 12 month period. For the pur- 
pose of this section, the appraised value is the estimated cost 
to replace the building and structure in kind, based on current 
replacement costs. 


R303.9.2 Primary heating source. Primary heating sources 
in all new and substantially remodeled buildings in desig- 


nated areas shall not be dependent upon wood stoves. 


R303.9.3 Solid fuel burning devices. No new or used solid 
fuel burning device shall be installed in new or existing build- 


ings unless such device is U.S. Environmental Protection 
Agency certified or exempt from certification by the United 
States Environmental Protection Agency and conforms with 
RCW 70.94.011, 70.94.450, 70.94.453, and 70.94.457. 

EXCEPTIONS: 


1. Wood cook stoves. 
2. Antique wood heaters manufactured prior to 1940. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0314 Section R314—Smoke alarms. 


R314.3 Location. Smoke alarms shall be installed in the fol- 
lowing locations: 
1. In each sleeping room. 
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2. Outside each separate sleeping area in the immediate 
vicinity of the bedrooms. 

3. On each additional story of the dwelling, including 
basements and habitable attics but not including crawl spaces 
and uninhabitable attics. In dwellings or dwelling units with 
split levels and without an intervening door between the adja- 
cent levels, a smoke alarm installed on the upper level shall 
suffice for the adjacent lower level provided that the lower 
level is less than one full story below the upper level. 

4. In napping areas in a family home child ((day)) care 
((homes)). 
((When-meorethan-one-smoke—alarm is required tebe 


5 9 


ene-atarmavittactivate-alt ofthe atarmsinthe indiiduat 
unit.)) 

R314.3.1 Alterations, Repairs and Additions. When alter- 
ations, repairs or additions requiring a permit occur, or when 
one or more sleeping rooms are added or created in existing 
dwellings, the individual dwelling unit shall be equipped 
with smoke alarms as required for new dwellings. 
EXCEPTIONS: 


1. Work involving the exterior surfaces of dwellings, 
such as the replacement of roofing or siding, or the 
addition or replacement of windows or doors, or the 
addition of a porch or deck are exempt from the 
requirements of this section. 

2. Installation, alteration or repairs of plumbing, elec- 
trical or mechanical systems are exempt from the 
requirements of this section. 


AMENDATORY SECTION (Amending WSR 12-01-099, 
filed 12/20/11, effective 4/1/12) 


WAC 51-51-0315 Section R315—Carbon monoxide 
alarms. 


R315.1 Carbon Monoxide Alarms. For new construction, 
an approved carbon monoxide alarm shall be installed out- 
side of each separate sleeping area in the immediate vicinity 
of the bedrooms in dwelling units and on each level of the 
dwelling and in accordance with the manufacturer's recom- 
mendations. 

R315.2 (Existing Dywelings._Existinge dwelings shall be 


Frequirements-of this section.)) 


Carbon monoxide detection systems. Carbon monoxide 


detection systems that include carbon monoxide detectors 
and audible notification appliances, installed and maintained 


in accordance with this section for carbon monoxide alarms 
and NFPA 720-2012, shall be permitted. The carbon monox- 
ide detectors shall be listed as complying with UL 2075. 
Where a household carbon monoxide detection system is 
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installed, it shall become a permanent fixture of the occu- 
ancy. 


EXCEPTION: 


Where carbon monoxide alarms are installed meeting 
the requirements of Section R315.1, compliance with 
Section R315.2 is not required. 


R315.3 ((Aderm-Requirements-)) Where required in exist- 
ing dwellings. Existing dwellings shall be equipped with 
carbon monoxide alarms in accordance with Section R315.1. 
An inspection will occur when alterations, repairs or addi- 
tions requiring a permit occur, or when one or more sleeping 
rooms are added or created. 


EXCEPTIONS: 


1. Work involving only the exterior surfaces of dwell- 
ings, such as the replacement of roofing or siding, or 
the addition or replacement of windows or doors, or 
the addition of a porch or deck, or electrical permits. 
are exempt from the inspection requirements of this 


Washington State Register, Issue 13-04 


R325.4 Types of locking devices and door activation. All 
bedroom and bathroom doors shall be openable from the out- 
side when locked. 

Every closet shall be readily openable from the inside. 

Operable parts of door handles, pulls, latches, locks and 
other devices installed in adult family homes shall be opera- 
ble with one hand and shall not require tight grasping, pinch- 
ing or twisting of the wrist. Pocket doors shall have graspable 
hardware available when in the closed or open position. 

The force required to activate operable parts shall be 5.0 
pounds (22.2 N) maximum. Required exit doors shall have 
no additional locking devices. 

Required exit door hardware shall unlock inside and out- 
side mechanisms when exiting the building allowing reentry 
into the adult family home without the use of a key, tool or 


section. 

2. Installation, alteration or repairs of nonfuel burning 
plumbing or mechanical systems are exempt from the 
inspection requirements of this section. 

3. Owner-occupied single-family residences legally 
occupied before July 26, 2009. RCW 19.27.530 
(2)(b). 


R315.4 Alarm requirements. Single station carbon monox- 
ide alarms shall be listed as complying with UL 2034 and 
shall be installed in accordance with this code, NFPA 720- 
2012 and the manufacturer's installation instructions. 


AMENDATORY SECTION (Amending WSR 10-18-036, 
filed 8/25/10, effective 9/25/10) 


WAC 51-51-0325 Section R325—Adult family 
homes. 


SECTION R325 
ADULT FAMILY HOMES 


R325.1 General. This section shall apply to all newly con- 
structed adult family homes and all existing single family 
homes being converted to adult family homes. This section 
shall not apply to those adult family homes licensed by the 
state of Washington department of social and health services 
prior to July 1, 2001. 


R325.2 Submittal standards. In addition to those require- 
ments in Section 106.1, the submittal shall identify the proj- 
ect as a Group R-3 Adult Family Home Occupancy. A floor 
plan shall be submitted identifying the means of egress and 
the components in the means of egress such as stairs, ramps, 
platform lifts and elevators. The plans shall indicate the 
rooms used for clients and the sleeping room classification of 
each room. 


R325.3 Sleeping room classification. Each sleeping room 
in an adult family home shall be classified as: 

1. Type S - Where the means of egress contains stairs, 
elevators or platform lifts. 

2. Type NS1 - Where one means of egress is at grade 
level or a ramp constructed in accordance with R325.9 is pro- 
vided. 

3. Type NS2 - Where two means of egress are at grade 
level or ramps constructed in accordance with R325.9 are 
provided. 
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R325.5 Smoke and carbon monoxide alarm require- 
ments. All adult family homes shall be equipped with smoke 
and carbon monoxide alarms installed as required in Sections 
R314 and R315.1. Alarms shall be installed in such a manner 
so that the ((fire)) detection device warning ((maye)) is 
audible ((#+)) from all ((parts)) areas of the dwelling upon 
activation of a single ((deviee)) alarm. 


R325.6 Escape windows and doors. Every sleeping room 
shall be provided with emergency escape and rescue win- 
dows as required by Section R310. No alternatives to the sill 
height such as steps, raised platforms or other devices placed 
by the openings will be approved as meeting this require- 
ment. 


R325.7 Fire apparatus access roads and water supply for 
fire 

protection. Adult family homes shall be served by fire appa- 
ratus access roads and water supplies meeting the require- 
ments of the local jurisdiction. 


R325.8 Grab bar((s)) general requirements. Where facili- 
ties are designated for use by adult family home clients, grab 
bars ((shaH-beinstaHed)) for ((aH)) water closets ((and)), 
bathtubs and shower((s)) stalls shall be installed according to 
this section. (( i 


family home.)) 


R325.8.1 Grab bar cross section. Grab bars with a circular 
cross section shall have an outside diameter of 1 1/4 inches 
minimum and 2 inches maximum. Grab bars with noncircu- 
lar cross section shall have a cross section dimension of 2 
inches maximum and a perimeter dimension of 4 inches min- 
imum and 4 5/8 inches maximum. 


R325.8.2 Grab bar installation. Grab bars shall have a 
spacing of 1 1/2 inches between the wall and the bar. Project- 


ing objects, control valves and bathtub or shower stall enclo- 
sure features above, below and at the ends of the grab bar 


shall have a clear space of 1 1/2 inches to the grab bar. 
EXCEPTION: 


Swing-up grab bars shall not be required to meet the 1 
1/2 inch spacing requirement. 
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Grabs bars shall have a structural strength of 250 pounds 
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between 33 inches and 36 inches above the floor grade. Hor- 


applied at any point on the grab bar, fastener, mounting 


izontal grab bars shall be a maximum of 6 inches from adja- 


device or supporting structural member. Grab bars shall not 


cent walls. Horizontal grab bars shall not interfere with 


be supported directly by any residential grade fiberglass bath- 


shower control valves. 


ing or showering unit. Acrylic bars found in bathing units 
shall be removed. 


Fixed position grab bars, when mounted, shall not rotate, 
spin or move and have a graspable surface finish. 


R325.8.3 Grab bars at water closets. Water closets shall 
have grab bars mounted on both sides. Grab bars can be a 
combination of fixed position and swing-up bars. Grab bars 
shall meet the requirements of R325.8. Grab bars shall 
mount between 33 inches and 36 inches above floor grade. 
Centerline distance between grab bars, regardless of type 
used, shall be between 25 inches minimum and 30 inches 
maximum. 


R325.8.3.1 Fixed position grab bars. Fixed position grab 
bars shall be a minimum of 36 inches in length and start 12 


inches from the rear wall. 


R325.8.3.2 Swing-up grab bars. Swing-up grab bars shall 
be a minimum of 28 inches in length from the rear wall. 


R325.8.4 Grab bars at bathtubs. Horizontal and vertical 
grab bars shall meet the requirements of R325.8. 


R325.8.4.1 Vertical grab bars. Vertical grab bars shall be a 
minimum of 18 inches long and installed at the control end 
wall and head end wall. Grab bars shall mount within 4 
inches of the exterior of the bath tub edge or within 4 inches 
within the bath tub. The bottom end of the bar shall start 


R325.9 Ramps. All interior and exterior ramps, when pro- 
vided, shall be constructed in accordance with Section 
R311.8 with a maximum slope of | vertical to 12 horizontal. 
The exception to R311.8.1 is not allowed for adult family 
homes. Handrails shall be installed in accordance with 
R325.9.1. 


R325.9.1 Handrails for ramps. Handrails shall be installed 
on both sides of ramps between the slope of | vertical to 12 
horizontal and 1 vertical and 20 horizontal in accordance 
with R311.6.3.1 through R311.6.3.3. 


R325.10 Stair treads and risers. Stair treads and risers shall 
be constructed in accordance with R311.7.4. Handrails shall 
be installed in accordance with R325.10.1. 


R325.10.1 Handrails for treads and risers. Handrails shall 
be installed on both sides of treads and risers numbering from 
one riser to multiple risers. Handrails shall be installed in 
accordance with R311.7.7 through R311.7.7.4. 


R325.11 Shower stalls. Where provided to meet the require- 
ments for bathing facilities, the minimum size of shower 


stalls for an adult family home shall be 30 inches deep by 48 
inches long. 


AMENDATORY SECTION (Amending WSR 07-01-090, 


between 36 inches and 42 inches above floor grade. 
EXCEPTION: 


The required vertical grab bar can be substituted with 
a floor to ceiling grab bar meeting the requirements of 
R325.8 at the control end and head end entry points. 


R325.8.4.2 Horizontal grab bars. Horizontal grab bars 
shall be provided at the control end, head end, and the back 


wall within the bathtub area. Grab bars shall be mounted 
between 33 inches and 36 inches above floor grade. Control 
end and head end grab bars shall be 24 inches minimum in 
length. Back wall grab bar shall be 36 inches minimum in 


length. 
R325.8.5 Grab bars at shower stalls. Where shower stalls 
are provided to meet the requirements for bathing facilities, 
grab bars shall meet the requirements of R325.8. 

EXCEPTION: 


Shower stalls with permanent built-in seats are not 
required to have vertical or horizontal grab bars at the 
seat end wall. A vertical floor to ceiling grab bar shall 
be installed within 4 inches of the exterior of the 
shower aligned with the nose of the built-in seat. 


R325.8.5.1 Vertical grab bars. Vertical grab bars shall be 
18 inches minimum in length and installed at the control end 
wall and head end wall. Vertical bars shall be mounted 
within 4 inches of the exterior of the shower stall or within 4 
inches inside the shower stall. The bottom end of vertical 
bars mount between 36 inches and 42 inches above floor 


grade. 


R325.8.5.2 Horizontal grab bars. Horizontal grab bars 
shall be installed on all sides of the shower stall mounted 
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filed 12/19/06, effective 7/1/07) 


WAC 51-51-0326 Section R326—Family home child 
((day)) care ((homes)). 


((SECHOD-R326 
FAMILY CHILD DAY CARE-HOMES)) 


R326 Family home child ((Day)) care (CHemes)). For fam- 
ily home child ((day¥)) care ((hemes)) with more than six chil- 
dren, each floor level used for family child ((day)) care pur- 
poses shall be served by two remote means of egress. Exte- 
rior exit doors shall be operable from the inside without the 
use of keys or any special knowledge or effort. 

Basements located more than 4 feet below grade level 
shall not be used for family home child ((day)) care ((hemes)) 
unless one of following conditions exist: 

1. Stairways from the basement open directly to the exte- 
rior of the building without entering the first floor; or 

2. One of the two required means of egress discharges 
directly to the exterior from the basement level, and a self- 
closing door is installed at the top or bottom of the interior 
stair leading to the floor above; or 

3. One of the two required means of egress is an operable 
window or door, approved for emergency escape or rescue, 
that opens directly to a public street, public alley, yard or exit 
court; or 

4. A residential sprinkler system is provided throughout 
the entire building in accordance with ((Natienal Fire Pretec- 
tion Association Standard)) NFPA 13d. 


Permanent 


WSR 13-04-068 


Floors located more than 4 feet above grade level shall 
not be occupied by children in family ((day)) home child care 
((homes)). 


EXCEPTIONS: 1. Use of toilet facilities while under supervision of an 
adult staff person. 

2. Family home child ((day)) care ((hemes)) may be 
allowed on the second story if one of the following 
conditions exists: 

2.1 Stairways from the second story open directly to 
the exterior of the building without entering the first 
floor; or 

2.2 One of the two required means of egress dis- 
charges directly to the exterior from the second story 
level, and a self-closing door is installed at the top or 
bottom of the interior stair leading to the floor below; 
or 

2.3 A residential sprinkler system is provided 
throughout the entire building in accordance with 
((National Five Protection Association Standard) ) 
NFPA 13d. 


Every sleeping or napping room in a family home child 
((da¥)) care ((home)) shall have at least one operable window 
for emergency rescue. 


EXCEPTION: Sleeping or napping rooms having doors leading to 


two separate means of egress, or a door leading 
directly to the exterior of the building. 


Rooms or spaces containing a commercial-type cooking 
kitchen, boiler, maintenance shop, janitor closet, laundry, 
woodworking shop, flammable or combustible storage, or 
painting operation shall be separated from the family home 
child ((day)) care area by at least one-hour fire-resistive con- 
struction. 


EXCEPTION: A fire-resistive separation shall not be required where 


the food preparation kitchen contains only a domestic 
cooking range, and the preparation of food does not 
result in the production of smoke or grease laden 
vapors. 


NEW SECTION 
WAC 51-51-0328 Section R328—Mezzanines. 


R328.1 General. Mezzanines shall comply with Section 
R328. 


R328.2 Mezzanines. The clear height above and below mez- 
zanine floor construction shall meet the requirements of 
R305.1. 


R328.3 Area limitation. The aggregate area of a mezzanine 
shall be not greater than one-third of the floor area of the 
room or space in which they are located. The enclosed por- 
tion of a room shall not be included in a determination of the 
floor area of the room in which the mezzanine is located. 


R328.4 Means of egress. The means of egress for mezza- 
nines shall comply with the applicable provisions of Section 
R311. 


R328.5 Openness. A mezzanine shall be open and unob- 
structed to the room in which the mezzanine is located except 
for walls not more than 42 inches (1067 mm) in height, col- 
umns and posts. 


EXCEPTIONS: 1. Mezzanines or portions thereof are not required to 


be open to the room in which they are located, pro- 
vided that the aggregate floor area of the enclosed 
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space is not greater than 10 percent of the mezzanine 
area. 

2. Mezzanines that are no more than two stories above 
grade plane and equipped throughout with an auto- 
matic sprinkler system in accordance with NFPA 13R, 
NFPA 13D or Appendix S,((-amezzanine)) and having 
two or more means of egress, shall not be required to 
be open to the room in which the mezzanine is located. 


AMENDATORY SECTION (Amending WSR 10-24-061, 
filed 11/29/10, effective 7/1/11) 


WAC 51-51-0403 Section R403—Footings. 
((R403.4-GenerakAt exteriorwals shal be-supperted on 


TABLE R403.1 
MINIMUM WIDTH OF CONCRETE, 
PRECAST OR MASONRY FOOTINGS 


(inches) 
LOAD-BEARING VALUE OF SOIL (psf) 

1,500 2,000 3,000 24,000 

Conventional light-frame construction 
1 floor®™ ° 12 12 12 12 
2 floors™ ° 15 12 12 12 
3 floors? 23 17 12 12 

4-inch brick veneer over light frame or 8-inch hollow concrete masonry 

1-story 12 12 12 12 
2-story 21 16 12 12 
3-story 32 24 16 12 

8-inch solid or fully grouted masonry 
1-story 16 12 12 12 
2-story 29 21 14 12 
3-story 42 32 21 16 

For SI:1 inch = 25.4 mm, | pound per square foot = 0.0479kPa. 


a. Where minimum footing width is 12 inches, use of a single 
wythe of solid or fully grouted 12-inch nominal concrete 
masonry units is permitted. 

b. Represents the number of floors supported. 


c. Footings shall be permitted to support a roof in addition to the 
stipulated number of floors. Footings supporting a roof only shall 
be as required for supporting one floor. 


R403.1.2 Continuous Footing in Seismic Design Catego- 
ries D,, D, and D,. The braced wall panels at exterior walls 
of buildings located in Seismic Design Categories Dy, D, and 
D, shall be supported by continuous footings. All required 
interior braced wall panels shall be supported on footings at 
intervals not exceeding 50 feet (15,240 mm). 


(Figure 403.44) Note corrected title and labels: 
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BASEMENT -OR-GRAWE SPACE -WIFH PRECAST - CONGRETE 
FOUNDATION WAEE BEARING ON - CRUSHED STONE 

PRECAST - CONCRETE FOUNDATION WAHE 

ERUSHED-STFONE FOOTING 


BASEMENT-OR-CRAWE SPACE -WIFH PRECAST CONCRETE 
FOUNDATION WAEE-ON SPREAD FOGTING 
PRECAST CONCRETE FOUNDAFION-WAEE)) 


AMENDATORY SECTION (Amending WSR 10-24-061, 
filed 11/29/10, effective 7/1/11) 


WAC 51-51-0404 Section R404—Foundation and 
retaining walls. 


4+0-INCH- MASONRY FOUNDATION WALLS WITH REINFORCING 
WHERE d> 6.75 INCHES**)) 


R404.1.2.2 Reinforcement for foundation walls. Concrete 
foundation walls shall be laterally supported at the top except 
where permitted in R404.1.2.2.1 and R404.1.2.2.2, and at the 
bottom where required elsewhere in this code. Horizontal 
reinforcement shall be provided in accordance with Table 
R404.1.2(1). Vertical reinforcement shall be provided in 
accordance with Table R404.1.2(2), R404.1.2(3), R404.1.2 
(4), R404.1.2(5), R404.1.2(6), R404.1.2(7) or R404.1.2(8). 
Vertical reinforcement for flat basement walls retaining 4 
feet (1,219 mm) or more of unbalanced backfill is permitted 
to be determined in accordance with Table R404.1.2(9). 


For basement walls supporting above-grade concrete walls, 
vertical reinforcement shall be the greater of that required by 
Tables R404.1.2(2) through R404.1.2(8) or by Section 611.6 
for the above-grade wall. In buildings assigned to Seismic 
Design Category Dy, D, or D,, concrete foundation walls 
shall also comply with Section R404.1.4.2. 


R404.4 Retaining walls. Retaining walls not supporting a 
structure that are not laterally supported at the top and that 
retain in excess of 24 inches (610 mm) of unbalanced fill 
shall be designed to ensure stability against overturning, slid- 
ing, excessive foundation pressure and water uplift. Retain- 
ing walls shall be designed for a safety factor of 1.5 against 
lateral sliding and overturning. 


AMENDATORY SECTION (Amending WSR 10-18-036, 
filed 8/25/10, effective 9/25/10) 


WAC 51-51-0408 Section R408—Under-floor space. 


R408.1 Ventilation. The under-floor space between the bot- 
tom of the floor joists and the earth under any building 
(except space occupied by a basement) shall have ventilation 
openings through foundation walls or exterior walls. 


R408.2 Openings for under-floor ventilation. The mini- 
mum net area of ventilation openings shall not be less than 1 
square foot (0.0929 m°) for each 300 square feet (28 m°) of 
under-floor area. (( Hatt j HH 
Hds )) Required 
openings shall be evenly placed to provide cross ventilation 
of the space except one side of the building shall be permitted 
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to have no ventilation openings. Ventilation openings shall be 
covered for their height and width with any of the following 
materials provided that the least dimension of the covering 
shall not exceed 1/4 inch (6.4 mm): 

1. Perforated sheet metal plates not less than 0.070 inch 
(1.8 mm) thick. 

2. Expanded sheet metal plates not less than 0.047 inch 
(1.2 mm) thick. 

3. Cast-iron grill or grating. 

4. Extruded load-bearing brick vents. 

5. Hardware cloth of 0.035 inch (0.89 mm) wire or 
heavier. 

6. Corrosion-resistant wire mesh, with the least dimen- 
sion being 1/8 inch (3.2 mm). 


EXCEPTION: The total area of ventilation openings shall be permit- 


ted to be reduced to 1/1,500 of the under-floor area 
where the ground surface is covered with an approved 
Class I vapor retarder material and the required open- 
ings are placed to provide cross ventilation of the 
space. The installation of operable louvers shall not be 
prohibited. If the installed ventilation is less than 
1/300, or if operable louvers are installed, a radon vent 
shall be installed to originate from a point between the 
ground cover and soil. The radon vent shall be 
installed in accordance with the requirements of 
Appendix F (Radon) of this code. 


R408.3 Unvented crawl space. Ventilation openings in 
under-floor spaces specified in Sections R408.1 and R408.2 
shall not be required where: 

1. Exposed earth is covered with a continuous Class I 
vapor retarder. Joints of the vapor retarder shall overlap by 6 
inches (152 mm) and shall be sealed or taped. The edges of 
the vapor retarder shall extend at least 6 inches (152 mm) up 
the stem wall and shall be attached and sealed to the stem 
wall; and a radon system shall be installed that meets the 
requirements of Appendix F (Radon) of this code. 

2. Continuously operated mechanical exhaust ventilation 
is provided at a rate equal to 1 cubic foot per minute (0.47 
L/s) for each 50 square feet (4.7 m?) of crawlspace floor area. 
Exhaust ventilation shall terminate to the exterior. 


EXCEPTION: Plenum in existing structures complying with Section 


M1601.5, if under-floor space is used as a plenum. 


NEW SECTION 
WAC 51-51-0501 Section R501—General. 


R501.3 Fire protection of floors. Floor assemblies, not 
required elsewhere in this code to be fire-resistance rated, 
shall be provided with a 1/2-inch (12.7 mm) gypsum wall- 
board membrane, 5/8-inch (16 mm) wood structural panel 
membrane, or equivalent on the underside of the floor fram- 
ing member. 


EXCEPTIONS: 1. Floor assemblies located directly over a space pro- 
tected by an automatic sprinkler system in accordance 
with Section P2904, NFPA 13D, or other approved 
equivalent sprinkler system. 

2. Floor assemblies located directly over a crawl space 
not intended for storage or fuel-fired appliances. 

3. Portions of floor assemblies can be unprotected 
when complying with the following: 

3.1. The aggregate area of the unprotected portions 
shall not exceed 80 square feet per story. 
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3.2. Fire blocking in accordance with Section 
R302.11.1 shall be installed along the perimeter of the 
unprotected portion to separate the unprotected por- 
tion from the remainder of the floor assembly. 

4. Wood floor assemblies using dimensional lumber or 
structural composite lumber with a cross sectional 
area equal to or greater than 2-inch by 10-inch nomi- 
nal dimension, or other approved floor assemblies 
demonstrating equivalent fire performance. 


pointmay be-unattached.)) 


NEW SECTION 
WAC 51-51-0507 Section R507—Decks. 


R507.2.2 Alternate deck ledger connections. Deck ledger 
connections not conforming to Table R507.2 shall be 
attached with approved fasteners having equivalent with- 
drawal capacity or be designed in accordance with accepted 
engineering practice. Girders supporting deck joists shall not 
be supported on deck ledgers or band joists. Deck ledgers 
shall not be supported on stone or masonry veneer. 


R507.2.3 Deck lateral load connections. The lateral load 
connection required by Section R507.1 shall be permitted to 
be in accordance with Figure R507.2.3. Where the lateral 
load connection is provided in accordance with Figure 
R507.2.3, hold-down tension devices shall be installed in not 
less than two locations per deck, and each device shall have 
an allowable stress design capacity of not less than 1500 
pounds (6672 N). 
EXCEPTIONS: 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0502 Section R502—((Weedfleerfram- 
ing)) Reserved. 


supporting -deck joists shall not 
be-supported_on-deck_ledgers-or band joists. Deektedgers 
shall net be-supported_on-stone-ormasenry-veneer. 


R5022223 Peek bateral_ Load Connections;—_Thetaterat 


1. Decks not more than 30 inches above grade at any 


lead connection required by Section R5022 shall be per 
maittedtebe in accordance with Fieure RS022 2 3, Hold 
down-tension devices shall be installed in notless_than twe 
lecations-_per-deck_and-each-device shal have-an-alewable 


stress-design capacity ofnetless than 1500 pounds {6672 N} 


point may be unattached. 

2. Where a new deck is being added to an existing 
structure, the lateral load connection required by Sec- 
tion R507.1 shall be permitted to be in accordance 
with Figure R507.2.4. 


Sheathing 
Siding 


Note: 
This detail is applicable where 
floor joists are parallel to deck 
joists. 


Flashing for 
water tightness 


Decking 


Deck joists per Table R502.3.1(2) 
Approved joist hangers 
2" min. Pressure treated 2x ledger 
with fasteners per IRC Table R507.2 


Holdown device min 750# capacity 
at 4 locations, evenly distributed 
along deck & 1 within 2' of each 
end of the ledger. Holdown devices 
shall fully engage deck joist per 
holdown manufacturer. 


A fully threaded 3/8" diameter lag 
screw predrilled w/min 3" penetration 
to center of top plate, studs, or header. 


Floor joists 


Figure R507.2.4 
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Table 507.2.1 
Placement of Lag Screws and Bolts in Deck Ledgers and 


Band Joists 

MINIMUM END AND EDGE DISTANCES AND SPACING 
BETWEEN ROWS 
BOTTOM ROW 
TOP EDGE EDGE ENDS SPACING 
Ledger? | 2 inches“ 3/4 inch 2 inches? 1 5/8 inches? 
Band 3/4 inch 2 inches® 2 inches? 1 5/8 inches? 
joist® 


For SI:1 inch = 25.4 mm. 
“Lag screws or bolts shall be staggered from the top to the bottom 
along the horizontal run of the deck ledger in accordance with 
Figure R507.2.1(1). 
bMaximum 5 inches. 
‘For engineered rim joists, the manufacturer's recommendations 
shall govern. 
(The minimum distance from bottom row of lag screws to the top 
edge of the ledger shall be in accordance with Figure R507.2.1 
(1). 
°The 2 inches may be reduced to 3/4 inch when the band joist is 
directly supported by a mudsill, a header or by double top wall 
plates 


AMENDATORY SECTION (Amending WSR 10-18-036, 
filed 8/25/10, effective 9/25/10) 


WAC 51-51-0602 Section R602—Wood wall fram- 
ing. 


R602.9 Foundation cripple walls. Foundation cripple walls 
shall be framed of studs not smaller than the studding above. 
When exceeding 4 feet (1219 mm) in height, such walls shall 
be framed of studs having the size required for an additional 
story. 

Cripple walls supporting bearing walls or exterior walls 
or interior braced wall panels as required in Sections 
R403.1.2 and ((R60240-74)) R602.10.9.1 with a stud height 
less than 14 inches (356 mm) shall be continuously sheathed 
on ((atteast)) one side with ((@)) wood structural panels ((that 
is)) fastened to both the top and bottom plates in accordance 
with Table R602.3(1), or the cripple walls shall be con- 
structed of solid blocking. All cripple walls shall be sup- 
ported on continuous footings or foundations. 

EXCEPTION: 


Footings supporting cripple walls used to support inte- 
rior braced wall panels as required in Sections 
R403.1.2 and ((R60240-44+)) R602.10.9.1 shall be 
continuous for the required length of the cripple wall 
and constructed beyond the cripple wall for a mini- 
mum distance of 4 inches and a maximum distance of 
the footing thickness. The footings extension is not 
required at intersections with other footings. 


((R602-46:4.2-Lensth eof bracing, The tensth of bracing 
T a a 


jae 18 sosordance e d Table RO OO ne adiasted by 
the factors inthe footnoetes_or the Seismie Design Category 


and bracedawal tnetensth accordance with Fable 
R602101422)-as-adpusted bythe factorsin Fable 
R60210-4.23); Braced-watt paneleoeations-shal comply 

ef Section R69021041-4 Onbowals 
that-are-parattel +o the bracedawal tine shah be counted 
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towardthe-braecing requirement ofthat tine; exceptangled 
walsshal be counted in accordance with Section 
R602104.3tuie-ease shal the-mitimun_tetatensthof 
bracine-tabraced-wall tne_after all adjustments have been 
taken, betessthan 48 inches-4219-marHtotak 


7D.-and-D.; Spacing betweenbracedawalt 


: : yis 
8 . ; 8 t 4 
between ah other braced svallines shal net exceed 25. 


s } F 8 35 feet 10,668-mar) OF 
tess-shal be _ permitted bemveen bracedavalliines 


wherethetensth of wall bracing required by Fable 

R602-104.22) is -muttipled by the-appropriate 

adjustment factor from Table R602-10-15, the length- 
: : 

pi parag anaes 

À p pia P ice 8 


Design Cateserycrippleawalls-_are- permitted tebe redesis— 
Tasthef He £ cd ae i 


braciie+tequirements_H the cripple wwals are redesignated, 
the-steries-above the redesignated story shal be countedas 
the-secend and thied stories, respectively. 


R602-10-9-Crippleaweall breie h Seismic Design Cate- 
gories-otherthan D cripple awals supporting bearing walls 
oe A A E T 
R403-+2andR60240-7-+shalbebraced-withengthand 
type-of bracing-asrequired forthe wall above in aceordance 
with—Fables R6902104 241)-and R692104.2) with the fol 
lowing modifications for crippleswall bracing: 
4+-Fhelensth_of bracine—as—determined _trom Fables 
R60240424-and R602404 2) shal be-muttipled bya 
factor eft 1s5—and 
2—Fhe-walt panel spacing shall be deereased+ot 8 feet 


gories DD, ps addition tothe requirements of See- 
tion R60210-9 -where braced aval tnes_atinterierswals 
eccurwithout a-centinueus foundation below, the tensth of 
parallel exterior-eripple wall bracing shall be 112 times the 
tength required by_Fables R602104-244 and R6024042 
walsbracedusine Methed-WSP ef See- 


@)-Where-eripple 
tion R602102 cannot provide this additionaltensth the 
gS sr a daar arriba re LEY 
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eS eres Dpp j . 
asrequiredrn-Sections-R403-+2and R60210-74 shal be 
braced in accordance with Fables R602 10 24 and 
R692 104 20))) 


R602.10.11 Cripple wall bracing. Cripple walls shall be 
constructed in accordance with Section R602.9 and braced in 


accordance with this section. Cripple walls supporting bear- 
ing walls or exterior walls or interior braced wall panels as 


required in Section R403.1.2 shall be braced with the length 
and method of bracing used for the wall above in accordance 


with Tables R602.10.3(1) and R602.10.3(3), and the applica- 


ble adjustment factors in Table R602.10.3(2) or 
R602.10.3(4), respectively, except the length of the cripple 
wall bracing shall be multiplied by a factor of 1.15. The dis- 
tance between adjacent edges of braced wall panels shall be 
reduced from 20 feet (6096 mm) to 14 feet (4267 mm). 


R602.10.11.2 Cripple wall bracing for Seismic Design 
Category D,. In Seismic Design Category D,, cripple walls 
supporting bearing walls or exterior walls or interior braced 
wall panels as required in Section R403.1.2 shall be braced in 
accordance with Tables R602.10.3(3) and R602.10.3(4). 


AMENDATORY SECTION (Amending WSR 10-18-036, 
filed 8/25/10, effective 9/25/10) 


WAC 51-51-0612 Section R612—Exterior windows 
and ((glass)) doors. 


((R642-6)) R612.3 Testing and labeling. Exterior windows 
and sliding doors shall be tested by an approved independent 
laboratory, and bear a label identifying manufacturer, perfor- 
mance characteristics and approved inspection agency to 
((Gadieated)) indicate compliance with AAMA/WDMA/CSA 
101/1.S.2/A440. Exterior side-hinged doors shall be tested 
and labeled as conforming to AAMA/WDMA/CSA 101/ 
I.S.2/A440 or comply with Section ((R642-6)) R612.5. 


EXCEPTIONS: 


1. Decorative glazed openings. 

2. Custom exterior windows and doors manufactured 
by a small business shall be exempt from all testing 
requirements in Section R612 ((efthetnternational 
Residential Cede)) provided they meet the applicable 
provisions of Chapter 24 of the International Building 
Code. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0703 Section R703—Exterior covering. 


R703.1 General. Exterior walls shall provide the building 
with a weather-resistant exterior wall envelope. The exterior 
wall envelope shall include flashing as described in Section 
R703.8. 


R703.1.1 Water resistance. The exterior wall envelope 
shall be designed and constructed in a manner that prevents 
the accumulation of water within the wall assembly by pro- 
viding a water-resistant barrier behind the exterior veneer as 
required by Section R703.2 and a means of draining water 
that enters the assembly to the exterior. Protection against 
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condensation in the exterior wall assembly shall be provided 


in accordance with Section ((6643)) R702.7 of this code. 
EXCEPTIONS: 1. A weather-resistant exterior wall envelope shall not 
be required over concrete or masonry walls designed 
in accordance with Chapter 6 and flashed according to 
Section R703.7 or R703.8. 


2. Compliance with the requirements for a means of 
drainage, and the requirements of Section R703.2 and 
R703.8, shall not be required for an exterior wall 
envelope that has been demonstrated to resist wind- 
driven rain through testing of the exterior wall enve- 
lope, including joints, penetrations and intersections 
with dissimilar materials, in accordance with ASTM E 
331 under the following conditions: 


2.1. Exterior wall envelope test assemblies shall 
include at least one opening, one control joint, one 
wall/eave interface and one wall sill. All tested open- 
ings and penetrations shall be representative of the 
intended end-use configuration. 


2.2. Exterior wall envelope test assemblies shall be at 
least 4 feet (1219 mm) by 8 feet (2438 mm) in size. 


2.3. Exterior wall assemblies shall be tested at a mini- 
mum differential pressure of 6.24 pounds per square 
foot (299Pa). 

2.4. Exterior wall envelope assemblies shall be sub- 
jected to a minimum test exposure duration of 2 hours. 
The exterior wall envelope design shall be considered 
to resist wind-driven rain where the results of testing 
indicate that water did not penetrate: Control joints in 
the exterior wall envelope; joints at the perimeter of 
opening penetration; or intersections of terminations 
with dissimilar materials. 

3. The requirement for a means of drainage shall not 
be construed to mean an air space cavity under the 
exterior cladding for an exterior wall clad with panel 
or lapped siding made of plywood, engineered wood, 
hardboard, or fiber cement. A water-resistive barrier 
as required by Section R703.2 and Table R703.4 will 
be required on exterior walls. 


R703.8 Flashing. Approved corrosion-resistant flashing 
shall be applied shingle-fashion in a manner to prevent entry 
of water into the wall cavity or penetration of water to the 
building structure framing components. Self-adhered mem- 
branes used as flashing shall comply with AAMA 711. The 
flashing shall extend to the surface of the exterior wall finish. 
Approved corrosion-resistant flashing shall be installed at all 
of the following locations: 


1. Exterior window and door openings. Flashing at exte- 
rior window and door openings shall extend to the surface of 
the exterior wall finish or to the water resistive barrier for 
subsequent drainage. 


2. At the intersection of chimneys or other masonry con- 
struction with frame or stucco walls, with projecting lips on 
both sides under stucco copings. 


3. Under and at the ends of masonry, wood or metal cop- 
ings and sills. 
4. Continuously above all projecting wood trim. 


5. Where exterior porches, decks or stairs attach to a wall 
or floor assembly of wood-frame construction. 


6. At wall and roof intersections. 
7. At built-in gutters. 
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AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0806 Section R806—((Reefrentitatien)) 
Reserved. 


((R806-4-Unrvented-attic-assemblies. Unvented attic assem- 


ee ee 


retarder_or-shall have-a-vapor retarder-coating or covering in 
y seh lerside ofthe insulation 


5-Fitheritemsa,b ore below shall be met, depending on 


. 4 } . } . R 4 J) 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0903 Section R903—Weather protec- 
tion. 


R903.4.1 ((Overflew)) Secondary (emergency overflow) 
drains ((and)) or scuppers. Where roof drains are required, 
secondary emergency overflow drains or scuppers shall be 


provided where the roof perimeter construction extends 
above the roof in such a manner that water will be entrapped 


if the primary drains allow buildup for any reason. Overflow 
drains having the same size as the roof drains shall be 
installed with the inlet flow line located 2 inches (51 mm) 
above the low point of the roof, or overflow scuppers having 


[257] 


WSR 13-04-068 


three times the size of the roof drains and having a minimum 
opening height of 4 inches (102 mm) shall be installed in the 
adjacent parapet walls with the inlet flow located 2 inches (51 
mm) above the low point of the roof served. The installation 
and sizing of overflow drains, leaders and conductors shall 
comply with the plumbing code. Overflow drains shall dis- 
charge to an approved location. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-1001 Section R1001—Masonry fire- 
places. 


R1001.7.1 Damper. Masonry fireplaces shall be equipped 
with a ferrous metal damper located at least 8 inches (203 
mm) above the top of the fireplace opening. Dampers shall be 
installed in the fireplace or the chimney venting the fireplace, 
and shall be operable from the room containing the fireplace. 

Fireplaces shall be provided with each of the following: 

1. Tightly fitting flue dampers, operated by a readily 
accessible manual or approved automatic control. 


EXCEPTION: Fireplaces with gas logs shall be installed in accor- 


dance with the International Mechanical Code Section 
901, except that the standards for liquefied petroleum 
gas installations shall be NFPA 58 (Liquefied Petro- 
leum Gas Code) and NFPA 54 (National Fuel Gas 
Code). 


2. An outside source for combustion air ducted into the 
firebox. The duct shall be at least 6 square inches, and shall 
be provided with an operable outside air duct damper. 
(EXCEPTION: Washineten certified fireplaces-shall be installed vith 


oe Sere ae Sys eee: tor ibinato 


facturerin-accordance-with the Washington State 
Building Standard 31-2 OVAE $1-50-31200) and IBC 
Section 2H4 (WAC 51-50-2H14).)) 


3. Site built fireplaces shall have tight fitting glass or 
metal doors, or a flue draft induction fan or as approved for 
minimizing back-drafting. Factory built fireplaces shall use 
doors listed for the installed appliance. 


NEW SECTION 
WAC 51-51-1002 Section R1002—Masonry heaters. 


R1002.2 Installation. Masonry heaters shall be installed in 
accordance with this section and shall be a masonry heater 
type approved by the department of ecology. Masonry heat- 
ers shall comply with one of the following: 

1. Masonry heaters shall comply with the requirements 
of ASTM E 1602; or 

2. Masonry heaters shall be listed and labeled in accor- 
dance with UL 1482 and installed in accordance with the 
manufacturer's installation instructions. 


R1002.2.1 Combustion air and doors. Masonry heaters 
shall be provided with both of the following: 

1. Primary combustion air ducted from the outside of the 
structure to the appliance. 

2. Tight fitting ceramic glass or metal doors. Flue damp- 
ers, when provided, shall have an external control and when 
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in the closed position shall have a net free area of not less 
than 5% of the flue cross sectional area. 


AMENDATORY SECTION (Amending WSR 04-01-109, 
filed 12/17/03, effective 7/1/04) 


WAC 51-51-1004 Section R1004—Factory-built fire- 
places. 


R1004.1.1 Emission Standards for Factory-built Fire- 
places. ((AfterJanuary+_1997)) No new or used factory- 
built fireplace shall be installed in Washington state unless it 
is certified and labeled in accordance with procedures and 
criteria specified in ((the-Washinsten State Buildine Code 
Standard 312)) ASTM E2558 Standard Test Method for 
determining particulate matter emission from fires in low 
mass wood burning fireplaces. 

To certify an entire fireplace model line, the internal 
assembly shall be tested to determine its particulate matter 
emission performance. Retesting and recertifying is required 
if the design and construction specifications of the fireplace 
model line internal assembly change. Testing for certification 
shall be performed by a Washington state department of ecol- 
ogy (DOE) approved and U.S. Environmental Protection 
Agency (EPA) accredited laboratory. 


R1004.1.2 Emission Standards for Certified Masonry and 
ae Fireplact E A ee new eeriied 


se a opecifiedinthe Washi ; a i 5 
Standard 342. 
Fe—certify—an—entire_fireplace-meodeltine_theimternal 


eae (EPA penarien: rE ee and con- 


crete fireplace model lines certified to Washington State 
Building Code Standard 31-2 prior to July 1, 2013, may 
retain certification provided the design and construction 
specifications of the fireplace model line internal assembly 


do not change. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-1006 Section R1006—Exterior air sup- 
ply. 


R1006.2 Solid fuel burning appliances and fireplaces. 
Solid fuel burning appliances and fireplaces shall be provided 
with tight fitting metal or ceramic glass doors, and: 

1. A source from outside the structure of primary com- 
bustion air, connected to the appliance as per manufacturer's 
specification. The air inlet shall originate at a point below the 
fire box. The duct shall be 4 inches or greater in diameter, not 
exceed 20 feet in length, and be installed as per manufac- 
turer's instructions; or 
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2. The appliance and manufacturer's recommended com- 
bustion air supply, as an installed unit, shall be certified by an 
independent testing laboratory to have passed Test No. 11- 
Negative Pressure Test, Section 12.3, of ULC S627-M1984 
"Space Heaters for Use with Solid Fuels," modified as fol- 
lows: 

Negative pressure of 8 Pascal shall be initially estab- 
lished with the chamber sealed and the air supply, if not 
directly connected to the appliance, closed off. 

The air supply if not directly connected to the appliance, 
shall then be opened. 

The maximum allowable air exchange rate from cham- 
ber leakage and intentional air supply for the unit (appliance 
with combustion air supply) in the test chamber is 3.5 air 
changes per hour, or 28 cfm (cubic feet of air per minute), 
whichever is less. 


EXCEPTION: Combustion air may be supplied to the room in which 
the solid fuel burning appliance is located in lieu of 
direct ducting, provided that one of the following con- 
ditions is met: 

1. The solid fuel burning appliance is part of a central 
heating plant and installed in an unconditioned space 
in conformance with the International Mechanical 
Code; or 

2. The solid fuel burning appliance is installed in 
existing construction directly on a concrete floor or 
surrounded by masonry materials as in a fireplace. 
The combustion air terminus shall be located as close 
to the solid fuel burning appliance as possible and 
shall be provided with a barometric damper or equiv- 
alent. The combustion air source shall be specified by 
the manufacturer or no less than 4 inches in diameter 
or the equivalent in area or as approved. 


((R4006-+4-Feetorybuilt_firepleees:—_t his section is net 
adopted- 


R+006-2Exterior-airintake:)) R1006.4 Passageway. This 
section is not adopted. 


AMENDATORY SECTION (Amending WSR 07-01-090, 
filed 12/19/06, effective 7/1/07) 


WAC 51-51-1201 Section M1201—General. 


M1201.1 Scope. The provisions of Chapters 12 through 24 
shall regulate the design, installation, maintenance, alteration 
and inspection of mechanical systems that are permanently 
installed and utilized to provide control of environmental 
conditions within buildings. These chapters shall also regu- 
late those mechanical systems, system components, equip- 
ment and appliances specifically addressed in this code. 


EXCEPTION: The standards for liquefied petroleum gas installations 


shall be the ((2064)) 2011 Edition of NFPA 58 (Lique- 
fied Petroleum Gas Code) and the ((2006)) 2012 Edi- 
tion of ANSI Z223.1/NFPA 54 (National Fuel Gas 
Code). 


M1201.3 Construction documents. The plans and specifi- 
cations shall show in sufficient detail pertinent data and fea- 


tures of the materials, equipment and systems as herein gov- 
erned including, but not limited to: Design criteria, size and 
type of apparatus and equipment, systems and equipment 
controls, provisions for combustion air to fuel burning appli- 
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ances, and other pertinent data to indicate conformance with 
the requirements of this code. 


M1201.4 Testing. At the discretion of the building official, 
flow testing may be required to verify that the mechanical 
system(s) satisfies the requirements of this code. Specific 
testing required by other sections of this code shall be per- 
formed. Flow testing may be performed using flow hoods 
measuring at the intake or exhaust points of the system, in- 
line pitot tube, or pitot-traverse type measurement systems in 
the duct, short-term tracer gas measurements, or other means 
approved by the building official. 


NEW SECTION 
WAC 51-51-1301 Section M1301—General. 


M1301.2 Identification. Each length of pipe and tubing and 
each pipe fitting utilized in a mechanical system shall bear 
the identification of the manufacturer. 


EXCEPTION: The manufacturer identification for fittings and pipe 


nipples shall be on each piece or shall be printed on 
the fitting or nipple packaging or provided documen- 
tation. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-1302 Section M1302—((Generat 
meechaniealsysten-requirements)) Reserved. 


((MH4302.2 Construction Documents; The plans and spect 


and -systems-as-herei gov 


tures-of the materials, equipment 
Pree ania Purno nated ie i cash Ae 


AMENDATORY SECTION (Amending WSR 10-03-098, 


filed 1/20/10, effective 7/1/10) 


WAC 51-51-1415 Section M1415—((Masenryheat- 
ers)) Reserved. 


((M44145.4-General—Masenry_heaters-shall be-appreved by 
the-department- of ecelogy_and shall contain both of the fol 
"pyi busti ied F , ide-oft 
structuretethe applance- 
2 Tight fittine ceramic glass or metal deors—Elue 
damper -when_provided shal have-an-external contretand 
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when-inthe-clesed _pesition_shall havea net free-area_of not 
lessthan 5% ofthe fle eross sectional area-)) 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-1507 Section M1507—Mechanical ven- 
tilation. 


M1507.1 General. ((Seuree-specific_exhaust-ventiationis 
required in-each kitchen, bathroom, water cleset_taundry 
reom, indeer swimming poet spa_and other reoms—where 
watervaperorcookine oderis produced Fhe minsnum 
seuree-specific_ventiation effective exhaust capacity shalt 
net-betessthartevels-speetfied in Fable M15073. 


providine source specific ventilation shall have-amintmum 
fanr flowrating nettessthan S0-efnt at 0.25 inehesawater 
gause for bathrooms_taundriesor-similar reoms-and 100 
efim-at- 0.25 ineheswater- gauge forttehens_ Manufacturers! 
fan flow-+ratings-shall be determined as-_per H¥19146- peit 
4995)}-0r AMCA210- 


EXCEPTION: 


ine oR Tee cade @haLE Nie ae lonoe as 


equivalent net free-area_of the -ductaverkTerminal elements 
for-exhaust fan duct systems_shall be -sereened_or-otherwise 
protected from_entry_byleaves_or other material Minimum 
50% net free-areashalt meet the requirements-of R303-5.)) 
Local exhaust and whole-house mechanical ventilation sys- 
tems and equipment shall be designed in accordance with this 
section. 


M1507.2 Recirculation of air. Exhaust air from bathrooms 
and toilet rooms shall not be recirculated within a residence 
or to another dwelling unit and shall be exhausted directly to 
the outdoors. Exhaust air from bathrooms and toilet rooms 
shall not discharge into an attic, crawl space or other areas of 


the building. 


M1507.3 Whole-house mechanical ventilation system. 
Whole-house mechanical ventilation systems shall be 


designed in accordance with Sections M1507.3.1 through 
M1507.3.3. 


M1507.3.1 System design. Each dwelling unit or guestroom 
shall be equipped with a ventilation system complying with 
Section M1507.3.4, M1507.3.5, M1507.3.6 or M1507.3.7. 
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Compliance is also permitted to be demonstrated through 


compliance with the International Mechanical Code. 


M1507.3.2 Control and operation. 
1. Location of controls. Controls for all ventilation sys- 


tems shall be readily accessible by the occupant. 

2. Instructions. Operating instructions for whole-house 
ventilation systems shall be provided to the occupant by the 
installer of the system. 

3. Local exhaust systems. Local exhaust systems shall 
be controlled by manual switches, dehumidistats, timers, or 
other approved means. 

4. Continuous whole-house ventilation systems. Contin- 
uous whole-house ventilation systems shall operate continu- 
ously. Exhaust fans, forced-air system fans, or supply fans 
shall be equipped with "fan on" as override controls. Con- 
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5.3. The ventilation rate shall be adjusted according to 
the exception in Section 403.8.5.1. 

5.4. The system shall be designed so that it can operate 
automatically based on the type of control timer installed. 

5.5. The intermittent mechanical ventilation system shall 
operate at least one hour out of every four. 

5.6. The system shall have a manual control and auto- 
matic control, such as a 24-hour clock timer. 

5.7. At the time of final inspection, the automatic control 
shall be set to operate the whole-house fan according to the 
schedule used to calculate the whole-house fan sizing. 

5.8. A label shall be affixed to the control that reads 
"Whole House Ventilation (see operating instructions)." 


M1507.3.2.1 Operating instructions. Installers shall pro- 


trols shall be capable of operating the ventilation system 


vide the manufacturer's installation, operating instructions, 
and a whole-house ventilation system operation description. 


without energizing other energy-consuming appliances. A 
label shall be affixed to the controls that reads "Whole House 
Ventilation (see operating instructions)." 

5. Intermittent whole-house ventilation systems. Inter- 
mittent whole-house ventilation systems shall comply with 
the following: 

5.1. They shall be capable of operating intermittently and 
continuously. 

5.2. They shall have controls capable of operating the 
exhaust fans, forced-air system fans, or supply fans without 
energizing other energy-consuming appliances. 


M1507.3.3 Mechanical ventilation rate. The whole-house 
mechanical ventilation system shall provide outdoor air to 
each habitable space at a continuous rate of not less than that 
determined in accordance with Table M1507.3.3(1). 

EXCEPTION: 


The whole-house_ mechanical ventilation system is 
permitted to operate intermittently where the system 
has controls that enable operation for not less than 25 
percent of each 4-hour segment and the ventilation 
rate prescribed in Table M1507.3.3(1) is multiplied by 
the factor determined in accordance with Table 


M1507.3.3(2). 


Table M1507.3.3(1) 
Continuous Whole-House Mechanical Ventilation System Airflow Rate Requirements 


(square feet) 


NUMBER OF BEDROOMS 
Dwelling Unit 
Floor Area 0-1 2-3 4-5 6-7 >7 


< 1,500 30 45 60 75 90 
1,501 - 3,000 45 60 15 90 105 
3,001 - 4,500 60 15 90 105 120 
4,501 - 6,000 75 90 105 120 135 
6,001 - 7,500 90 105 120 135 150 
>7.501 105 120 135 150 165 
For SI: 1 square foot = 0.0929 m?, | cubic foot per minute = 0.0004719 m/S. 
Table M1507.3.3(2) 


Intermittent Whole-House Mechanical Ventilation Rate Factors?” 


Run-Time Percentage in Each 


4-Hour Segment 25% 33% 50% 66% 15% 100% 
Factor? 4 2 1.5 1.3 1.0 


2 For ventilation system run time values between those given, the factors are permitted to be determined by interpolation. 


> Extrapolation beyond the table is prohibited. 


M1507.3.4 Whole-house ventilation using exhaust fans. 
This section establishes minimum prescriptive requirements 


M1507.3.4.1 Whole-house ventilation fans. Exhaust fans 
providing whole-house ventilation shall have a flow rating at 


for whole-house ventilation systems using exhaust fans. A 


0.25 inches water gauge as specified in Table M1507.3.3(1). 


system which meets all the requirements of this section shall 


Manufacturers! fan flow ratings shall be determined accord- 


be deemed to satisfy the requirements for a whole-house ven- 


ing to HVI 916 or AMCA 210. 


tilation system. 


Permanent 


[ 260 | 


Washington State Register, Issue 13-04 


M1507.3.4.2 Fan noise. Whole-house fans located 4 feet or 
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The outdoor air inlet duct connection to the return air stream 


less from the interior grille shall have a sone rating of 1.0 or 


shall be located upstream of the forced-air system blower and 


less measured at 0.1 inches water gauge. Manufacturer's 


shall not be connected directly into a furnace cabinet to pre- 


noise ratings shall be determined as per HVI 915 (March 


vent thermal shock to the heat exchanger. The system will be 


2009). Remotely mounted fans shall be acoustically isolated 


from the structural elements of the building and from 


equipped with a motorized damper connected to the auto- 
matic ventilation control as specified in Section M1507.3.2. 


attached duct work using insulated flexible duct or other 
approved material. 


M1507.3.4.3 Fan controls. The whole-house ventilation fan 
shall meet the requirements of Section M1507.3.2 and 
M1507.3.2.1. 


M1507.3.4.4 Outdoor air inlets. Outdoor air shall be dis- 
tributed to each habitable space by individual outdoor air 
inlets. Where outdoor air supplies are separated from exhaust 
points by doors, provisions shall be made to ensure air flow 
by installation of distribution ducts, undercutting doors, 
installation of grilles, transoms, or similar means. Doors 
shall be undercut to a minimum of 1/2 inch above the surface 
of the finish floor covering. 

Individual room outdoor air inlets shall: 

1. Have controllable and secure openings: 


2. Be sleeved or otherwise designed so as not to compro- 
mise the thermal properties of the wall or window in which 


they are placed; 
3. Provide not less than 4 square inches of net free area 


of opening for each habitable space. Any inlet or combina- 
tion of inlets which provide 10 cfm at 10 Pascals are deemed 
equivalent to 4 square inches net free area. 

Inlets shall be screened or otherwise protected from 
entry by leaves or other material. Outdoor air inlets shall be 
located so as not to take air from the following areas: 

1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 

2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 

3. A hazardous or unsanitary location. 

4. A room or space having any fuel-burning appliances 
therein. 

5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 

6. Attic, crawl spaces, or garages. 


M1507.3.5 Whole-house ventilation integrated with a 
forced-air system. This section establishes minimum pre- 
scriptive requirements for whole-house ventilation systems 
integrated with forced-air ventilation systems. A system 
which meets all the requirements of this section shall be 
deemed to satisfy the requirements for a whole-house venti- 


lation system. 


M1507.3.5.1 Integrated whole-house ventilation systems. 
Integrated whole-house ventilation systems shall provide 


The required flow rate shall be verified by field testing with a 
flow hood or a flow measuring station. 


M1507.3.5.2 Ventilation duct insulation. All supply ducts 
in the conditioned space shall be insulated to a minimum of 


R-4. 


M1507.3.5.3 Outdoor air inlets. Inlets shall be screened or 
otherwise protected from entry by leaves or other material. 
Outdoor air inlets shall be located so as not to take air from 
the following areas: 


1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 


2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 


3. A hazardous or unsanitary location. 
4. A room or space having any fuel-burning appliances 
therein. 


5. Closer than 10 feet from a vent opening of a plumbing 


drainage system unless the vent opening is at least 3 feet 
above the air inlet. 


6. Attic, crawl spaces, or garages. 


M1507.3.6 Whole-house ventilation using a supply fan. 
This section establishes minimum prescriptive requirements 


for whole-house ventilation systems using an inline supply 
fan. A system which meets all the requirements of this sec- 
tion shall be deemed to satisfy the requirements for a whole- 
house ventilation system. 


M1507.3.6.1 Outdoor air. Supply fan ventilation systems 
shall distribute outdoor air to each habitable space through 


the forced-air system ducts or through dedicated ducts to 
each habitable space. Supply fans shall have the capacity to 
provide the amount of outdoor air specified in Table 
M1507.3.3(1) at 0.40 inches water gauge as per HVI 916. 
The outdoor air must be filtered before it is delivered to hab- 
itable spaces. The filter may be located at the intake device, 
in line with the fan, or, in the case of a connection to the 
return plenum of the air handler, using the furnace filter. An 
outdoor air inlet shall be connected to either the supply or 
return air stream. 


M1507.3.6.2 Ducts. An outdoor air inlet duct connection to 
the supply air stream shall be located downstream of the 
forced-air system blower. An outdoor air inlet duct connec- 
tion to the return air stream shall be located at least 4 feet 


outdoor air at the rate calculated using Section M1507.3.3. 


Integrated forced-air ventilation systems shall distribute out- 
door air to each habitable space through the forced-air system 


upstream of the forced-air system blower and its filter. Nei- 


ther type of duct shall be connected directly into a furnace 
cabinet to prevent thermal shock to the heat exchanger. The 


ducts. Integrated forced-air ventilation systems shall have an 


outdoor air inlet duct shall be prescriptively sized in accor- 


outdoor air inlet duct connecting a terminal element on the 


dance with Table M1507.3.6.2. The terminal element on the 


outside of the building to the return air plenum of the forced- 


outside of the building shall be sized 2 inches in diameter 


air system, at a point within 4 feet upstream of the air handler. 


larger than the outdoor air inlet duct. 
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Table M1507.3.6.2 
Prescriptive Supply Fan Duct Sizing 
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M1507.3.7.2 Ventilation duct insulation. All supply ducts 
in the conditioned space installed upstream of the heat 


exchanger shall be insulated to a minimum of R-4. 


Supply Fan Tested cfm at 0.40" wg 
Specified Minimum Minimum 
Volume from Smooth Duct Flexible Duct 

Table 1507.3.3(1) Diameter Diameter 
50 - 90 cfm 4 inch 5inch 
90 - 150 cfm 5 inch 6 inch 
150 - 250 cfm 6 inch 7inch 
250 - 400 cfm 7inch 8inch 


M1507.3.6.3 Dampers. The system shall be equipped with a 
back-draft damper and one of the following: 

1. A calibrated manual volume damper installed and set 
to meet the measured flow rates specified in Table 
M1507.3.3(1) by field testing with a pressure gauge and/or 
following manufacturer's installation instructions; or 

2. A manual volume damper installed and set to meet the 
measured flow rates specified in Table M1507.3.3(1) by field 
testing with a flow hood or a flow measuring station; or 

3. An automatic flow-regulating device sized to the spec- 
ified flow rates in Table M1507.3.3(1) which provides con- 
stant flow over a pressure range of 0.20 to 0.60 inches water 
gauge. 


M1507.3.6.4 Ventilation duct insulation. All supply ducts 
in the conditioned space shall be insulated to a minimum of 


R-4. 


M1507.3.6.5 Outdoor air inlets. Inlets shall be screened or 
otherwise protected from entry by leaves or other material. 
Outdoor air inlets shall be located so as not to take air from 
the following areas: 
1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 
2. Where it will pick up objectionable odors, fumes or 


M1507.3.7.3 Outdoor air inlets. Inlets shall be screened or 
otherwise protected from entry by leaves or other material. 
Outdoor air inlets shall be located so as not to take air from 
the following areas: 


1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 


2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 


3. A hazardous or unsanitary location. 


4. A room or space having any fuel-burning appliances 
therein. 


5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 


6. Attic, crawl spaces, or garages. 


M1507.4 Local exhaust. Local exhaust shall be provided in 
each kitchen, bathroom, water closet, laundry room, indoor 
swimming pool, spa, and other rooms where water vapor or 
cooking odor is produced. Local exhaust systems shall be 
designed to have the capacity to exhaust the minimum air 
flow rate determined in accordance with Table M1507.4. 


Table M1507.4 


Minimum Required Local Exhaust Rates 
For One- and Two-Family Dwellings 


Area to Be 
Exhausted Exhaust Rates 
Kitchens 100 cfm intermittent or 25 cfm 
continuous 


Bathrooms - Toilet Mechanical exhaust capacity of 


flammable vapors. 
3. A hazardous or unsanitary location. 
4. A room or space having any fuel-burning appliances 


50 cfm intermittent or 
20 cfm continuous 


rooms 


Laundry rooms, 
indoor swimming 


therein. 

5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 


6. Attic, crawl spaces, or garages. 


M1507.3.7 Whole-house ventilation using a heat recovery 
ventilation system. This section establishes minimum pre- 


scriptive requirements for whole-house ventilation using a 
heat recovery ventilation system. 


M1507.3.7.1 Heat recovery ventilation systems. All duct 
work in heat recovery systems shall be sized and installed per 


the manufacturer's instructions. System minimum flow rat- 
ing shall be not less than that specified in Table M1507.3.3 
(1). Heat recovery ventilation systems shall have a filter on 
the upstream side of the heat exchanger in both the intake and 


pools, and spas 
For SI:_1 cubic foot per minute = 0.0004719 m?/s. 


M1507.4.1 Local exhaust fans. Exhaust fans providing 
local exhaust shall have a minimum fan flow rating not less 
than 50 cfm at 0.25 inches water gauge for bathrooms, laun- 
dries, or similar rooms and 100 cfm at 0.25 inches water 
gauge for kitchens. Manufacturers' fan flow ratings shall be 
determined as per HVI 916 (April 1995) or AMCA 210. 


EXCEPTION: Where a range hood or down draft exhaust fan is used 
to satisfy the local exhaust requirements for kitchens 
the range hood or down draft exhaust shall not be less 


than 100 cfm at 0.10 inches water gauge. 


M1507.4.2 Local exhaust controls. Local exhaust systems 
shall be controlled by manual switches, dehumidistats, tim- 


exhaust airstreams with a minimum efficiency rating value 


ers, or other approved means. Local exhaust system controls 


(MERV) of 6. 
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AMENDATORY SECTION (Amending WSR 12-07-019, 
filed 3/12/12, effective 4/12/12) 


WAC 51-51-1508 Section M1508—((Wheleheoeuse 
ventilatien)) Reserved. 


(( Thi : ; E 

KEEN : ee Bi cress seed eee prg 

systemsEach dwelling uniter euest oom shal be equipped 
with Seetion MH508-4; 


with-a-ventiation-system complying 
ees Pe eos — o A 


4-bocationofeontrols—Controls-for-alventHation-sys- 
tems-shall be readily-accessible by the ceeupant 

2InstructionsOperatine instructions fer whole heuse 
ventilation systems shall be-providedtethe -ceeupant bythe 
installer ofthe system. 


3—Seureespeetfie_ventilation _systemsseuree_speeifie 
ventilation systems-shal be -contreHed by manual switches, 
dehumidistats,timers_or other approved means. 


> 


eusty Exhaust fans, foreed-ait system _fans,or-supply fans 
shall_be-equippedawith “fan on"_as-_override controls _Con- 
LAD OR RCRD Dead seal NON 
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FABLE M1508.2 
MINIMUM VENTILATION RATES, 
Adah | : 
Bedrooms 
6+ 23 45 67 | = 
<1500 30 45 60 B 90 
45043000 45 60 B 90 | 405 
60 i 90 +05 | +2% 
B 90 405 | 20 | BS 
90 405 Po | BS | 450 
405 450 | 165 


5.2-Fhey-shalt have-contrels_eapable_of operating the 
exhaust fans, ferced-ait_system fans_or supply fans -witheut 


53-The ventilation rate - shall be-adjusted in-accerdance 
5.4-Fhe-system shall be-designed-sethat +t-ean-operate 
‘cally | | i z L installed- 
55 Thej ; hanical iati hall 
eperate-atleast-one hour outofevery twelve: 
5-6-Fhe-systemt-shalt have-amanual eontro and_aute- 
paatie-contrel such as-a24 hour eleek timer, 
S-+Atthetimeoffinalnspeetion, the autematic-contret 


shall _be-sette-operate the whole house fan according tothe 
seheduleusedto-caleutate the whole house fan sizing. 


5-8 A-tabel shall be-affixed tothe control that treads 
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0.25 -inches-water-saugeas-specified in Fable M15082 oF 


M45083-as-appleable-Manufacturers' fan flow ratings shalt 
ee eee 4995}6r AMCA 


4508-42 Fan Noise-_Whole house fanstocated4 feet or 


tessfromthe interior erite shall havea sone rating of0-0F 
lessmeasured at 0-1 incheswater sauce Manufacturer's 
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noise ratines-shall be determined as-per HVI 915 (October 
4+995)Remeotely mounted fans shall be acoustically isolated 


fromthe structural elements_of the building and from 
attached -ductavorlusine insulated flexible _duetor other 
approved material 

outside the buildine Exhaust ducts-_shall be equippedavith 


are-separated from exhaust pemts 
by-deers,_previsions-_shal _be-madete-ensureaizflow by. 
installation of distribution -ductsandereuttine deers installa- 


tion-of erittestransems,or-simiarimeans—Doors shalt be 
undereutte-aminimunt of 12 inch above the -surface_ofthe 


Mise ie thermal PROPOR Ce Orie WAON Menem in NeR 
A Provide not less-than-4-square-inches-of-net-free-area 


E Wich provide Ieka 10 Pacal us dciennincd’by 


the Home-Ventilatine Institute Air Flow-Fest Standard HV 
904+-Neovenber 1996) are-deemed equivatentte—4 square 
tnches-net free-area- 

Fnlets_shal _be—sereened—or_otherwise_pretected_from 
entry_by_teaves_or-other- material Outdoeraitintets-shal be 
leeated-se-as- nettetake ait fromthe following areas: 

+-Cleserthan0feet_from—an—applHance—vent-_outlet, 

letis 3 Ret at i i ir ialet 
2—Where-t-will pick up-oebjectionable-odors_fames—or 
flammable-vapers- 

4A roomorspace-having any feel burnings -applances 
therein. 

5-Cleserthan10 feet from arent openine ofa phimbing 
drainage system -uniess_the-vent epenine is-atteast 3 feet 

6-Attie_erawl spaces, or garages. 
M1508.5-Whole-HouseVentilation+ dawid 


noure roquisemente for spielo-ouse-vent lation Sustome 
intesrated-with forced _ait 


ventilation -systems.A system 
whieh meets-all the requirements-ofthis section shall be 


Bee ed lg ee ear O 
M15083-as-appheabletntegrated foreed-ait-ventilation sys- 
pe areca er 0 cece eee) 


eee he ee ee 
necting-aterminalelement-orthe-outside ofthe building toe 
the return ait_plenum of the forced-ait_system. ata peimt 
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Bact oa oh 5 ic Sind eens shel eai 


upstream of the forced-ait system blowerand shalt not be 
eonnected-_directhy inte-a_furnace_cabinette-prevent thermal 
shock +ethe heat exchanger—The system vill be equipped 


with-aimeterized damper connected tothe automatie-ventita- 
am et a at ad Retr RE Fhe+equired 


4508-5.3-OutdeorAit_Hrlets._Inlets shall be -sereened-_or 
etherwise-protected_from entry by leaves_or other material 
Outdeorait intets-shal be tecated seas nettetake-ait from 
+-Cleserthan10feet_from—an_applHanee—vent-_outlet, 
letis 2 foetal ; i ir inlet 
2—-Wheret-wHhpiekupobjectionable-odorsfumes-of 


4A roomorspace-having any fuelburningapphanees 
therein- 
5-Cleserthant0 feet froma 


ventepening ofa plimbing 
drainage system iuntess_the vent opening sat least 3 feet 
above the attintet. 


6-Attie_erawl spaces, or garages. 


provide the-amountofoutdeoraspeetied in Fable 
M1508.2-0t M1508:3—_as-appheable_at 0-40 incheswater 
gauge-as per HV¥1916 (Apr 1995) Fhe outdoorattimustbe 
filtered _before itis _ delivered to habitable rooms: Phe-fitter 


9 ’ 2 


the-ease-of-a-connection tothe return plenum of the ait han- 
dlerusine the furnace fitter An outdeorait inet shal be 
Lie eigen : 
M4508.6.2-Duets:_ An cutdoerait inlet duct connection to 
the-supphy_airstream shall be tecated downstream of the 
tion-to-the return_a: stream shall be teeated atleast 4 feet 
ther-type-of duct shall be connected directly inte-a furnace 
eabinette-prevent thermal shock tothe heat exchanger—Fhe 
eutdeeraiintet duct shall be_-preseriptively sized in accor 
daneeawith-Fable 4508-62 Fhe terminal element onthe 


outside-of the building shall _be sized 2 inches _in-diameter 
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FABLE M4508.6.2 
PRESCRIPTIVE SUPPLY FAN DECH HAG 
SupphbenPested-efi tO" ye 

Specified Mini Mini 
Vehunefron- SmeothDuct Hexible Duet 
50—90-efm 4ineh Sinek 
90—450efm Sinek 64ineh 
4150-250-efm 64neh Fineh 
250—400-efm Fineh Snek 


E aia RE ERO Se 


3-An-autematic flow regulatine device sizedte the spec- 
E IIS OR RG TIES 


M1508.6:5-OutdeorAiz tilets._Inlets-shall be -sereened or 


etherwise-protected_from entry by leaves_or other materiak 
Qutdoor sit iilets-shali be lgeated s6 as-notto-take Menon) 


+ EINS ETE ME E E E 
untess-such-vent cutletis 3 feet abeve the cutdeor ait tet. 


2—Whereitiwill pick tup-ebjectionable_odors,_fumes-or 


4_A-reenter space having anyfiel burning applanees 
there- 

5-Closertha t0 feet fromaventopeningofaplumbing 
drainage system uniess_the-vent epenine is-atteast 3 feet 
above the aitntet. 


6-Attie_erawl spaces, or garages. 
M1508-7.WheleH. Ventilation Usi HeatR 


Ventiation-Systent—This section establishes minimuntpre- 
fees A forwhele] Jati : 


work in-heat recovery systems shall be sized and installed per 
shall-be-not_less-_than_that specified in Table M1508.2-oF 

M1508.3,as-appleable Heat+eeovery-ventilation systems 
shal -have-afilter- onthe upstream side of the heat exchanger 
in- beth the intake and exhaust airstreams with asa 


efficieney_ratines-vahie (MERY) of 6. 

cle i į i c j 
BEES Ore VERINO Duet kisulntión Al-supply ductsin 
oOo a eae oo the-heat 
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otherwise-protectedfromentrybyHeaves-orother materiak 
Outdeor-aitiniets-shal be toeated se-as_nettetake-air from 
the folowing areas: 
4+-Cleserthan—t0feet from_an—appHance—vent-_outlet, 
Bae i i talet 
2—-Wheret-wHhpiekup—objectionable-odorsfumes-of 


4_A-reen er space having any fuel-burningapphances 
therein: 
3-Cleserthan10-feettroma vent opening ofa phimbing 
drainage system -untess the vent openins is-atteast 3 feet 
6-Attie_erawl spaces,or garages.)) 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-1600 Chapter 16—Duct systems. 


M1601.1.1 Above-ground duct systems. Above-ground 
duct systems shall conform to the following: 

1. Equipment connected to duct systems shall be 
designed to limit discharge air temperature to a maximum of 
250°F (121°C). 

2. Factory-made air ducts shall be constructed of Class 0 
or Class 1 materials as designated in Table M1601.1.1(1). 

3. Fibrous duct construction shall conform to the 
SMACNA Fibrous Glass Duct Construction Standards or 
NAIMA Fibrous Glass Duct Construction Standards. 

4. Minimum thickness of metal duct material shall be as 
listed in Table M1601.1.1(2). Galvanized steel shall conform 
to ASTM A 653. Metallic ducts shall be fabricated in accor- 
dance with SMACNA Duct Construction Standards Metal 
and Flexible. 

5. Use of gypsum products to construct return air ducts 
or plenums is permitted, provided that the air temperature 
does not exceed 125°F (52°C) and exposed surfaces are not 
subject to condensation. 

6. Duct systems shall be constructed of materials having 
a flame spread index not greater than 200. 

7. Stud wall cavities and the spaces between solid floor 
joists shall not be used as a duct or an air plenum in new con- 
struction. For existing systems, stud wall cavities and the 
spaces between solid floor joists to be used as air plenums 
shall comply with the following: 

7.1. These cavities or spaces shall not be used as a ple- 
num for supply air. 

7.2. These cavities or spaces shall not be part of a 
required fire-resistance-rated assembly. 

7.3. Stud wall cavities shall not convey air from more 
than one floor level. 

7.4. Stud wall cavities and joist-space plenums shall be 
isolated from adjacent concealed spaces by tight-fitting fire 
blocking in accordance with Section R602.8. 

7.5. Stud wall cavities in the outside walls of building 
envelope assemblies shall not be utilized as air plenums. 
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AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-1700 Chapter 17—Combustion air. 


M1701.1 Scope. Solid-fuel-burning appliances shall be pro- 
vided with combustion air in accordance with the appliance 
manufacturer's installation instructions. Oil-fired appliances 
shall be provided with combustion air in accordance with 
NFPA 31. The methods of providing combustion air in this 
chapter do not apply to fireplaces, fireplace stoves and direct- 
vent appliances. The requirements for combustion and dilu- 
tion air for gas-fired appliances shall be in accordance with 
Chapter 24. 

Fireplaces shall comply with ((Seetten+00+)) Chapter 
10. 


AMENDATORY SECTION (Amending WSR 04-01-109, 
filed 12/17/03, effective 7/1/04) 


WAC 51-51-2000 Chapter 20—Boilers and water 
heaters. ((Beilers- and Unfired Pressure Vessels are regulated 
by chapter 70-79 RCW and chapter 296104 WAC. 
SECFION-M2601 BOILERS; is not adopted. 
SECFION-M2602— OPERATING AND SAFEFY CONFROES, is Hot 


adopted- 


-)) Infor- 
mational Note: Boilers, water heaters and pressure vessels 
are regulated by chapter 70.79 RCW and chapter 296-104 
WAC in addition to the requirements of this code. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-4400 Chapter 44—Referenced stan- 
dards. 


(Washi State Buildine Code Standard 34-2 


FROS-EREPEACES 
See Seetion R4004- 5 L Residential Cod 
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2. Clothes closets, lincn closets and pantrics not 

exceeding 24 square feet (2.2 m*) in area, with the 
; i 

: rs : £ ? 

3-Bathrooms net more than 55 square feet (St m7} in 


AR415.24-Femperative retin and seperation fronhert 

seurees; Exceptas- provided for in Section AR105.2.2 sprit 

kders-shal -have-atemperature ratine_of netless than 135°R 

7°C)-and netnere thant 70°F FE} Sprinkters-shal be 
f i 

ee araisa fom i SOCON aS S bythe- sprinklerman 


kters-shal have-an intermediate temperature ratine notHess 
than 75°F (79°C) and net morethan225°F 407°C) where 


AR105.23++reezine areas. Pipnie shall be protected front 


ter-35)) 


NFPA 
720-12 Standard for the Installation of Carbon Monoxide 
(CO) Detectors and Warning Equipment R316.4 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-60105 Appendix R—Dwelling unit fire 
sprinkler systems. 


NFPA-13D of Appendix R-whiehshalbeconsidered-equiv- 
alentte- NEPA +13 D-Appendix R_-shal apphte-stand atone 
ineladet] © antif l * 5 inkl 
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FABLE-ARI05.2.2 
FOCA HOSS HER E-B-FERAMEDEA-FE-FEMPERAFERESPRIN- 
KEERSARE-REOQLIRED 
RANGE-OF DISFANCE FROM- 
HEAT SOURCE-WIFHES-\WHICH- 
EXNFERMEDH-FE-FEMPERATFURE- 
SPRINKLERS ARE REQUIRED 
HEAF SOURCE Gnehkes) 

Fireplace-side of opener 24036 

recessed fireplace 

Fireplace, front ef recessed 36-46-60 

fireplace 

Coalandaweed burning steve 12 to 42 

Kitchen rangetop 9+et8 
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accordance with Sections AR105.2-4 1 and AR405-2-4-2- 
ine] Ae, 1406 poet (37 i 
i i installation: one. 


AR105.2-4.2- Obstructions teeorveragce,_Sprinkter-dis- 
eharge-shall not be blocked by-_obstructionsunless- additional 
sprinklers-are installed te-protect the_obstructed area—Sprht 


kder-separation from obstructions shalt comphy with the mit 
Hnum_distances-_speetfied inthe sprinter manufacturer's 


sprinklers. Pendent sprinktersavithin 3 feet 945 mm) ofthe 
ea ceiling f à l eeilineJeminai 


the-center-ofa-cetline fan surface-mounted cetine himinaire 
er-sinilar object shall be -considered tobe-obstructed_and 
Iditionahsotink] hall beiastalled. 

adape A ines shall kecompleted aad threaded adapter for 
sprinklers-shall be-verified-as-_being clear of exeess-cement 
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ee ibaa a tee 
allrequirements for cold avater distribution piping For mult 


purpese-pipinge systems,the sprinkler piping shalt connectte 
and be-a_part ofthe coldavater distributien_piping system 


.R105.34N Hiepi Ltubine N Hepi 
and tubing such-as-CPVC and PEX shall be Histed forusein 


‘dential f ild l 
pipe and abas systems-shal-be-protecetedfrom-exposure+to 
the tying space bya tayer ofnetless than 3/6-ineh 9-5 mins) 
> 3 
A A | alle oard ! 2 inch pote i Smm) or 
i vit 
AA a ; 
2, Pipe protection shall not be req — where exposed 


of shuteff-valves_forthe_entire-water_distribution system, 


valves-shall net be installed in-anytocationwherethe-valve 


AR1053-4 Drain A meansto-drainthe sprinkler system 
shutoff valve- 

AR105-4 Detesniniice systent-desion flow. Hren or 
sizing the sprinkler piping system shall be based on the flow 


in-acecordance with Section 
AR1054-1 andthe calevlation in-accerdance with Section 


Get aaa ea ee ne 


mined-by Section AR105-4-4+, 
2—Fhe-desien flow rate fora room having tre-ormere 


OR SURE LATE INET I based-on See- 


horizontal, the required-flow-rate-for that room shall-comply 
veh veal s nee ae 
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4-Fhe-desien flow rate for the sprinter system shall be 
the flew required by the roomovith the tareest flow tate, 


based on Hemst 2 and 3- 

5-Forthe purpese of this section, it shall be- permissible 
te-reduce the desion flow rate fora room by subdividing the 
space inte-tve-or more rooms, where-each reom-is-evalated 


room shall be bounded bywalls and-aceHineOpenesin 
wals-shall have-atintel nettess than 8 inehes_203 am iA 
depth-_and eachtintel shall forma solid barrier betveenthe 


ess-than the required _desien flow-rate orinklers ina 
danceswith Section AR105-4-2 ata -pressure netiess than that 


a-dwelling unitwater supply is froma tank system, a private 
supply-shall_be-based_on-the-minimum pressure-control-set- 
tine forthe pump- 


AR155.2 Reqtired capaci theawatersupph shall have 
the-capacityte-provide the required desien flow rate for 
sprinklers-for-aperiod of time-as follows: 
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(Equation AR 

Where: 

P, =  Pressureusedin-apphying Fables- 

Pè =  Pressure-avaHablefromthe-water-suppty- 
sourfee 

PEs =  Pressuretossinthe-water-service-pipe- 

PE, Pressure tossinthe-watermeter. 

PE, =  Pressuretess-fronm-devices-otherthanthe- 
watermeter- 

PE, =  Pressuretoss-asseciated with changes in 
elevation. 

p, = Mati iredi] inket 
: : aes : beia 
R 2 4 ae i Bee shalt aoee 

Step-+—_Determine P.,., 


Obtainthe statte-supphypressurethatavitt be available 
fromthe-water- main from the-water_purveyor,_or for an indi 
vidual source the available supph pressure shal be +n accor 


dance swith Section AR105 54. 


Step2—Determine PE... 
Use-Fable P2904 621} +e determine the pressure toss-t 


eee eres awatersupphrtank systenora 
combination thereefis-used_any-combination- ofiwell ecapac- 
a ee pacer eee 


6Pipesizine ees seal hallbesized 
forthe flow +required by Section AR105-4.2 Fhe flow 


souree-to-any-_sprinkler-shall-be 3/4 inch (19-mm) nominak 


Fhreaded-adapter-fittines-at the _point.where-sprinklers-are 
attachedtethe piping shall be-amintmem of 1 inch 43. 
mmominat 


R410562 P sec ie Aerated hed-_Pive- shall} 
sized by_determining the available pressure to-offset friction 
tess+n- piping andidentifyine 2 piping material _diameterand 
length-usine the equation in Section AROS 62-1 and the 
procedure in Section AR105. 6.2.2 


AR105.6.2-4 Ayeileble-pressureequation Fhe pressure 
avatlableto-offset friction tess in the interior _ piping system 
(Pt) shall be determined in accordanceswith Equation AR 


p=P 


sup 
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Determinethe pressure tess from devices-_other than the 
water meter installed inthe piping system supplying sprin- 
kders—such-as-pressure-reducine valves, backflow _preventers, 
watersefteners_orwater filters Device - pressure tesses-shalt 


be based -on the device manufacturers specifications. Fhe 


added-wherethe-deviceisinstaled in-awater-service pipe 


that supplesmerethanonedweliie As-_atternativeto 
deducting _pressuretoss_foradevice,an automate bypass 
valve shall be installed divert flow-areund the device when 


Use-Fable P2904 623) te-determinethe-pressuretoss 
aeaoe niec wal Ghanees Ii cieva On Thi eterearen 


Bisa S N andthe 


elevationofthehighestsprinkler- 
Step-6—Determine Pp 
Determine the maximum- pressure required by any ind+ 
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8Fhe-pipine system is_tested in_accerdance with the 


tem, the _pump-—starts automaticaly tper system owater 


3 Pressure-reducing valves water-softeners -water fH- 
ters-or-otherimpaitments-to-waterflow-thatwere-not-part-of 


4-Thesignorvalvetag required by Section ARLOSHi8 
:)) 


The design and installation of residential fire sprinkler sys- 
tems shall be in accordance with the 2012 International Resi- 
dential Code Section P2904 Dwelling Unit Fire Sprinkler 
Systems. 


valve A main shutett valve to the 


waterdistribution system stating the _ 
the-water_systemfor_this-home-supplies-fre sprinklers that 
require-certain flows-and_pressures_tofight a fire-Deviees 


that restrict the flow or deerease the pressure or automatically 
shuteffthe-watertethefire-sprinkler system, _such-aswater 


shall not-be-added-to-this system-without-a-review-of the fire 
sprinkler-system by-afire protection specialist De not 


R405.84 ions ŢI listributi hall 
benspectedin-accerdancewith Sections AR105-81 and 


Hems-shal be-vertfied prierte-the coneeatmentofany sprite 
nie 
A a aa Hedinall red bys 


construction features himinaires_or-cetiine fans additional 
sprinklers-are-nstalled_as required by Section AR105.2.4 2 


heat-seurces—as_ required by Sections AR105 21 and 


4-Fhe-pipe size equals or exceeds the size used in apph- 
ine-Fables P2904. 624) through P2904 6.2/9) or if the -pip- 
ine-system-was-hydraulcaly calculated in-accordance with 
Section AR105-6-4 the size used the hydraute calculation. 


i netexceedthetlensth permitted 
by Tables AR105.6.2(4) through AR105-6.2(9) oF +f the -pip- 
ing-systemowas_hydrauheally caleutated in accordance swith 
Seetion AR105-61_pipetensths-and fttires-denetexceed 
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PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed February 4, 2013, 10:44 a.m., effective April 1, 2013] 


Effective Date of Rule: April 1, 2013. 

Purpose: In 2007, the division of occupational safety 
and health (DOSH) began working with a fall protection 
stakeholder group to consolidate the fall protection require- 
ments located in chapter 296-155 WAC, Safety standards for 
construction work, into one coherent set of requirements. 
DOSH is merging Parts C-1 and K, creating one location 
where fall protection requirements are located for construc- 
tion. In addition, we asked the stakeholder group to help 
identify any technical changes needed due to industry devel- 
opments and to ensure that any gap in current fall protection 
requirements would be addressed and rectified by this rule 
update. Throughout the process, clear and concise language 
in the rule was a focal point. 

Citation of Existing Rules Affected by this Order: 


NEW SECTIONS: 


WAC 296-155-24601 Scope and application. 


e This section was moved from the previous WAC 
296-155-24501 and rewritten to cover any activities 
performed under chapter 296-155 WAC requiring 
fall protection. 


WAC 296-155-24603 Definitions. 


e This section was moved from the previous WAC 
296-155-24503 and 296-155-500. Definitions that 
are not used in the adopted language were removed; 
new definitions were added to clarify new language. 
The following definitions were added: Affected 
area, catch platform, equivalent, fall distance, floor 
hole, floor opening, handrail, hazardous slope, per- 
sonal fall arrest system, personal fall restraint sys- 
tem, platform, qualified person, runway, safety net 
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system, safety watch system, self-rescue device, 
standard guardrail system, standard strength and 
construction, toeboard, and wall opening. 

The following definitions were removed: 
Approved, body belt, continuous fall protection, 
control zone, failure, positioning belt, roll out, 
strength member, and work area. 


WAC 296-155-24605 General requirements. 


This section contains requirements previously 
located in WAC 296-155-505, to include clarifying 
language that all walking/working surfaces upon 
which employees work are to be structurally sound. 
This section contains inspection criteria previously 
located in WAC 296-155-24510 relating to all com- 
ponents of personal fall arrest systems, personal fall 
restraint systems, positioning device systems, and 
safety nets. 

This section contains new exemption language 
relating to when employees would be exempt from 
WAC 296-155-24609 and 296-155-24611. 


WAC 296-155-24607 Fall protection required regardless 
of height. 


This section contains requirements previously 
located in WAC 296-155-505 relating to regardless 
of height, open sided floors, walkways, platforms or 
runways must be guarded with a standard guardrail 
system. 

Language was amended to "standard guardrail sys- 
tem" throughout the proposal for consistency. 
Added language previously located in WAC 296- 
155-680 relating to impalement hazards. 


WAC 296-155-24609 Fall protection required at four feet 
or more. 


Permanent 


This section contains requirements previously 
located in WAC 296-155-505 relating to requiring 
fall protection at four feet or more and also 
addresses guardrails, handrails, and covers. These 
requirements parallel the requirements previously 
located in WAC 296-155-24510. 

Language added relating to hazardous slopes chang- 
ing from six feet to four feet. 

Language throughout this section was rewritten to 
clarify and combine existing standards. 

Language was rewritten to clarify the relationship 
between walking/working surfaces and unprotected 
sides and edges. 

New language clarifying the requirements relating 
to using stilts behind guardrails was added. 

A list of options for how to provide fall protection at 
four feet has been placed in this section. 

New language has been added to explain the 
requirements of fall protection at four feet. 
Language relating to roofing work has been rewrit- 
ten to correct an error in the current WAC. This sec- 
tion clarifies that a roof is a walking/working sur- 
face and as such, fall protection starts at four feet. 
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WAC 296-155-24611 Fall protection required at ten feet 
or more. 


This section contains requirements previously 
located in WAC 296-155-24505 Fall protection 
work plan and 296-155-24510 Appropriate fall pro- 
tection systems. This language was rewritten for 
clarity and updated to provide consistency with the 
Occupational Safety and Health Administration 
(OSHA). 

Language from WISHA Regional Directive (WRD) 
30.25 relating to fall protection during excavation 
and trenching operations was incorporated into this 
section. 


WAC 296-155-24613 Fall arrest specifications. 


This section contains requirements previously 
located in WAC 296-155-24510 relating to fall 
arrest specifications. This language was rewritten 
for clarity. 


WAC 296-155-24615 Fall restraint specifications. 


This section contains requirements previously 
located in WAC 296-155-24510 relating to fall 
restraint. This language was rewritten for clarity. 
Removed the language relating to body belts since 
they are no longer allowed as an option for fall 
restraint. To further clarify, the term "full body har- 
ness" is now being used throughout the rule. 

The section contains requirements previously 
located in WAC 296-155-505 relating to guardrails. 
This section contains requirements previously 
located in WAC 296-155-24510, 296-155-245 13, 
and 296-155-24520 relating to warning lines. This 
language was rewritten for clarity. Language from 
WRD 29.50 relating to warning lines used for fall 
protection in construction was incorporated into this 
section. 

This section contains requirements previously 
located in WAC 296-155-24515 relating to access 
paths. This language was rewritten for clarity. 

This section contains requirements previously 
located in WAC 296-155-2452] relating to a safety 
monitor system. This language was rewritten for 
clarity. 

This section contains requirements previously 
located in WAC 296-155-505 relating to toeboards. 
Specifications governing safety watch systems have 
been put into this section. Since using a safety 
watch system is an option, not a requirement for 
employers, this is not considered as an increase in 
requirements. 


WAC 296-155-24617 Positioning device system specifica- 


tions. 


This section contains requirements previously 
located in WAC 296-155-245 10 relating to position- 
ing device systems. This language was rewritten for 
clarity to provide consistency with other require- 
ments in this proposal and with American National 
Standards Institute (ANSI) 357.3, 2007. 
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WAC 296-155-24619 Other specifications. 


This section contains miscellaneous requirements 
previously located in chapter 296-155 WAC, Parts 
C-1 and K. This language was rewritten for clarity. 
Added language making it clear that crawling 
boards and chicken ladders are not considered a fall 
protection system. 

Language has been added to this section outlining 
the specifications using a self rescue device system. 


WAC 296-155-24621 Training. 


This section contains requirements previously 
located in WAC 296-155-24505 relating to training. 
This language was rewritten for clarity. 


WAC 296-155-24623 Appendix A—Determining roof 
widths—Nonmandatory guidelines for complying with 
WAC 296-155-24615. 

This section contains information previously 
located in WAC 296-155-24523. This language was 
updated with housekeeping changes. 


WAC 296-155-24624 Appendix B—Calculating fall clear- 
ance distance using a shock-absorbing lanyard and D- 
ring anchorage connector—Nonmandatory guidelines for 
complying with WAC 296-155-24613 (1)(d). 


This section was created to assist employers in cal- 
culating fall clearance distances. 


AMENDED SECTIONS: WAC 296-36-170 Stairs and lad- 
ders, 296-45-25510 Fall protection, 296-155-477 Stairways, 
296-155-655 General protection requirements, 296-155-682 
Requirements for equipment and tools, 296-155-706 Struc- 
tural steel assembly, 296-155-716 Fall protection, 296-155- 
740 Cofferdams, 296-155-745 Compressed air, 296-874- 
20008 Make sure platforms are properly planked or decked, 
296-874-20030 Make sure ramps and walkways used to 
access scaffolds meet these requirements, 296-874-20052 
Provide fall protection for employees on scaffolds, 296-874- 
20058 Make sure personal fall arrest systems meet these 
requirements, 296-874-40020 Meet these requirements when 
using integral prefabricated scaffold access frames and 296- 
874-40034 Meet these requirements when using repair 
bracket scaffolds, updated references. 

REPEALED SECTIONS: WAC 296-155-245 Reserve, 
296-155-24501 Scope and application, 296-155-24503 Defi- 
nitions, 296-155-24505 Fall protection work plan, 296-155- 
24507 Reserve, 296-155-24510 Fall restraint, fall arrest sys- 
tems, 296-155-24515 Guarding of low pitched roof perime- 
ters, 296-155-24519 Reserve, 296-155-24520 Leading edge 
control zone, 296-155-24521 Safety monitor system, 296- 
155-24522 Reserve, 296-155-24523 Appendix A to Part C- 
1—Determining roof widths nonmandatory guidelines for 
complying with WAC 296-155-24515 (2)(b), 296-155-24524 
Reserve, 296-155-24525 Appendix B to Part C-1—Fall 
restraint and fall arrest (employer information only), 296- 
155-500 Definitions applicable to this part, 296-155-505 
Guardrails, handrails and covers, 296-155-50503 Roofing 
brackets, 296-155-50505 Reserved, 296-155-510 Reserved, 
and 296-155-515 Ramps, runways, and inclined walkways. 
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The requirements in these sections have been moved to WAC 

296-155-24601 through 296-155-24624. 
Statutory Authority for Adoption: 

49.17.040, 49.17.050, and 49.17.060. 

Other Authority: 29 C.F.R. 1926, Subpart M, Fall Pro- 
tection. 

Adopted under notice filed as WSR 12-17-118 on 
August 21, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: As a result of written and oral comments received, 
the following sections are being changed as indicated below: 

CHANGES TO THE RULES (Proposed rule versus rule 
actually adopted): 


WAC 296-155-24603 Definitions. 


Added the word "surface" into the definitions of 
"floor holes" and "floor openings" to be at-least-as- 
effective-as OSHA. They now read, "Floor hole 
means an opening measuring less than twelve inches 
but more than one inch in its least dimension in any 
floor, roof, platform, or surface through which mate- 
rials but not persons may fall, such as a belt hole, 
pipe opening, or slot opening." "Floor opening 
means an opening measuring twelve inches or more 
in its least dimension in any floor, roof, platform, or 
surface through which persons may fall." 

Added a definition for "positioning harness/belt" to 
match what is required by a National Consensus 
Standard and based on comment that reads, "Posi- 
tioning harness/belt means a body support that 
meets the requirements specified in ANSI Z359.3- 
2007 that encircles and closes around the waist and 
legs with attachment elements appropriate for posi- 
tioning work." 

Added a sentence at the end of the definition "walk- 
ing/working surface," based on comment. It now 
reads, "Walking/working surface means any area 
including, but not limited to, floors, a roof surface, 
bridge, the ground, and any other surfaces whose 
dimensions are forty-five inches or more in all 
directions, through which workers can pass or con- 
duct work. A walking/working surface does not 
include vehicles or rolling stock on which employ- 
ees must be located in order to perform their job 
duties." 


RCW 49.17.010, 


WAC 296-155-24607 Fall protection required regardless 
of height. 

e Subsection (1): Replaced the words "rock crushing 
equipment" with "dip tanks," based on comment. It 
now reads, "Regardless of height, open sided floors, 
walkways, platforms, or runways above or adjacent 
to dangerous equipment, such as dip tanks and mate- 
rial handling equipment, and similar hazards shall 
be guarded with a standard guardrail system." 
Added a new subsection (2) relating to the guarding 
of floor holes or floor openings, based on comment. 
This was moved from WAC 296-155-24609. It 
reads, "(2) Floor holes or floor openings, into which 
persons can accidentally walk, shall be guarded by 
either a standard railing with standard toe board on 
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all exposed sides, or a cover of standard strength and 
construction that is secured against accidental dis- 
placement. While the cover is not in place, the floor 
hole opening shall be protected by a standard rail- 
ing." This language is almost identical to what was 
previously in WAC. 

Added a note for clarity, it reads, "Note: Require- 
ments for when guarding floor openings at heights 
of four feet or more are located in WAC 296-155- 
24609(4)." 

Renumbered subsection (2) to (3). 


WAC 296-155-24609 Fall protection required at four feet 
or more. 

Moved subsection (4) to WAC 296-155-24607 
based on comment and renumbered the rest of this 
section. 


WAC 296-155-24611 Fall protection required at ten feet 
or more. 


Subsection (1)(b): Removed the words "on low 
pitched surfaces," it now reads, "Constructing a 
leading edge";. This language was inadvertently left 
in the proposed rule. 


WAC 296-155-24613 Fall arrest specifications. 


Subsection (1)(1): Added the words "or equivalent" 
and "rope" to be consistent with chapter 296-59 
WAC, Safety standards for ski area facilities and 
operations. It now reads, "Droplines or lifelines 
used on rock scaling operations, or in areas where 
the lifeline may be subjected to cutting or abrasion, 
shall be a minimum of seven-eighths inch wire core 
manila rope or equivalent. For all other lifeline 
applications, a minimum of three-fourths inch 
manila rope or equivalent, with a minimum break- 
ing strength of five thousand pounds, shall be used." 


A final cost-benefit analysis is available by contacting 
Cindy Ireland, P.O. Box 44620, Olympia, WA 98504-4620, 
phone (360) 902-5522, fax (360) 902-5619, e-mail cynthia. 
ireland@lIni.wa.gov. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 13, Amended 15, Repealed 20; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 13, Amended 15, Repealed 20. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 13, Amended 15, Repealed 20. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 13, 
Amended 15, Repealed 20. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: February 4, 2013. 


Joel Sacks 
Director 


Permanent 


[272 ] 


Washington State Register, Issue 13-04 


AMENDATORY SECTION (Amending Order 90-10, filed 
8/13/90, effective 9/24/90) 


WAC 296-36-170 Stairs and ladders. The require- 
ments of chapter 296-155 WAC Parts ((K)) C-1 and J shall 


apply. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-45-25510 Fall protection. (1) Personal fall 
arrest equipment shall meet the requirements of chapter 296- 
155 WAC ((296455-245)), Part C-1, Fall protection require- 
ments for construction. 

(2) Specific requirements for lineman's belts, safety 
straps and lanyards. 

(a) All fabric used for safety straps must withstand an 
A.C. dielectric test of not less than 25,000 volts per foot "dry" 
for 3 minutes, without visible deterioration. 

(b) All fabric and leather used must be tested for leakage 
current and must not exceed 1 milliampere when a potention 
of 3,000 volts is applied to the electrodes positioned 12 
inches apart. 

(c) Direct current tests may be permitted in lieu of alter- 
nating current tests. 

(d) The cushion part of the body belt must: 

(i) Contain no exposed rivets on the inside; 

(ii) Be at least three (3) inches in width; 

(iii) Be at least five thirty-seconds (5/32) inch thick, if 
made of leather; and 

(iv) Have pocket tabs that extended at least 1 1/2 inches 
down and three (3) inches back of the inside of circle of each 
D ring for riveting on plier or tool pockets. On shifting D 
belts, this measurement for pocket tabs must be taken when 
the D ring section is centered. 

(e) A maximum of four (4) tool loops must be so situated 
on the body belt that four (4) inches of the body belt in the 
center of the back, measuring from D ring to D ring, must be 
free of tool loops, and any other attachments. 

(f) Suitable copper, steel, or equivalent liners must be 
used around bar of D rings to prevent wear between these 
members and the leather or fabric enclosing them. 

(g) All stitching must be of a minimum 42-pound weight 
nylon or equivalent thread and must be lock stitched. Stitch- 
ing parallel to an edge must not be less than three-sixteenths 
(3/16) inch from edge of narrowest member caught by the 
thread. The use of cross stitching on leather is prohibited. 

(h) The keeper of snaphooks must have a spring tension 
that will not allow the keeper to begin to open with a weight 
of 2 1/2 pounds or less, but the keeper of snaphooks must 
begin to open with a weight of four (4) pounds, when the 
weight is supported on the keeper against the end of the nose. 

(i) Testing of lineman's safety straps, body belts and lan- 
yards must be in accordance with the following procedure: 

(i) Attach one end of the safety strap or lanyard to a rigid 
support, the other end must be attached to a 250-pound can- 
vas bag of sand; 

(ii) Allow the 250-pound canvas bag of sand to free fall 
4 feet for (safety strap test) and 6 feet for (lanyard test); in 
each case stopping the fall of the 250-pound bag; 
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(iii) Failure of the strap or lanyard must be indicated by 
any breakage, or slippage sufficient to permit the bag to fall 
free of the strap or lanyard. The entire "body belt assembly" 
must be tested using one D ring. A safety strap or lanyard 
must be used that is capable of passing the "impact loading 
test" and attached as required in (i)(i) of this subsection. The 
body belt must be secured to the 250-pound bag of sand at a 
point to simulate the waist of a man and allowed to drop as 
stated in (i)(ii) of this subsection. Failure of the body belt 
must be indicated by any breakage, or slippage sufficient to 
permit the bag to fall free of the body belt. 

(3) Body belts, safety straps, lanyards, lifelines, and 
body harnesses shall be inspected before use each day to 
determine that the equipment is in safe working condition. 
Defective equipment may not be used. 

(4) Employees shall not wear climbers while doing work 
where they are not required. Employees shall not continue to 
wear their climbers while working on the ground; except for 
momentary or short periods of time on the ground. 

(5) Employees, when working from a hook ladder, must 
either belt themselves securely to the ladder, attach them- 
selves to the structures by means of a safety line, or belt 
themselves to ladder safety equipment, which shall consist of 
a safety rope or belting threaded through the rungs or secured 
to the ladder at intervals of not more than three feet. 

(6) Before an employee throws his/her weight on a belt, 
the employee shall determine that the snap or fasteners are 
properly engaged. 

(7) Safety straps shall not be placed around poles above 
the cross-arm except where it is not possible for the strap to 
slide or be slipped over the top of the pole by inadvertence of 
the employee. Neither end of the strap shall be allowed to 
hang loose or dangle while the employee is ascending or 
descending poles or other structures. 

(8) Body belts and safety straps shall not be stored with 
sharp-edged tools or near sharp objects. When a body belt, 
safety strap and climbers are kept in the same container, they 
shall be stored in such a manner as to avoid cutting or punc- 
turing the material of the body belt or safety strap with the 
gaffs or climbers. 

(9) Employees shall not attach metal hooks or other 
metal devices to body belts. Leather straps or rawhide thongs 
shall have hardwood or fibre crossbars. Leather straps and 
rawhide thongs shall not have metal or other conductive 
crossbars on them. 

(10) Climbing gaffs shall be kept properly sharpened and 
shall be at least 1-1/8 inches in length. 

(11) Lifelines shall be protected against being cut or 
abraded. 

(12) Fall arrest equipment, work positioning equipment, 
or travel restricting equipment shall be used by employees 
working at elevated locations more than 4 feet (1.2 m) above 
the ground on poles, towers, or similar structures if other fall 
protection has not been provided. Fall protection equipment 
is not required to be used by a qualified employee climbing or 
changing location on poles, towers, or similar structures, 
unless conditions, such as, but not limited to, ice, high winds, 
the design of the structure (for example, no provision for 
holding on with hands), or the presence of contaminants on 
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the structure, could cause the employee to lose his or her grip 
or footing. 


Note 1: This subsection applies to structures that support overhead 
electric power generation, transmission, and distribution 
lines and equipment. It does not apply to portions of build- 
ings, such as loading docks, to electric equipment, such as 
transformers and capacitors, nor to aerial lifts. Require- 
ments for fall protection associated with walking and work- 
ing surfaces are contained in chapter 296-155 WAC ((296- 
455-245:)), Part C-1, Fall protection requirements for con- 
struction requirements for fall protection associated with 
aerial lifts are contained in chapter 296-869 WAC, Elevat- 
ing work platforms. 

Employees undergoing training are not considered "quali- 
fied employees" for the purposes of this provision. Unqual- 
ified employees (including trainees) are required to use fall 
protection any time they are more than 4 feet (1.2 m) above 
the ground. 


Note 2: 


(13) The following requirements apply to personal fall 
arrest systems: 

(a) When stopping or arresting a fall, personal fall arrest 
systems shall limit the maximum arresting force on an 
employee to 1800 pounds (8 kN) if used with a body harness. 

(b) Personal fall arrest systems shall be rigged such that 
an employee can neither free fall more than 6 feet (1.8 m) nor 
contact any lower level. 

(14) If vertical lifelines or droplines are used, not more 
than one employee may be attached to any one lifeline. 

(15) Snaphooks may not be connected to loops made in 
webbing-type lanyards. 

(16) Snaphooks may not be connected to each other. 


NEW SECTION 


WAC 296-155-24601 Scope and application. Chapter 
296-155 WAC, Part C-1 sets forth requirements for employ- 
ers to provide and enforce the use of fall protection for 
employees performing activities covered under this chapter. 

Note: Additional standards requiring fall protection include: 

e Chapter 296-869 WAC, vehicle mounted aerial platforms, 
and boom supported elevating work platforms. 

e Chapter 296-874 WAC, Scaffolds. 

* Chapter 296-876 WAC, Ladders, portable and fixed. 

e Chapter 296-155 WAC, Part J: Stairways; Part L: Cranes, 
rigging, and personnel lifting; Part M: Pile driving; Part O: 
Placing and removal of forms, and vertical slip forms; Part 
P: Steel erection temporary floors. 


NEW SECTION 


WAC 296-155-24603 Definitions. Affected area 
means the distance away from the edge of an excavation 
equal to the depth of the excavation up to a maximum dis- 
tance of fifteen feet. For example, an excavation ten feet 
deep has an affected area extending ten feet from the edge of 
any side of the excavation. 

Anchorage means a secure point of attachment for life- 
lines, lanyards, or deceleration devices which is capable of 
withstanding the forces specified in this part. 

Catch platform means a type of fall arrest system that 
consists of a platform installed within four vertical feet of the 
fall hazard, is at least forty-five inches wide and is equipped 
with a standard guardrail system on all exposed sides. 

Catenary line - See horizontal lifeline. 
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Competent person means an individual knowledgeable 
of fall protection equipment, including the manufacturer's 
recommendations and instructions for the proper use, inspec- 
tion, and maintenance; and who is capable of identifying 
existing and potential fall hazards; and who has the authority 
to take prompt corrective action to eliminate those hazards; 
and who is knowledgeable of the rules contained in this part 
regarding the installation, use, inspection, and maintenance 
of fall protection equipment and systems. 

Connector means a device which is used to connect 
parts of the personal fall arrest system and positioning device 
systems together. It may be an independent component of the 
system, such as a carabiner, or it may be an integral compo- 
nent of part of the system (such as a buckle or D-ring sewn 
into a harness, or a snap hook spliced or sewn to a lanyard or 
self-retracting lanyard). 

Deceleration device means any mechanism, such as a 
rope grab, ripstitch lanyard, specifically woven lanyard, tear- 
ing or deforming lanyards, automatic self-retracting life- 
lines/lanyards, etc., which serves to dissipate a substantial 
amount of energy during a fall arrest, or otherwise limit the 
energy imposed on an employee during fall arrest. 

Deceleration distance means the additional vertical dis- 
tance a falling employee travels, excluding lifeline elonga- 
tion and free fall distance, before stopping, from the point at 
which the deceleration device begins to operate. It is mea- 
sured as the distance between the location of an employee's 
full body harness attachment point at the moment of activa- 
tion (at the onset of fall arrest forces) of the deceleration 
device during a fall, and the location of that attachment point 
after the employee comes to a full stop. 

Dropline means a vertical lifeline secured to an upper 
anchorage for the purpose of attaching a lanyard or device. 

Equivalent means alternative designs, materials, or 
methods to protect against a hazard which the employer can 
demonstrate and will provide an equal or greater degree of 
safety for employees than the methods, materials or designs 
specified in this standard. 

Fall arrest system means a fall protection system that 
will arrest a fall from elevation. Fall arrest systems include 
personal fall arrest systems that are worn by the user, catch 
platforms, and safety nets. 

Fall distance means the actual distance from the 
worker's support to the level where a fall would stop. 

Fall protection work plan means a written planning 
document in which the employer identifies all areas on the 
job site where a fall hazard of ten feet or more exists. The 
plan describes the method or methods of fall protection to be 
used to protect employees, and includes the procedures gov- 
erning the installation, use, inspection, and removal of the fall 
protection method or methods which are selected by the 
employer. See WAC 296-155-24611(2). 

Fall restraint system means a system in which all nec- 
essary components function together to restrain/prevent an 
employee from falling to a lower level. Types of fall restraint 
systems include standard guardrail systems, personal fall 
restraint systems, warning line systems, or a warning line 
system and safety monitor. 

Floor hole means an opening measuring less than twelve 
inches but more than one inch in its least dimension in any 
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floor, roof, platform, or surface through which materials but 
not persons may fall, such as a belt hole, pipe opening, or slot 
opening. 

Floor opening means an opening measuring twelve 
inches or more in its least dimension in any floor, roof, plat- 
form, or surface through which persons may fall. 

Free fall means the act of falling before a personal fall 
arrest system begins to apply force to arrest the fall. 

Free fall distance means the vertical displacement of the 
fall arrest attachment point on the employee's full body har- 
ness between onset of the fall and just before the system 
begins to apply force to arrest the fall. This distance excludes 
deceleration distance, and lifeline/lanyard elongation, but 
includes any deceleration device slide distance or self-retract- 
ing lifeline/lanyard extension before they operate and fall 
arrest forces occur. 

Full body harness means a configuration of connected 
straps that meets the requirements specified in ANSI Z359.1- 
2007, that may be adjustable to distribute a fall arresting 
force over at least the thighs, shoulders and pelvis, with pro- 
visions for attaching a lanyard, lifeline, or deceleration 
devices. 

Full body harness system means a full body harness 
and lanyard which is either attached to an anchorage meeting 
the requirements of this part; or it is attached to a horizontal 
or vertical lifeline which is properly secured to an anchor- 
age(s) capable of withstanding the forces specified in this 
part. 

Handrail means a rail used to provide employees with a 
handhold for support. 

Hardware means snap hooks, D-rings, bucklers, carabi- 
ners, adjusters, O-rings, that are used to attach the compo- 
nents of a fall protection system together. 

Hazardous slope means a slope where normal footing 
cannot be maintained without the use of devices due to the 
pitch of the surface, weather conditions, or surface material. 

Horizontal lifeline means a rail, rope, wire, or synthetic 
cable that is installed in a horizontal plane between two 
anchorages and used for attachment of a worker's lanyard or 
lifeline device while moving horizontally; used to control 
dangerous pendulum like swing falls. 

Lanyard means a flexible line of webbing, rope, or 
cable used to secure a positioning harness or full body har- 
ness to a lifeline or an anchorage point usually two, four, or 
six feet long. 

Leading edge means the advancing edge of a floor, roof, 
or formwork which changes location as additional floor, roof, 
or formwork sections are placed, formed, or constructed. 

Lifeline means a vertical line from a fixed anchorage or 
between two horizontal anchorages, independent of walking 
or working surfaces, to which a lanyard or device is secured. 
Lifeline as referred to in this text is one which is part of a fall 
protection system used as back-up safety for an elevated 
worker or as a restraint for workers on a flat or sloped sur- 
face. 

Locking snap hook means a connecting snap hook that 
requires two separate forces to open the gate; one to deacti- 
vate the gatekeeper and a second to depress and open the gate 
which automatically closes when released; used to minimize 
roll out or accidental disengagement. 
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Low pitched roof means a roof having a slope equal to 
or less than four in twelve. 

Mechanical equipment means all motor or human pro- 
pelled wheeled equipment except for wheelbarrows, mop- 
carts, robotic thermoplastic welders and robotic crimpers. 

Personal fall arrest system means a fall arrest system 
that is worn by the employee to arrest the employee in a fall 
from elevation. It consists of an anchor point, connectors, a 
full body harness, and may include a lanyard, deceleration 
device, lifeline, or suitable combinations of these. 

Personal fall restraint system means a fall restraint sys- 
tem that is worn by the employee to keep the employee from 
reaching a fall point, such as the edge of a roof or elevated 
work surface. It consists of an anchor point, hardware assem- 
blies, a full body harness and may include a lanyard, restraint 
lines, or suitable combinations of these. 

Platform means a work surface elevated above the sur- 
rounding floor or ground. 

Positioning device system means a full body harness or 
positioning harness that is worn by an employee, and is 
rigged to allow an employee to be supported on an elevated 
vertical or inclined surface, such as a wall, pole or column 
and work with both hands free from the body support. 

Positioning harness means a body support that meets 
the requirements specified in ANSI Z359.3-2007 that encir- 
cles and closes around the waist and legs with attachment ele- 
ments appropriate for positioning work. 

Qualified person means one who, by possession of a 
recognized degree, certificate, or professional standing, or 
who by extensive knowledge, training, and experience, has 
successfully demonstrated his/her ability to solve or resolve 
problems related to the subject matter, the work, or the proj- 
ect. 

Restraint line means a line from a fixed anchorage or 
between two anchorages to which an employee is secured in 
such a way as to prevent the worker from falling to a lower 
level. 

Roof means the exterior surface on the top of a building. 
This does not include floors or formwork which, because a 
building has not been completed, temporarily become the top 
surface of a building. 

Roofing work means the hoisting, storage, application, 
and removal of roofing materials and equipment, including 
related insulation, sheet metal, and vapor barrier work, but 
not including the construction of the roof deck. 

Rope grab means a fall arrester that is designed to move 
up or down a lifeline suspended from a fixed overhead or hor- 
izontal anchorage point, or lifeline, to which the full body 
harness is attached. In the event of a fall, the rope grab locks 
onto the lifeline rope through compression to arrest the fall. 
The use of a rope grab device is restricted for all restraint 
applications. See WAC 296-155-24615 (1)(f). 

Runway means a passageway for persons, elevated 
above the surrounding floor or ground level, such as a foot- 
walk along shafting or a walkway between buildings. 

Safety line - See lifeline. 

Safety monitoring system means a type of fall restraint 
system in which a competent person whose only job respon- 
sibility is to recognize and warn employees of their proximity 
to fall hazards when working between the warning line and 
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the unprotected sides and edges, including the leading edge 
of a low pitch roof or other walking/working surface. 

Safety net system means a type of fall arrest system, as 
described in WAC 296-155-24613(2). 

Safety watch system means a fall protection system as 
described in WAC 296-155-24615(6), in which a competent 
person monitors one worker who is engaged in repair work or 
servicing equipment on low pitch roofs only. 

Self-rescue device means a piece of equipment designed 
to allow a person, who is suspended in a personal fall arrest 
system, to independently rescue themselves after the fall by 
moving the device up or down until they reach a surface and 
are no longer suspended. 

Self-retracting lifeline means a deceleration device 
which contains a wound line which may be slowly extracted 
from, or retracted onto, the device under slight tension during 
normal employee movement, and which after onset of a fall, 
automatically locks the drum and arrests the fall. 

Shock absorbing lanyard means a flexible line of web- 
bing, cable, or rope used to secure a full body harness to a 
lifeline or anchorage point that has an integral shock 
absorber. 

Snap hook - See "locking snap hook." 

Standard guardrail system means a type of fall 
restraint system that is a vertical barrier consisting of a top 
rail and mid rail, and toe board when used as falling object 
protection for persons who may work or pass below, that is 
erected along all open sides or edges of a walking/working 
surface, a floor opening, a floor hole, wall opening, ramp, 
platform, or runway. 

Standard strength and construction means any con- 
struction of railings, covers, or other guards that meets the 
requirements of this part. 

Static line - See horizontal lifeline. 

Steep pitched roof means a roof having a slope greater 
than four in twelve. 

Toe board means a vertical barrier at floor level erected 
along all open sides or edges of a floor opening, platform, 
runway, ramp, or other walking/working surface to prevent 
materials, tools, or debris from falling onto persons passing 
through or working in the area below. 

Unprotected sides and edges means any open side or 
edge of a floor, roof, balcony/deck, platform, ramp, runway, 
or walking/working surface where there is no standard guard- 
rail system, or parapet wall of solid strength and construction 
that is at least thirty-nine inches in vertical height. 

Walking/working surface means any area including, 
but not limited to, floors, a roof surface, bridge, the ground, 
and any other surfaces whose dimensions are forty-five 
inches or more in all directions, through which workers can 
pass or conduct work. A walking/working surface does not 
include vehicles or rolling stock on which employees must be 
located in order to perform their job duties. 

Wall opening means an opening at least thirty inches 
high and eighteen inches wide, in any wall or partition, 
through which persons may fall, such as an opening for a 
window, a yard arm doorway or chute opening. 

Warning line system means a barrier erected on a walk- 
ing and working surface or a low pitch roof (four in twelve or 
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less), to warn employees that they are approaching an unpro- 
tected fall hazard(s). 


NEW SECTION 


WAC 296-155-24605 General requirements. (1) The 
employer shall ensure that all surfaces on which employees 
will be working or walking on are structurally sound and will 
support them safely prior to allowing employees to work or 
walk on them. 

(2) Inspection criteria. 

(a) All components (including hardware, lanyards, and 
positioning harnesses or full body harnesses depending on 
which system is used) of personal fall arrest systems, per- 
sonal fall restraint systems and positioning device systems 
shall be inspected prior to each use according to manufac- 
turer's specifications for mildew, wear, damage, and other 
deterioration. Defective components shall be removed from 
service if their function or strength has been adversely 
affected. 

(b) Safety nets shall be inspected at least once a week 
according to manufacturer's specifications for wear, damage, 
and other deterioration. Safety nets shall also be inspected 
after any occurrence which could affect the integrity of the 
safety net system. Defective components shall be removed 
from service. Defective nets shall not be used. 

(3) Personal fall arrest systems, personal fall restraint 
system, positioning device systems, and their components 
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shall be used only for employee protection and not to hoist 
materials. 

(4) Exemptions. Employees are exempt from WAC 296- 
155-24609 and 296-155-24611 only under the following con- 
ditions: 

(a) During initial installation of the fall protection anchor 
(prior to engaging in any work activity), or the disassembly 
of the fall protection anchor after the work has been com- 
pleted. 

(b) An employee directly involved with inspecting or 
estimating roof-level conditions only on low pitched roofs 
prior to the actual start of construction work or after all con- 
struction work has been completed. 


Examples of activities the department recognizes as 
inspecting or estimating include: 


e Measuring a roof to determine the amount of materials 
needed for a project. 


e Inspecting the roof for damage without removing 
equipment or components. 

e Assessing the roof to determine what method of fall 
protection will be provided to employees. 

Examples the department does not recognize as inspect- 
ing or estimating under this exemption include: 

e Delivering, staging or storing materials on a roof. 

e Persons estimating or inspecting on roofs that would be 
considered a "hazardous slope" by definition. 


Fall Arrest 


Stopped after the fall witha 6 ft. ) 


maximum free fall distance 
WAC 296-155-24613 


e Personal fall arrest 
eSafety nets 


¢Catch platforms 


WAC 296-155-24613(1) 
WAC 296-155-24613(2) 
WAC 296-155-24613(3) 


Fall Restraint Restrained from falling 
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¢Personal fall restraint WAC 296-155-24615(1) 
¢Guardrails WAC 296-155-24615(2) 
Covers WAC 296-155-24615(3) 
Warning line system WAC 296-155-24615(4) 
¢Safety monitor WAC 296-155-24615(5) 
¢Safety watch WAC 296-155-24615(6) 


Positioning Device 


WAC 296-155-24617 


Positioning harness/full body harness with a 2 ft. 
maximum free fall distance. 


eVertical walls, columns, poles, hazardous slopes, 
and steep pitches. 
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Examples of what personal fall arrest, personal fall restraint and positioning device systems look like: 


Fall Arrest 


NEW SECTION 


WAC 296-155-24607 Fall protection required 
regardless of height. (1) Regardless of height, open sided 
floors, walkways, platforms, or runways above or adjacent to 
dangerous equipment, such as dip tanks and material han- 
dling equipment, and similar hazards shall be guarded with a 
standard guardrail system. 

(2) Floor holes or floor openings, into which persons can 
accidentally walk, shall be guarded by either a standard rail- 
ing with standard toe board on all exposed sides, or a cover of 
standard strength and construction that is secured against 
accidental displacement. While the cover is not in place, the 
floor hole opening shall be protected by a standard railing. 


Note: Requirements for when guarding floor openings at heights 


of four feet or more are located in WAC 296-155-24609(4). 


(3) Regardless of height employees shall be protected 
from falling into or onto impalement hazards, such as: Rein- 
forcing steel (rebar), or exposed steel or wood stakes used to 
set forms. 


NEW SECTION 


WAC 296-155-24609 Fall protection required at four 
feet or more. (1) The employer shall ensure that the appro- 
priate fall protection system is provided, installed, and imple- 
mented according to the requirements in this part when 
employees are exposed to fall hazards of four feet or more to 
the ground or lower level when on a walking/working sur- 
face. 

(2) Guarding of walking/working surfaces with unpro- 
tected sides and edges. Every open sided walking/working 
surface or platform four feet or more above adjacent floor or 
ground level shall be guarded by one of the following fall 
protection systems. 

(a) A standard guardrail system, or the equivalent, as 
specified in WAC 296-155-24615(2), on all open sides, 
except where there is entrance to a ramp, stairway, or fixed 
ladder. The railing shall be provided with a standard toe 
board wherever, beneath the open sides, persons can pass, 
there is moving machinery, or there is equipment with which 
falling materials could create a hazard. 

(i) When employees are using stilts, the height of the top 
rail or equivalent member of the standard guardrail system 
must be increased (or additional railings may be added) an 
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amount equal to the height of the stilts while maintaining the 
strength specifications of the guardrail system. 

(ii) Where employees are working on platforms above 
the protection of the guardrail system, the employer must 
either increase the height of the guardrail system as specified 
in (a)(i) of this subsection, or select and implement another 
fall protection system as specified in (b), (c), (d), (e), or (f) of 
this subsection. 

(iii) When guardrails must be temporarily removed to 
perform a specific task, the area shall be constantly attended 
by a monitor until the guardrail is replaced. The only duty the 
monitor shall perform is to warn persons entering the area of 
the fall hazard. 

(b) A fall restraint system; 

(c) A personal fall arrest system; 

(d) A safety net system; 

(e) A catch platform; and 

(f) A warning line. 

(3) Guarding of ramps, runways, and inclined walkways. 

(a) Ramps, runways, and inclined walkways that are four 
feet or more above the ground or lower level shall be 
equipped with a standard guardrail system or the equivalent, 
as specified in WAC 296-155-24615(2), along each open 
side. Wherever tools, machine parts, or materials are likely 
to be used on the runway, a toe board shall also be installed 
on each open side to protect persons working or passing 
below. 

(b) Runways used exclusively for special purposes may 
have the railing on one side omitted where operating condi- 
tions necessitate such omission, provided the falling hazard is 
minimized by using a runway not less than eighteen inches 
wide. 


Note: See WAC 296-155-24619(1) for other specific criteria for 


ramps, runways, and inclined walkways. 


(4) Guarding of floor openings. 

(a) Floor openings shall be guarded by one of the follow- 
ing fall restraint systems. 

(i) A standard guardrail system, or the equivalent, as 
specified in WAC 296-155-24615(2), on all open sides, 
except where there is entrance to a ramp, stairway, or fixed 
ladder. The railing shall be provided with a standard toe 
board wherever, beneath the open sides, persons can pass, or 
there is moving machinery, or there is equipment with which 
falling materials could create a hazard. 

(ii) A cover, as specified in WAC 296-155-24615(3). 
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(iii) A warning line system erected at least fifteen feet 
from all unprotected sides or edges of the floor opening and 
meets the requirements of WAC 296-155-24615(4). 

(iv) If it becomes necessary to remove the cover, the 
guardrail system, or the warning line system, then an 
employee shall remain at the opening until the cover, guard- 
rail system, or warning line system is replaced. The only 
duty the employee shall perform is to prevent exposure to the 
fall hazard by warning persons entering the area of the fall 
hazard. 

(b) Ladderway floor openings or platforms shall be 
guarded by standard guardrail system with standard toe 
boards on all exposed sides, except at entrance to opening, 
with the passage through the railing either provided with a 
swinging gate or so offset that a person cannot walk directly 
into the opening. 

(c) Hatchways and chute floor openings shall be guarded 
by one of the following: 

(i) Hinged covers of standard strength and construction 
and a standard guardrail system with only one exposed side. 
When the opening is not in use, the cover shall be closed or 
the exposed side shall be guarded at both top and intermedi- 
ate positions by removable standard guardrail systems. 

(ii) A removable standard guardrail system with toe 
board on not more than two sides of the opening and fixed 
standard guardrail system with toe boards on all other 
exposed sides. The removable railing shall be kept in place 
when the opening is not in use and shall be hinged or other- 
wise mounted so as to be conveniently replaceable. 

(d) Wherever there is a danger of falling through an 
unprotected skylight opening, or the skylight has been 
installed and is not capable of sustaining the weight of a two 
hundred pound person with a safety factor of four, standard 
guardrails shall be provided on all exposed sides in accor- 
dance with WAC 296-155-24615(2) or the skylight shall be 
covered in accordance with WAC 296-155-24615(3). Per- 
sonal fall arrest equipment may be used as an equivalent 
means of fall protection when worn by all employees 
exposed to the fall hazard. 

(e) Pits and trap door floor openings shall be guarded by 
floor opening covers of standard strength and construction. 
While the cover is not in place, the pit or trap openings shall 
be protected on all exposed sides by removable standard 
guardrail system. 

(f) Manhole floor openings shall be guarded by standard 
covers which need not be hinged in place. While the cover is 
not in place, the manhole opening shall be protected by stan- 
dard guardrail system. 

(5) Guarding of wall openings. 

(a) Wall openings, from which there is a fall hazard of 
four feet or more, and the bottom of the opening is less than 
thirty-nine inches above the working surface, shall be 
guarded as follows: 

(i) When the height and placement of the opening in rela- 
tion to the working surface is such that either a standard rail 
or intermediate rail will effectively reduce the danger of fall- 
ing, one or both shall be provided; 

(ii) The bottom of a wall opening, which is less than four 
inches above the working surface, regardless of width, shall 
be protected by a standard toe board or an enclosing screen 
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either of solid construction or as specified in WAC 296-155- 
24615 (2)(c). 

(b) An extension platform, outside a wall opening, onto 
which materials can be hoisted for handling shall have stan- 
dard guardrails on all exposed sides or equivalent. One side 
of an extension platform may have removable railings in 
order to facilitate handling materials. 

(c) When a chute is attached to an opening, the provi- 
sions of subsection (5)(c) of this section shall apply, except 
that a toe board is not required. 

(6) Fall protection during form and rebar work. When 
exposed to a fall height of four feet or more, employees plac- 
ing or tying reinforcing steel on a vertical face are required to 
be protected by personal fall arrest systems, safety net sys- 
tems, or positioning device systems. 

(7) Fall protection on steep pitched and low pitched 
roofs. 

(a) Steep pitched roofs. Regardless of the work activity, 
employers shall ensure that employees exposed to fall haz- 
ards of four feet or more while working on a roof with a pitch 
greater than four in twelve use one of the following: 

(i) Fall restraint system. Safety monitors and warning 
line systems are prohibited on steep pitched roofs; 

(ii) Fall arrest system; or 

(iii) Positioning device system. 

(b) Low pitched roofs. Employers shall ensure that 
employees exposed to fall hazards of four feet or more while 
engaged in work, other than roofing work or leading edge 
work, on low pitched roofs use one of the following: 

(i) Fall restraint system; 

(ii) Fall arrest system; 

(iii) Positioning device system; 

(iv) Safety monitor and warning line system; or 

(v) Safety watch system. 

(8) Hazardous slopes. Employees exposed to falls of 
four feet or more while working on a hazardous slope shall 
use personal fall restraint systems or positioning device sys- 
tems. 


NEW SECTION 


WAC 296-155-24611 Fall protection required at ten 
feet or more. (1) The employer shall ensure that the appro- 
priate fall protection system is provided, installed, and imple- 
mented according to the requirements in this part when 
employees are exposed to fall hazards of ten feet or more to 
the ground or lower level, while: 

(a) Engaged in roofing work on a low pitched roof; 

(b) Constructing a leading edge; 

Note: Employees not directly involved with constructing the lead- 

ing edge, or are not performing roofing work must comply 


with WAC 296-155-24609, Fall protection required at four 
feet or more. 


(c) Working on any surface that does not meet the defi- 
nition of a walking/working surface not already covered in 
WAC 296-155-24609; 

(d) Engaged in excavation and trenching operations. 

(i) Exceptions. Fall protection is not required at excava- 
tions when employees are: 
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(A) Directly involved with the excavation process and on 
the ground at the top edge of the excavation; or 

(B) Working at an excavation site where appropriate 
sloping of side walls has been implemented as the excavation 
protective system. 

(ii) Fall protection is required for employees standing in 
or working in the affected area of a trench or excavation 
exposed to a fall hazard of ten feet or more and: 

(A) The employees are not directly involved with the 
excavation process; or 

(B) The employees are on the protective system or any 
other structure in the excavation. 

Note: Persons considered directly involved in the excavation pro- 

cess include: 

e Foreman of the crew. 

e Signal person. 

* Employee hooking on pipe or other materials. 

e Grade person. 

e State, county, or city inspectors inspecting the excavation 
or trench. 


e An engineer or other professional conducting a quality- 
assurance inspection. 


(2) Fall protection work plan. The employer shall 
develop and implement a written fall protection work plan 
including each area of the work place where the employees 
are assigned and where fall hazards of ten feet or more exist. 

(a) The fall protection work plan shall: 

(i) Identify all fall hazards in the work area; 

(ii) Describe the method of fall arrest or fall restraint to 
be provided; 

(iii) Describe the proper procedures for the assembly, 
maintenance, inspection, and disassembly of the fall protec- 
tion system to be used; 

(iv) Describe the proper procedures for the handling, 
storage, and securing of tools and materials; 

(v) Describe the method of providing overhead protec- 
tion for workers who may be in, or pass through the area 
below the worksite; 

(vi) Describe the method for prompt, safe removal of 
injured workers; and 

(vii) Be available on the job site for inspection by the 
department. 

(b) Prior to permitting employees into areas where fall 
hazards exist the employer shall ensure employees are trained 
and instructed in the items described in (a)(i) through (vii) of 
this subsection. 


NEW SECTION 


WAC 296-155-24613 Fall arrest specifications. Fall 
arrest protection shall conform to the following provisions: 

(1) Personal fall arrest system shall consist of: 

(a) A full body harness shall be used. 

(b) Full body harness systems or components subject to 
impact loading shall be immediately removed from service 
and shall not be used again for employee protection unless 
inspected and determined by a competent person to be 
undamaged and suitable for reuse. 

(c) Anchorages for full body harness systems shall be 
capable of supporting (per employee): 
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(i) Three thousand pounds when used in conjunction 
with: 

(A) A self-retracting lifeline that limits the maximum 
free fall distances to two feet or less; or 

(B) A shock absorbing lanyard that restricts the forces on 
the body to nine hundred pounds or less. 

(ii) Five thousand pounds for all other personal fall arrest 
system applications, or they shall be designed, installed, and 
used: 

(A) As a part of a complete personal fall arrest system 
which maintains a safety factor of at least two; and 

(B) Under the supervision of a qualified person. 

(d) When stopping a fall, personal fall arrest systems 
must: 

(i) Be rigged to allow a maximum free fall distance of six 
feet so an employee will not contact any lower level; 

(ii) Limit maximum arresting force on an employee to 
one thousand eight hundred pounds (8 kN); 

(iii) Bring an employee to a complete stop and limit 
maximum deceleration distance an employee travels to three 
and one-half feet (1.07 m); and 

(iv) Have sufficient strength to withstand twice the 
potential impact energy of an employee free falling a maxi- 
mum distance of six feet (1.8 m). 


Notes: e Shock absorbers that meet the requirements of ANSI 


Z359.1-2007 that are used as a part of a personal fall arrest 
system in accordance with manufacturer's recommenda- 
tions and instructions for use and installation will limit the 
maximum arresting forces on an employee's body to one 
thousand eight hundred pounds or less. 

e To calculate fall clearance distance using a shock absorb- 
ing lanyard and D-ring anchorage connector, see WAC 296- 
155-24624, Appendix B. 


(e) All safety lines and lanyards shall be protected 
against being cut or abraded. 

(f) The attachment point of the full body harness shall be 
located in the center of the wearer's back near shoulder level, 
or above the wearer's head. 

(g) Hardware shall be drop forged, pressed or formed 
steel, or made of materials equivalent in strength. 

(h) Hardware shall have a corrosion resistant finish, and 
all surfaces and edges shall be smooth to prevent damage to 
the attached full body harness or lanyard. 

(i) When vertical lifelines (droplines) are used, not more 
than one employee shall be attached to any one lifeline. 

Note: The system strength needs in the following items are based 
on a total combined weight of employee and tools of no 
more than three hundred and ten pounds. If combined 
weight is more than three hundred and ten pounds, appro- 
priate allowances must be made or the system will not be in 


compliance. For more information on system testing see 
WAC 296-24-88050, Appendix C, Part II. 


(j) Vertical lifelines (droplines) shall have a minimum 
breaking strength of five thousand pounds (22.2 kN), except 
that self-retracting lifelines and lanyards which automatically 
limit free fall distance to two feet (.61 m) or less shall have a 
minimum breaking strength of three thousand pounds (13.3 
KN). 

(k) Horizontal lifelines shall be designed, installed, and 
used, under the supervision of a qualified person, as part of a 
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complete personal fall arrest system, which maintains a 
safety factor of at least two. 

(1) Droplines or lifelines used on rock scaling operations, 
or in areas where the lifeline may be subjected to cutting or 
abrasion, shall be a minimum of seven-eighths inch wire core 
manila rope or equivalent. For all other lifeline applications, 
a minimum of three-fourths inch manila rope or equivalent, 
with a minimum breaking strength of five thousand pounds, 
shall be used. 

(m) Lanyards shall have a minimum breaking strength of 
five thousand pounds (22.2 kN). 

(n) All components of full body harness systems whose 
strength is not otherwise specified in this subsection shall be 
capable of supporting a minimum fall impact load of five 
thousand pounds (22.2 kN) applied at the lanyard point of 
connection. 

(o) D-rings and snap hooks shall be proof-tested to a 
minimum tensile load of three thousand six hundred pounds 
(16 kN) without cracking, breaking, or taking permanent 
deformation. 

(p) Snap hooks shall be a locking type snap hook 
designed and used to prevent disengagement of the snap hook 
by the contact of the snap hook keeper by the connected 
member. 

(q) Unless the snap hook is designed for the following 
connections, snap hooks shall not be engaged: 

(i) Directly to the webbing, rope or wire rope; 

(ii) To each other; 

(iii) To a D-ring to which another snap hook or other 
connector is attached; 

(iv) To a horizontal lifeline; or 

(v) To any object which is incompatibly shaped or 
dimensioned in relation to the snap hook such that uninten- 
tional disengagement could occur by the connected object 
being able to depress the snap hook keeper and release itself. 

(2) Safety net systems. Safety net systems and their use 
shall comply with the following provisions: 

(a) Safety nets shall be installed as close as practicable 
under the surface on which employees are working, but in no 
case more than thirty feet (9.1 m) below such level unless 
specifically approved in writing by the manufacturer. The 
potential fall area to the net shall be unobstructed. 

(b) Safety nets shall extend outward from the outermost 
projection of the work surface as follows: 


Minimum required 
horizontal distance of outer 
edge of net from the edge of 

the working surface 


Vertical distance 
from working levels to 
horizontal plane of net 


Up to 5 feet 8 feet 

More than 5 feet up to 10 10 feet 
feet 

More than 10 feet 13 feet 


(c) Safety nets shall be installed with sufficient clearance 
under them to prevent contact with the surface or structures 
below when subjected to an impact force equal to the drop 
test specified in (d) of this subsection. 
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(d) Safety nets and their installations shall be capable of 
absorbing an impact force equal to that produced by the drop 
test. 

(i) Except as provided in (d)(ii) of this subsection, safety 
nets and safety net installations shall be drop-tested at the job 
site after initial installation and before being used as a fall 
protection system, whenever relocated, after major repair, 
and at six-month intervals if left in one place. The drop-test 
shall consist of a four hundred pound (180 kg) bag of sand 
30 +2 inches (76 +5 cm) in diameter dropped into the net 
from the highest walking/working surface at which employ- 
ees are exposed to fall hazards, but not from less than forty- 
two inches (1.1 m) above that level. 

(11) When the employer can demonstrate that it is unrea- 
sonable to perform the drop-test required by (d)(i) of this sub- 
section, the employer (or a designated competent person) 
shall certify that the net and net installation is in compliance 
with (c) and (d)(i) of this subsection by preparing a certifica- 
tion record prior to the net being used as a fall protection sys- 
tem. The certification record must include an identification 
of the net and net installation for which the certification 
record is being prepared; the date that it was determined that 
the identified net and net installation were in compliance with 
(c) of this subsection and the signature of the person making 
the determination and certification. The most recent certifi- 
cation record for each net and net installation shall be avail- 
able at the job site for inspection. 

(e) Materials, scrap pieces, equipment, and tools which 
have fallen into the safety net shall be removed as soon as 
possible from the net and at least before the next work shift. 

(f) The maximum size of each safety net mesh opening 
shall not exceed thirty-six square inches (230 cm’) nor be lon- 
ger than six inches (15 cm) on any side, and the opening, 
measured center-to-center of mesh ropes or webbing, shall 
not be longer than six inches (15 cm). All mesh crossings 
shall be secured to prevent enlargement of the mesh opening. 

(g) Each safety net (or section of it) shall have a border 
rope or webbing with a minimum breaking strength of five 
thousand pounds (22.2 kN). 

(h) Connections between safety net panels shall be as 
strong as integral net components and shall be spaced not 
more than six inches (15 cm) apart. 

(3) Catch platforms. 

(a) A catch platform shall be installed within four verti- 
cal feet of the work area. 

(b) The catch platform's width shall be a minimum of 
forty-five inches wide and shall be equipped with standard 
guardrails and toe boards on all open sides. 
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WAC 296-155-24615 Fall restraint specifications. 
Fall restraint protection shall conform to the following provi- 
sions: 

(1) Personal fall restraint systems shall be rigged to 
allow the movement of employees only as far as the unpro- 
tected sides and edges of the walking/working surface, and 
shall consist of: 

(a) A full body harness shall be used. 
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(b) The full body harness must be attached to securely 
rigged restraint lines. 

(c) All hardware assemblies for full body harness shall 
be capable of withstanding a tension loading of four thousand 
pounds without cracking, breaking, or taking a permanent 
deformation. 

(d) The employer shall ensure component compatibility. 

(e) Anchorage points used for fall restraint shall be capa- 
ble of supporting four times the intended load. 

(f) Rope grab devices are prohibited for fall restraint 
applications unless they are part of a fall restraint system 
designed specifically for the purpose by the manufacturer, 
and used in strict accordance with the manufacturer's recom- 
mendations and instructions. 

(2) Guardrail specifications. 

(a) A standard guardrail system shall consist of top rail, 
intermediate rail, and posts, and shall have a vertical height of 
thirty-nine to forty-five inches from upper surface of top rail 
to floor, platform, runway, or ramp level. When conditions 
warrant, the height of the top edge may exceed the forty-five 
inch height, provided the guardrail system meets all other cri- 
teria of this subsection. The intermediate rail shall be half- 
way between the top rail and the floor, platform, runway, or 
ramp. The ends of the rails shall not overhang the terminal 
posts except where such overhang does not constitute a pro- 
jection hazard. 

(b) Minimum requirements for standard guardrail sys- 
tems under various types of construction are specified in the 
following items: 

(i) For wood railings, the posts shall be of at least two- 
inch by four-inch stock spaced not to exceed eight feet; the 
top rail shall be of at least two-inch by four-inch stock and 
each length of lumber shall be smooth surfaced throughout 
the length of the railing. The intermediate rail shall be of at 
least one-inch by six-inch stock. Other configurations may 
be used for the top rail when the configuration meets the 
requirements of (b)(vii) of this subsection. 

(ii) For pipe railings, posts and top and intermediate rail- 
ings shall be at least one and one-half inches nominal OD 
diameter with posts spaced not more than eight feet on cen- 
ters. Other configurations may be used for the top rail when 
the configuration meets the requirements of (b)(vii) of this 
subsection. 

(iii) For structural steel railings, posts and top and inter- 
mediate rails shall be of two-inch by two-inch by three- 
eighths inch angles or other metal shapes of equivalent bend- 
ing strength, with posts spaced not more than eight feet on 
centers. Other configurations may be used for the top rail 
when the configuration meets the requirements of (b)(vii) of 
this subsection. 

(iv) For wire rope railings, the top and intermediate rail- 
ings shall meet the strength factor and deflection of (b)(v) of 
this subsection. The top railing shall be flagged at not more 
than six foot intervals with high-visibility material. Posts 
shall be spaced not more than eight feet on centers. The rope 
shall be stretched taut and shall be between thirty-nine and 
forty-five inches in height at all points. Other configurations 
may be used for the top rail when the configuration meets the 
requirements of (b)(vii) of this subsection. 
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(v) The anchoring of posts and framing of members for 
railings of all types shall be of such construction that the 
completed structure shall be capable of withstanding a load 
of at least two hundred pounds applied in any direction at any 
point on the top rail. The top rail shall be between thirty-nine 
and forty-five inches in height at all points when this force is 
applied. 

(vi) Railings receiving heavy stresses from employees 
trucking or handling materials shall be provided additional 
strength by the use of heavier stock, closer spacing of posts, 
bracing, or by other means. 

(vii) Other types, sizes, and arrangements of railing con- 
struction are acceptable, provided they meet the following 
conditions: 

(A) A smooth surfaced top rail at a height above floor, 
platform, runway, or ramp level between thirty-nine and 
forty-five inches; 

(B) When the two hundred pound (890 N) load specified 
in (b)(v) of this subsection is applied in a downward direc- 
tion, the top edge of the guardrail shall not deflect to a height 
less than thirty-nine inches (1.0 m) above the walking/work- 
ing level. Guardrail system components selected and con- 
structed in accordance with this part will be deemed to meet 
this requirement; 

(C) Protection between top rail and floor, platform, run- 
way, ramp, or stair treads, equivalent at least to that afforded 
by a standard intermediate rail; 

(D) Elimination of overhang of rail ends unless such 
overhang does not constitute a hazard. 

(c) Toe board specifications. 

(i) A standard toe board shall be a minimum of four 
inches nominal in vertical height from its top edge to the level 
of the floor, platform, runway, or ramp. It shall be securely 
fastened in place with not more than one-quarter inch clear- 
ance above floor level. It may be made of any substantial 
material, either solid, or with openings not over one inch in 
greatest dimension. 

(ii) Where material is piled to such height that a standard 
toe board does not provide protection, paneling, or screening 
from floor to intermediate rail or to top rail shall be provided. 

(3) Cover specifications. 

(a) Floor opening or floor hole covers shall be of any 
material that meets the following strength requirements: 

(i) Conduits, trenches, and manhole covers and their sup- 
ports, when located in roadways, and vehicular aisles shall be 
designed to carry a truck rear axle load of at least two times 
the maximum intended load; 

(ii) All floor opening and floor hole covers shall be capa- 
ble of supporting the maximum potential load but never less 
than two hundred pounds (with a safety factor of four). 

(A) All covers shall be secured when installed so as to 
prevent accidental displacement by the wind, equipment, or 
employees. 

(B) All covers shall be color coded or they shall be 
marked with the word "hole" or "cover" to provide warning 
of the hazard. 

(b) Barriers and screens used to cover wall openings 
shall meet the following requirements: 

(i) Barriers shall be of such construction and mounting 
that, when in place at the opening, the barrier is capable of 
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withstanding a load of at least two hundred pounds applied in 
any direction (except upward), with a minimum of deflection 
at any point on the top rail or corresponding member. 

(ii) Screens shall be of such construction and mounting 
that they are capable of withstanding a load of at least two 
hundred pounds applied horizontally at any point on the near 
side of the screen. They may be of solid construction of 
either grill work with openings not more than eight inches 
long, or of slat work with openings not more than four inches 
wide with length unrestricted. 

(4) Warning line system specifications on pitches four in 
twelve or less for roofing work, leading edge work, and on 
low pitched open sided surfaces for work activities other than 
roofing work or leading edge work. The employer shall 
ensure the following: 

(a) Warning lines shall be erected around all unprotected 
sides and edges of the work area. 

(i) Warning lines used during roofing work. 

(A) When roofing work is taking place or when mechan- 
ical equipment is not being used, the warning line shall be 
erected not less than six feet (1.8 m) from the edge of the 
roof. 

(B) When mechanical equipment is being used, the 
warning line shall be erected not less than six feet (1.8 m) 
from the roof edge which is parallel to the direction of 
mechanical equipment operation, and not less than ten feet 
(3.1 m) from the roof edge which is perpendicular to the 
direction of mechanical equipment operation. 

(ii) Warning lines erected for leading edge work. 

Warning lines shall be erected to separate employees 
who are engaged in leading edge work (between the forward 
edge of the warning line and the leading edge), from other 
work areas on the low pitched surface. The employer shall 
ensure: 

(A) The warning line is erected not less than six feet nor 
more than twenty-five feet from the leading edge; and 

(B) When fall arrest systems as described in WAC 296- 
155-24613, or fall restraint systems as described in subsec- 
tions (1) and (2) of this section are not used, a safety monitor 
system as described in subsection (5) of this section shall be 
implemented to protect employees engaged in constructing 
the leading edge who are working between the forward edge 
of the warning line and the leading edge. 

(iii) Warning lines erected on low pitched open sided 
surfaces for work activities other than roofing work or lead- 
ing edge work, shall be erected not less than fifteen feet from 
the unprotected sides or edges of the open sided surface. 

(b) The warning line shall consist of a rope, wire, or 
chain and supporting stanchions erected as follows: 

(i) The rope, wire, or chain shall be flagged at not more 
than six foot (1.8 m) intervals with high visibility material. 
Highly visible caution or danger tape as described in (b)(iv) 
of this subsection, does not need to be flagged. 

(ii) The rope, wire, or chain shall be rigged and sup- 
ported in such a way that its lowest point (including sag) is no 
less than thirty-six inches from the surface and its highest 
point is no more than forty-five inches from the surface. 

(iii) After being erected, with the rope, wire or chain 
attached, stanchions shall be capable of resisting, without tip- 
ping over, a force of at least sixteen pounds (71 N) applied 
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horizontally against the stanchion, thirty inches (0.76 m) 
above the surface, perpendicular to the warning line, and in 
the direction of the unprotected sides or edges of the surface. 

(iv) The rope, wire, or chain shall have a minimum ten- 
sile strength of two hundred pounds (90 k), and after being 
attached to the stanchions, shall be capable of supporting, 
without breaking, the loads applied to the stanchions. 

Highly visible caution or danger tape may be used in lieu 
of rope, wire, or chain as long as it is at least three inches 
wide and three mils thick, and has a tensile strength of at least 
two hundred pounds. 

(v) The line shall be attached at each stanchion in such a 
way that pulling on one section of the line between stan- 
chions will not result in slack being taken up in adjacent sec- 
tions before the stanchion tips over. 

(c) Access paths shall be erected as follows: 

(i) Points of access, materials handling areas, and storage 
areas shall be connected to the work area by a clear access 
path formed by two warning lines. 

(ii) When the path to a point of access is not in use, a 
rope, wire, or chain, equal in strength and height to the warn- 
ing line, shall be placed across the path at the point where the 
path intersects the warning line erected around the work area. 

(5) Safety monitor system specifications. 

(a) A safety monitor system may be used in conjunction 
with a warning line system as a method of fall protection dur- 
ing roofing work on low pitched roofs or leading edge work 
on low pitched surfaces. 

Note: The warning line is not required when performing roofing 

work on low pitched roofs less than fifty feet wide. For 


information on determining roof widths, see WAC 296- 
155-24623, Appendix A, determining roof widths. 


(b) When selected, the employer shall ensure that the 
safety monitor system is addressed in the fall protection work 
plan, including the name of the safety monitor(s) and the 
extent of their training in both the safety monitor and warning 
line systems. The employer shall ensure that the following 
requirements are met: 

(i) The safety monitor system shall not be used when 
adverse weather conditions create additional hazards. 

(ii) Employees working outside of the warning line sys- 
tem, (between the forward edge of the warning line and the 
unprotected sides or edges of a low pitched surface), shall be 
readily distinguishable from other members of the crew that 
are working inside the warning line system by wearing highly 
visible, distinctive, and uniform apparel. 

(iii) Employees must promptly comply with fall hazard 
warnings from the safety monitor. 

(iv) A person acting in the capacity of safety monitor(s) 
shall be trained in the function of both the safety monitor and 
warning line systems, and shall: 

(A) Be a competent person as defined in WAC 296-155- 
24603. 

(B) Have control authority over the work as it relates to 
fall protection. 

(C) Be instantly distinguishable over members of the 
work crew. 

(D) Perform no other duties while acting as safety moni- 
tor. 
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(E) Be positioned in relation to the workers under their 
protection, so as to have a clear, unobstructed view and be 
able to maintain normal voice communication. 

(F) Not supervise more than eight exposed workers at 
one time. 

(G) Warn the employee when it appears that the 
employee is unaware of a fall hazard or is acting in an unsafe 
manner. 

(6) Safety watch system specifications. 

(a) When one employee is conducting any repair work or 
servicing equipment on a roof that has a pitch no greater than 
four in twelve, employers are allowed to use a safety watch 
system. 

(b) Ensure the safety watch system meets the following 
requirements: 

(i) There can only be two people on the roof while the 
safety watch system is being used: The one employee acting 
as the safety watch and the one employee engaged in the 
repair work or servicing equipment; 

(ii) The employee performing the task must comply 
promptly with fall hazard warnings from the safety watch; 

(iii) Mechanical equipment is not used; and 

(iv) The safety watch system is not used when weather 
conditions create additional hazards. 

(c) Ensure the employee acting as the safety watch meets 
all of the following: 

(i) Is a competent person as defined in WAC 296-155- 
24603; 

(ii) Has full control over the work as it relates to fall pro- 
tection; 

Gii) Has a clear, unobstructed view of the worker; 

(iv) Is able to maintain normal voice communication; 
and 

(v) Performs no other duties while acting as the safety 
watch. 
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WAC 296-155-24617 Positioning device system spec- 
ifications. Positioning device systems and their use shall con- 
form to the following provisions: 

(1) Positioning harnesses or full body harnesses shall be 
used. 

(2) Positioning devices shall be rigged to prevent an 
employee from a free fall greater than two feet. 

(3) Positioning devices shall be secured to an anchorage 
capable of supporting at least twice the potential impact load 
of an employee's fall or three thousand pounds (13.3 kN), 
whichever is greater. 

(4) Connectors shall be drop forged, pressed or formed 
steel, or made of equivalent materials. 

(5) Connectors shall have a corrosion-resistant finish, 
and all surfaces and edges shall be smooth to prevent damage 
to interfacing parts of this system. 

(6) Connecting assemblies shall have a minimum break- 
ing strength of five thousand pounds (22.2 KN). 

(7) D-rings and snap hooks shall be proof-tested to a 
minimum tensile load of three thousand six hundred pounds 
(16 kN) without cracking, breaking, or taking permanent 
deformation. 
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(8) Snap hooks shall be a locking type snap hook 
designed and used to prevent disengagement of the snap hook 
by the contact of the snap hook keeper by the connected 
member. 

(9) Unless the snap hook is designed for the following 
connections, snap hooks shall not be engaged: 

(a) Directly to webbing, rope or wire rope; 

(b) To each other; 

(c) To a D-ring to which another snap hook or other con- 
nector is attached; 

(d) To a horizontal lifeline; or 

(e) To any object which is incompatibly shaped or 
dimensioned in relation to the snap hook such that uninten- 
tional disengagement could occur by the connected object 
being able to depress the snap hook keeper and release itself. 


NEW SECTION 


WAC 296-155-24619 Other specifications. (1) Ramps, 
runways and inclined walkways shall: 

(a) Be at least eighteen inches wide; and 

(b) Not be inclined more than twenty degrees from hori- 
zontal and when inclined, they shall be cleated or otherwise 
treated to prevent a slipping hazard on the walking surface. 

Note: See WAC 296-155-24609(3) for guarding ramps, runways, 


and inclined walkways that are four feet or more above the 
ground or lower level. 


(2) Self-rescue devices. Self-rescue devices are not a fall 
protection system. Self-rescue devices used to self-rescue 
after a fall shall meet the following requirements: 

(a) Use self-rescue devices according to the manufac- 
turer's instructions; and 

(b) Self-rescue devices must be addressed by the fall pro- 
tection work plan. 

(3) Canopy. Canopies, when used as falling object pro- 
tection, shall be strong enough to prevent collapse and to pre- 
vent penetration by any objects which may fall onto the can- 
opy. 

(4) Roofing bracket specifications. Roofing brackets are 
not a fall protection system. 

(a) Roofing brackets shall be constructed to fit the pitch 
of the roof. 

(b) In addition to securing brackets using the pointed 
metal projections, brackets shall also be secured in place by 
nailing. When it is impractical to nail brackets, rope supports 
shall be used. When rope supports are used, they shall con- 
sist of first grade manila of at least three-quarters inch diam- 
eter, or equivalent. 

(5) Crawling board and chicken ladder specifications. 
Crawling boards and chicken ladders are not fall protection 
systems. 

(a) Crawling boards shall be not less than ten inches 
wide and one inch thick, having cleats one by one and one- 
half inches. 

(i) The cleats shall be equal in length to the width of the 
board and spaced at equal intervals not to exceed twenty-four 
inches. 

(ii) Nails shall be driven through and clinched on the 
underside. 
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(iii) The crawling board shall extend from the ridge pole 
to the eaves when used in connection with roof construction, 
repair, or maintenance. 

(b) Crawling boards shall be secured to the roof using 
ridge hooks or other equivalent means. 

(6) Roof edge materials handling areas and materials 
storage specifications. 

(a) When guardrails are used at hoisting areas, a mini- 
mum of four feet of guardrail shall be erected along each side 
of the access point through which materials are hoisted. 

(b) A chain or gate shall be placed across the opening 
between the guardrail sections when hoisting operations are 
not taking place. 

(c) When guardrails are used at bitumen pipe outlet, a 
minimum of four feet of guardrail shall be erected along each 
side of the pipe. 

(d) Mechanical equipment shall be used or stored only in 
areas where employees are protected using a fall arrest sys- 
tem as described in WAC 296-155-24613, or a fall restraint 
system as described in WAC 296-155-24615 (1), (2), or (4). 
Mechanical equipment may not be used or stored where the 
only protection is provided by the use of a safety monitor. 

(e) The hoist shall not be used as an attachment/anchor- 
age point for fall arrest or fall restraint systems. 

(f) Materials shall not be stored within six feet of the roof 
edge unless guardrails are erected at the roof edge. Guard- 
rails shall include a toe board if employees could be working 
or passing below. 
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WAC 296-155-24621 Training. (1) All training 
required by this part, must be documented and documentation 
kept on file. 

(2) "Retraining." When the employer has reason to 
believe that any affected employee who has already been 
trained does not have the understanding and skill required by 
subsection (1) of this section, the employer shall retrain each 
such employee. Circumstances where retraining is required 
include, but are not limited to, situations where: 

e Changes in the workplace render previous training 
obsolete; or 

e Changes in the types of fall protection systems or 
equipment to be used render previous training obsolete; or 

e Inadequacies in an affected employee's knowledge or 
use of fall protection systems or equipment indicate that the 
employee has not retained the requisite understanding or 
skill. 


NEW SECTION 


WAC 296-155-24623 Appendix A—Determining 
roof widths—Nonmandatory guidelines for complying 
with WAC 296-155-24615. (1) This appendix serves as a 
guideline to assist employers complying with the require- 
ments of WAC 296-155-24615 which allows the use of a 
safety monitoring system alone as a means of providing fall 
protection during the performance of roofing operations on 
low-sloped roofs fifty feet (15.25 m) or less in width. Each 
example in the appendix shows a roof plan or plans and indi- 
cates where each roof or roof area is to be measured to deter- 
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mine its width. Section views or elevation views are shown 
where appropriate. Some examples show "correct" and 
"incorrect" subdivisions of irregularly shaped roofs divided 
into smaller, regularly shaped areas. In all examples, the 
dimension selected to be the width of an area is the lesser of 
the two primary dimensions of the area, as viewed from 
above. Example A shows a simple rectangular roof. The 
width is the lesser of the two primary overall dimensions, 
which is also the case with roofs sloped toward or away from 
the roof center, as shown in Example B. 

(2) Many roofs are not simple rectangles. Such roofs 
may be broken down into subareas as shown in Example C. 
The process of dividing a roof area can produce many differ- 
ent configurations. Example C gives the general rule ofusing 
dividing lines of minimum length to minimize the size and 
number of the areas which are potentially less than fifty feet 
(15.25 m) wide. The intent is to minimize the number of roof 
areas where safety monitoring systems alone are sufficient 
protection. 

(3) Roofs which are comprised of several separate, non- 
contiguous roof areas, as in Example D, may be considered as 
a series of individual roofs. Some roofs have penthouses, 
additional floors, courtyard openings, or similar architectural 
features; Example E shows how the rule for dividing roofs 
into subareas is applied to such configurations. Irregular, 
nonrectangular roofs must be considered on an individual 
basis, as shown in Example F. 
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Example A 
Rectangular Shaped Roof 


PLAN VIEW 
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Example B 
Sloped Rectangular Shaped Roofs 


B B 
W 
PLAN VIEW A PLAN VIEW 


OR | 


SECTION A-A SECTION B-B 
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Example C 
Trregularly Shaped Roofs With Rectangular Shaped Sections 


Correct 
Correct Incorrect 
Correct Incorrect 


Such roofs are to be divided into subareas by using dividing lines of minimum length to minimize the size and number of 
the areas which are potentially less than or equal to fifty feet (15.25 m) in width, in order to limit the size of roof areas where the 
safety monitoring system alone can be used (WAC 296-155-24615 (2)(b)). Dotted lines are used in the examples to show the 
location of dividing lines. 


@) denotes incorrect measurements of width. 
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Example D 
Separate, Noncontiguous Roof Areas 


PLAN FIREWALL 
PARAPET 


SECTION A-A 


PLAN 


ELEVATION 
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Example E 
Roofs with Penthouses, Open Courtyards, Additional Floors, etc. 


PENTHOUSE, 
OPEN COURTYARD, 


W ETC. 


seaeeeeeccese: 


PENTHOUSE, 


OPEN COURTYARD, 


INCORRECT 


Such roofs are to be divided into subareas by using dividing lines of minimum length to minimize the size and number of 
the areas which are potentially less than or equal to fifty feet (15.25 m) in width in order to limit the size of roof areas where the 
safety monitoring system alone can be used. Dotted lines are used in the examples to show the location of dividing lines. 


@) denotes incorrect measurements of width. 
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Example F 
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Irregular, Nonrectangular Shaped Roofs 


PLAN 


PLAN 


NEW SECTION 


WAC 296-155-24624 Appendix B—Calculating fall 
clearance distance using a shock-absorbing lanyard and 
D-ring anchorage connector—Nonmandatory guidelines 
for complying with WAC 296-155-24613 (1)(d). Do the fol- 
lowing to calculate the fall clearance distance using a shock- 
absorbing lanyard and D-ring anchorage connector: 

e First, add the length of the shock-absorbing lanyard 
(six feet) to the maximum elongation of the shock absorber 
during deceleration (three and one-half feet) to the average 
height of a worker (six feet). 

¢ Then, add a safety factor of three feet to allow for the 
possibility of an improperly fit full body harness, a taller than 
average worker and/or a miscalculation of distance. 

e The suggested safe fall clearance distance for this 
example is eighteen and one-half feet. 
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Of. (1.8m) 
Legit oF Larne 
3.1. (1. 1h Total 
een 18-1/2 ft. (6.6m) 
— From 
ånehorage 
ett. (1.0m) 
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PART C-1 
FALL ((RESFRABVFAND-FAEEARRESF)) PROTEC- 
TION REQUIREMENTS FOR CONSTRUCTION 


AMENDATORY SECTION (Amending WSR 96-24-051, 
filed 11/27/96, effective 2/1/97) 


WAC 296-155-477 Stairways. (1) General. The fol- 
lowing requirements apply to all stairways as indicated: 

(a) Stairways that will not be a permanent part of the 
structure on which construction work is being performed 
shall have landings of not less than thirty inches (76 cm) in 
the direction of travel and extend at least twenty-two inches 
(56 cm) in width at every twelve feet (3.7 m) or less of verti- 
cal rise. 

(b) Stairs shall be installed between 30 deg. and 50 deg. 
from horizontal. 

(c) In all buildings or structures two or more stories or 
twenty-four feet or more in height or depth, suitable perma- 
nent or temporary stairways shall be installed. 

(d) Stairways, ramps or ladders shall be provided at all 
points where a break in elevation of eighteen inches or more 
occurs in a frequently traveled passageway, entry or exit. 

(e) A minimum of one stairway shall be provided for 
access and exit for buildings and structures to three stories or 
thirty-six feet; if more than three stories or thirty-six feet, two 
or more stairways shall be provided. Where two stairways are 
provided and work is being performed in the stairways, one 
shall be maintained clear for access between levels at all 
times. 

(f) Wood frame buildings. 

(i) The stairway to a second or higher floor shall be com- 
pleted before studs are raised to support the next higher floor. 

(ii) Roof and attic work areas of all buildings shall be 
provided with a safe means of access and egress, such as 
stairways, ramps or ladders. 

(iii) Cleats shall not be nailed to studs to provide access 
to and egress from roof or other work areas. 

(g) Steel frame buildings. Stairways shall extend to the 
uppermost floor that has been planked or decked. Ladders 
may be used above that point. 

(h) Reinforced concrete or composite steel—Concrete 
buildings. Stairways shall extend to the lowermost floor upon 
which a complete vertical shoring system is in place. A min- 
imum of two ladders at different locations for each floor may 
be used above this floor but not to exceed three floors. 

(i) Riser height and tread depth shall be uniform within 
each flight of stairs, including any foundation structure used 
as one or more treads of the stairs. Variations in riser height 
or tread depth shall not be over 1/4-inch (0.6 cm) in any stair- 
way system. 

(j) Where doors or gates open directly on a stairway, a 
platform shall be provided, and the swing of the door shall 
not reduce the effective width of the platform to less than 
twenty inches (51 cm). 

(k) Metal pan landings and metal pan treads, when used, 
shall be secured in place before filling with concrete or other 
material. 

(1) All parts of stairways shall be free of hazardous pro- 
jections, such as protruding nails. 
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(m) Slippery conditions on stairways shall be eliminated 
before the stairways are used to reach other levels. 

(n) Employers are permitted to use alternating tread type 
stairs as long as they install, use, and maintain the stairs in 
accordance with manufacturer's recommendations and the 
following: 

(i) The stair must be installed at an angle of seventy 
degrees or less. 

(ii) The stair must be capable of withstanding a mini- 
mum uniform load of one hundred pounds per square foot 
with a design factor of 1.7, and the treads must be capable of 
carrying a minimum concentrated load of three hundred 
pounds at the center of any treadspan or exterior arc with a 
design factor of 1.7. If the stair is intended for greater load- 
ing, construction must allow for that loading. 

(iii) The stair must be equipped with a handrail on each 
side to assist the user in climbing or descending. 

(0) Due to space limitations, when a permanent stairway 
must be installed at an angle above fifty degrees, such an 
installation (commonly called an inclined or ship's ladder) 
shall have treads, open risers and handrails on both sides. 

(p) Where ladders are permitted for access under subsec- 
tion (1) of this section, means shall be provided for employee 
hoisting of tools and material, such as a well wheel and hoist- 
ing line or the equivalent, so employees will have both hands 
free for ascending and descending ladders. 

(2) Temporary service. The following requirements 
apply to all stairways as indicated: 

(a) Except during stairway construction, foot traffic is 
prohibited on stairways with pan stairs where the treads 
and/or landings are to be filled in with concrete or other 
material at a later date, unless the stairs are temporarily fitted 
with wood or other solid material at least to the top edge of 
each pan. Such temporary treads and landings shall be 
replaced when worn below the level of the top edge of the 
pan. 

(b) Except during stairway construction, foot traffic is 
prohibited on skeleton metal stairs where permanent treads 
and/or landings are to be installed at a later date, unless the 
stairs are fitted with secured temporary treads and landings 
long enough to cover the entire tread and/or landing area. 

(c) Treads for temporary service shall be made of wood 
or other solid material, and shall be installed the full width 
and depth of the stair. 

(3) Stairrails and handrails. The following requirements 
apply to all stairways as indicated: 

(a) Stairways having four or more risers or rising more 
than thirty inches (76 cm), whichever is less, shall be 
equipped with: 

(i) At least one handrail; and 

(ii) One stairrail system along each unprotected side or 
edge. 

Note: When the top edge of a stairrail system also serves as a 

handrail, subdivision (g) of this subsection applies. 


(b) Winding and spiral stairways shall be equipped with 
a handrail offset sufficiently to prevent walking on those por- 
tions of the stairways where the tread width is less than six 
inches (15 cm). 

(c) The height of stairrails shall be as follows: 
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(1) Stairrails installed after the effective date of this stan- 
dard, shall be not less than thirty-six inches (91.5 cm) from 
the upper surface of the stairrail system to the surface of the 
tread, in line with the face of the riser at the forward edge of 
the tread. 


(ii) Stairrails installed before the effective date of this 
standard, shall be not less than thirty inches (76 cm) nor more 
than thirty-four inches (86 cm) from the upper surface of the 
stairrail system to the surface of the tread, in line with the 
face of the riser at the forward edge of the tread. 


(d) Midrails, screens, mesh, intermediate vertical mem- 
bers, or equivalent intermediate structural members, shall be 
provided between the top rail of the stairrail system and the 
stairway steps. 


(i) Midrails, when used, shall be located at a height mid- 
way between the top edge of the stairrail system and the stair- 
way steps. 

(ii) Screens or mesh, when used, shall extend from the 
top rail to the stairway step, and along the entire opening 
between top rail supports. 


(iii) When intermediate vertical members, such as balus- 
ters, are used between posts, they shall be not more than 
((ninetten)) nineteen inches (48 cm) apart. 

(iv) Other structural members, when used, shall be 
installed such that there are no openings in the stairrail sys- 
tem that are more than nineteen inches (48 cm) wide. 


(e) Handrails and the top rails of stairrail systems shall 
be capable of withstanding, without failure, a force of at least 
200 pounds (890 n) applied within two inches (5 cm) of the 
top edge, in any downward or outward direction, at any point 
along the top edge. 


(f) The height of handrails shall be not more than thirty- 
seven inches (94 cm) nor less than thirty inches (76 cm) from 
the upper surface of the handrail to the surface of the tread, in 
line with the face of the riser at the forward edge of the tread. 


(g) When the top edge of a stairrail system also serves as 
a handrail, the height of the top edge shall be not more than 
thirty-seven inches (94 cm) nor less than thirty-six inches 
(91.5 cm) from the upper surface of the stairrail system to the 
surface of the tread, in line with the face of the riser at the for- 
ward edge of the tread. 


(h) Stairrail systems and handrails shall be so surfaced as 
to prevent injury to employees from punctures or lacerations, 
and to prevent snagging of clothing. 


(i) Handrails shall provide an adequate handhold for 
employees grasping them to avoid falling. 


(j) The ends of stairrail systems and handrails shall be 
constructed so as not to constitute a projection hazard. 


(k) Handrails that will not be a permanent part of the 
structure being built shall have a minimum clearance of three 
inches (8 cm) between the handrail and walls, stairrail sys- 
tems, and other objects. 

(1) Unprotected sides and edges of stairway landings 
shall be provided with guardrail systems. Guardrail system 
criteria are contained in chapter 296-155 WAC, Part ((K)) C- 
1, Fall protection requirements for construction. 
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AMENDATORY SECTION (Amending WSR 05-20-055, 
filed 10/3/05, effective 12/1/05) 


WAC 296-155-655 General protection requirements. 
(1) Surface encumbrances. All surface encumbrances that are 
located so as to create a hazard to employees shall be 
removed or supported, as necessary, to safeguard employees. 

(2) Underground installations. 

(a) The location of utility installations, such as sewer, 
telephone, fuel, electric, water lines, or any other under- 
ground installations that reasonably may be expected to be 
encountered during excavation work, shall be located prior to 
opening an excavation. 

(b) Utility companies or owners shall be contacted 
within established or customary local response times, advised 
of the proposed work, and asked to locate the underground 
utility installation prior to the start of actual excavation. 

(c) When excavation operations approach the location of 
underground installations, the exact location of the installa- 
tions shall be determined by safe and acceptable means. 

(d) While the excavation is open, underground installa- 
tions shall be protected, supported, or removed as necessary 
to safeguard employees. 

(3) Access and egress. 

(a) Structural ramps. 

(i) Structural ramps that are used solely by employees as 
a means of access or egress from excavations shall be 
designed by a competent person. Structural ramps used for 
access or egress of equipment shall be designed by a compe- 
tent person qualified in structural design, and shall be con- 
structed in accordance with the design. 

(ii) Ramps and runways constructed of two or more 
structural members shall have the structural members con- 
nected together to prevent displacement. 

(iii) Structural members used for ramps and runways 
shall be of uniform thickness. 

(iv) Cleats or other appropriate means used to connect 
runway structural members shall be attached to the bottom of 
the runway or shall be attached in a manner to prevent trip- 
ping. 

(v) Structural ramps used in lieu of steps shall be pro- 
vided with cleats or other surface treatments on the top sur- 
face to prevent slipping. 

(b) Means of egress from trench excavations. A stairway, 
ladder, ramp or other safe means of egress shall be located in 
trench excavations that are 4 feet (1.22 m) or more in depth so 
as to require no more than 25 feet (7.62 m) of lateral travel for 
employees. 

(4) Exposure to vehicular traffic. Employees exposed to 
vehicular traffic shall be provided with and shall wear high- 
visibility garments meeting the requirements of WAC 296- 
155-200, General requirements for personal protective equip- 
ment (PPE). 

(5) Exposure to falling loads. No employee shall be per- 
mitted underneath loads handled by lifting or digging equip- 
ment. Employees shall be required to stand away from any 
vehicle being loaded or unloaded to avoid being struck by 
any spillage or falling materials. Operators may remain in the 
cabs of vehicles being loaded or unloaded when the vehicles 
are equipped, in accordance with WAC 296-155-610 (2)(g), 
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to provide adequate protection for the operator during load- 
ing and unloading operations. 

(6) Warning system for mobile equipment. When mobile 
equipment is operated adjacent to an excavation, or when 
such equipment is required to approach the edge of an exca- 
vation, and the operator does not have a clear and direct view 
of the edge of the excavation, a warning system shall be uti- 
lized such as barricades, hand or mechanical signals, or stop 
logs. If possible, the grade should be away from the excava- 
tion. 

(7) Hazardous atmospheres. 

(a) Testing and controls. In addition to the requirements 
set forth in parts B-1, C, and C-1 of this chapter (296-155 
WAC) to prevent exposure to harmful levels of atmospheric 
contaminants and to assure acceptable atmospheric condi- 
tions, the following requirements shall apply: 

(i) Where oxygen deficiency (atmospheres containing 
less than 19.5 percent oxygen) or a hazardous atmosphere 
exists or could reasonably be expected to exist, such as in 
excavations in landfill areas or excavations in areas where 
hazardous substances are stored nearby, the atmospheres in 
the excavation shall be tested before employees enter excava- 
tions greater than 4 feet (1.22 m) in depth. 

(ii) Adequate precautions shall be taken to prevent 
employee exposure to atmospheres containing less than 19.5 
percent oxygen and other hazardous atmospheres. These pre- 
cautions include providing proper respiratory protection or 
ventilation in accordance with chapter 296-842 WAC. 

(iii) Adequate precaution shall be taken such as provid- 
ing ventilation, to prevent employee exposure to an atmo- 
sphere containing a concentration of a flammable gas in 
excess of 10 percent of the lower flammable limit of the gas. 

(iv) When controls are used that are intended to reduce 
the level of atmospheric contaminants to acceptable levels, 
testing shall be conducted as often as necessary to ensure that 
the atmosphere remains safe. 

(b) Emergency rescue equipment. 

(i) Emergency rescue equipment, such as breathing 
apparatus, a safety harness and line, or a basket stretcher, 
shall be readily available where hazardous atmospheric con- 
ditions exist or may reasonably be expected to develop dur- 
ing work in an excavation. This equipment shall be attended 
when in use. 

(ii) Employees entering bell-bottom pier holes, or other 
similar deep and confined footing excavations, shall wear a 
harness with a lifeline securely attached to it. The lifeline 
shall be separate from any line used to handle materials, and 
shall be individually attended at all times while the employee 
wearing the lifeline is in the excavation. 


Note: See chapter 296-62 WAC, Part M for additional require- 
ments applicable to confined space operations. 


(8) Protection from hazards associated with water accu- 
mulation. 

(a) Employees shall not work in excavations in which 
there is accumulated water, or in excavations in which water 
is accumulating, unless adequate precautions have been taken 
to protect employees against the hazards posed by water 
accumulation. The precautions necessary to protect employ- 
ees adequately vary with each situation, but could include 
special support or shield systems to protect from cave-ins, 
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water removal to control the level of accumulating water, or 
use of a safety harness and lifeline. 

(b) If water is controlled or prevented from accumulating 
by the use of water removal equipment, the water removal 
equipment and operations shall be monitored by a competent 
person to ensure proper operation. 

(c) If excavation work interrupts the natural drainage of 
surface water (such as streams), diversion ditches, dikes, or 
other suitable means shall be used to prevent surface water 
from entering the excavation and to provide adequate drain- 
age of the area adjacent to the excavation. Excavations sub- 
ject to runoff from heavy rains will require an inspection by a 
competent person and compliance with subdivisions (a) and 
(b) of this subsection. 

(9) Stability of adjacent structures. 

(a) Where the stability of adjoining buildings, walls, or 
other structures is endangered by excavation operations, sup- 
port systems such as shoring, bracing, or underpinning shall 
be provided to ensure the stability of such structures for the 
protection of employees. 

(b) Excavation below the level of the base or footing of 
any foundation or retaining wall that could be reasonably 
expected to pose a hazard to employees shall not be permitted 
except when: 

(i) A support system, such as underpinning, is provided 
to ensure the safety of employees and the stability of the 
structure; or 

(ii) The excavation is in stable rock; or 

(iii) A registered professional engineer has approved the 
determination that the structure is sufficiently removed from 
the excavation so as to be unaffected by the excavation activ- 
ity; or 

(iv) A registered professional engineer has approved the 
determination that such excavation work will not pose a haz- 
ard to employees. 

(c) Sidewalks, pavements, and appurtenant structure 
shall not be undermined unless a support system or another 
method of protection is provided to protect employees from 
the possible collapse of such structures. 

(10) Protection of employees from loose rock or soil. 

(a) Adequate protection shall be provided to protect 
employees from loose rock or soil that could pose a hazard by 
falling or rolling from an excavation face. Such protection 
shall consist of scaling to remove loose material; installation 
of protective barricades at intervals as necessary on the face 
to stop and contain falling material; or other means that pro- 
vide equivalent protection. 

(b) Employees shall be protected from excavated or 
other materials or equipment that could pose a hazard by fall- 
ing or rolling into excavations. Protection shall be provided 
by placing and keeping such materials or equipment at least 2 
feet (.61 m) from the edge of excavations, or by the use of 
retaining devices that are sufficient to prevent materials or 
equipment from falling or rolling into excavations, or by a 
combination of both if necessary. 

(11) Inspections. 

(a) Daily inspections of excavations, the adjacent areas, 
and protective systems shall be made by a competent person 
for evidence of a situation that could result in possible cave- 
ins, indications of failure of protective systems, hazardous 
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atmospheres, or other hazardous conditions. An inspection 
shall be conducted by the competent person prior to the start 
of work and as needed throughout the shift. Inspections shall 
also be made after every rainstorm or other hazard increasing 
occurrence. These inspections are only required when 
employee exposure can be reasonably anticipated. 

(b) Where the competent person finds evidence of a situ- 
ation that could result in a possible cave-in, indications of 
failure of protective systems, hazardous atmospheres, or 
other hazardous conditions, exposed employees shall be 
removed from the hazardous area until the necessary precau- 
tions have been taken to ensure their safety. 

(12) Fall protection. 

(a) Walkways shall be provided where employees or 
equipment are required or permitted to cross over excava- 
tions. Guardrails which comply with chapter 296-155 WAC, 
Part ((K)) C-1 shall be provided where walkways are 4 feet or 
more above lower levels. 

(b) Adequate barrier physical protection shall be pro- 
vided at all remotely located excavations. All wells, pits, 
shafts, etc., shall be barricaded or covered. Upon completion 
of exploration and similar operations, temporary wells, pits, 
shafts, etc., shall be backfilled. 


AMENDATORY SECTION (Amending WSR 04-14-028, 
filed 6/29/04, effective 1/1/05) 


WAC 296-155-682 Requirements for equipment and 
tools. (1) Bulk cement storage. Bulk storage bins, containers, 
and silos shall be equipped with the following: 

(a) Conical or tapered bottoms; and 

(b) Mechanical or pneumatic means of starting the flow 
of material. 

(2) No employee shall be permitted to enter storage facil- 
ities unless the ejection system has been shut down and 
locked out in accordance with WAC 296-155-429. 

(3) ((Safety—belts;)) Harnesses, lanyards, lifelines or 
droplines, independently attached or attended, shall be used 
as prescribed in chapter 296-155 WAC, Part C-1, Fall protec- 
tion requirements for construction. 

(4) Concrete mixers. Concrete mixers with one cubic 
yard (.8 m3) or larger loading skips shall be equipped with 
the following: 

(a) A mechanical device to clear the skip of materials; 


and 

(b) Guardrails installed on each side of the skip. 

(5) Power concrete trowels. Powered and rotating type 
concrete troweling machines that are manually guided shall 
be equipped with a control switch that will automatically shut 
off the power whenever the hands of the operator are 
removed from the equipment handles. 

(6) Concrete buggies. Concrete buggy handles shall not 
extend beyond the wheels on either side of the buggy. 


Note: Installation of knuckle guards on buggy handles is recom- 
mended. 


(7) Runways. 

(a) Runways shall be constructed to carry the maximum 
contemplated load with a safety factor of four, have a smooth 
running surface, and be of sufficient width for two buggies to 
pass. Single runs to have a minimum width of forty-two 
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inches with turnouts. Runways to have standard railings. 
Where motor driven concrete buggies are used, a minimum 
four-inches by four-inches wheel guard shall be securely fas- 
tened to outside edge of runways. 

(b) All concrete buggy runways which are 12 inches or 
more above a work surface or floor, or ramps with more than 
4 percent incline shall be considered "elevated" runways. 


Exception: Small jobs utilizing only one concrete buggy, or larger 
jobs utilizing a "one-way traffic pattern" may be 
exempt from the requirements for "turnouts" or for 
"sufficient width for two buggies to pass." 

Exemption: Runways less than 12 inches above the floor or ground 


which are utilized by hard-powered buggies only, may 
be exempt from the requirements for guardrails and 
wheelguards. 


(8) Concrete pumps and placing booms. 

(a) Definitions. 

"Concrete delivery hose" means a flexible concrete 
delivery hose which has two end couplings. 

"Concrete pump" means a construction machine that 
pumps concrete. 

"Controls" means the devices used to operate a machine. 

"Delivery systems" means the pipe, hoses and compo- 
nents, through which the concrete is pumped. 

"Grooved end" means a pipe clamp pipe connection 
where a groove is machined or rolled directly into the outside 
of the pipe wall (for example: Victualic). 

"Material pressure" means the pressure exerted on the 
concrete inside the delivery system. 

"Placing boom and placing unit" means a manual or 
power driven, slewable working device which: 

e Consists of one or more extendable or folding parts for 
supporting the concrete delivery system, and directs the dis- 
charge into the desired location; and 

e May be mounted on trucks, trailers, or special vehicles. 

"Qualified person" means someone who: 

e Possesses a recognized degree or certificate of profes- 
sional standing; or 

e Has extensive knowledge, training, and experience; or 

e Successfully demonstrated the ability to resolve prob- 
lems relating to the work. 

"Restraining devices" means a sling, cable, or equivalent 
device used to minimize excess movement of a delivery sys- 
tem in case of separation. 

"Whip hoses" means a suspended hose that has only one 
coupling and is used to direct the delivery of concrete. 

(b) Equipment requirements. 

(i) Equipment identification tag. 

The employer must ensure the following identification is 
furnished if originally identified by the manufacturer and on 
all pumps manufactured after January 1, 1998: 

¢ The manufacturer's name; 

¢ The year of manufacture; 

e The model and serial number; 

¢ The maximum material pressure; 

¢ The maximum allowable pressure in the hydraulic sys- 
tem; and 

e The maximum weight per foot of delivery system 
including concrete. 
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(ii) Manufacturer's manual. 

The employer must have the manufacturer's opera- 
tion/safety manual or equivalent available for each concrete 
pump or placing boom. 

(iii) Unsafe condition of equipment. 

If during an equipment inspection a condition is revealed 
that might endanger workers, the equipment must not be 
returned to service until the condition is corrected. 

(iv) Controls. 

Controls must have their function clearly marked. 

(v) Hydraulic systems. 

(A) Concrete pumps and placing booms hydraulic sys- 
tems must have pressure relief valves to prevent cylinder and 
boom damage. 

(B) Hydraulic systems must have hydraulic holding 
valves if hose or coupling failure could result in uncontrolled 
vertical movement. 

(vi) Certification. 

In the event of failure of a structural member, overload- 
ing, or contact with energized electric power lines and before 
return to service, the equipment must be certified safe by: 

¢ The manufacturer; or 

e An agent of the manufacturer; or 

e A professional engineer. 

(vii) Marking weight. A permanent, legible notice stat- 
ing the total weight of the unit must be marked on: 

e Trailer or skid mounted concrete pumps; 

e Placing booms; and 

e All major detachable components over five hundred 
pounds. 

(viii) Lifting a pump. 

A concrete pump must be lifted using the lift points spec- 
ified by the manufacturer or a professional engineer. 

(ix) Emergency shutoff. 

A concrete pump must have a clearly labeled emergency 
stop switch that stops the pumping action. 

(x) Inlet and outlet guarding. 

(A) The waterbox must have a fixed guard to prevent 
unintentional access to the moving parts. 

(B) The agitator must be guarded with a point of opera- 
tion guard in accordance with chapter 296-806 WAC, 
Machine safety, and the guard must be: 

¢ Hinged or bolted in place; 

e At least three inches distance from the agitator; 

e Be capable of supporting a load of two hundred fifty 
pounds. 

(C) A person must not stand on the guard when the pump 
or agitator is running. 

(xi) Outriggers. 

(A) Outriggers must be used in accordance with the man- 
ufacturer's specifications. 

(B) Concrete pump trucks manufactured after January 1, 
1998, must have outriggers or jacks permanently marked to 
indicate the maximum loading they transmit to the ground. 

(xii) Load on a placing boom. 

(A) The manufacturer's or a licensed, registered, struc- 
tural engineer's specifications for the placing boom must not 
be exceeded by: 

° The weight of the load; 

° The length and diameter of suspended hose; 
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e The diameter and weight of mounted pipe. 

(B) A concrete placing boom must not be used to drag 
hoses or lift other loads. 

(C) All engineering calculations regarding modifications 
must be: 

¢ Documented; 

e Recorded; and 

e Available upon request. 

(xiii) Pipe diameter thickness. The pipe wall thickness 
must be measured in accordance with the manufacturer's 
instruction, and: 

e Be sufficient to maintain a burst pressure greater than 
the maximum pressure the pump can produce; 

e The pipe sections must be replaced when measure- 
ments indicate wall thickness has been reduced to the limits 
specified by the manufacturer. 

(xiv) Pipe clamps. 

(A) Concrete must not be pumped through a delivery 
system with grooved ends, such as those for Victualic-type 
couplers. 

(B) Pipe clamps must have a pressure rating at least 
equal to the pump pressure rating. 

(C) Pipe clamps contact surfaces must be free of con- 
crete and other foreign matter. 

(D) If quick connect clamps are used, they must be 
pinned or secured to keep them from opening when used in a 
vertical application. 

(xv) Delivery pipe. 

(A) Delivery pipe between the concrete pump and the 
placing system must be supported and anchored to prevent 
movement and excessive loading on clamps. 

(B) Double ended hoses must not be used as whip hoses. 

(C) Attachments must not be placed on whip hoses (i.e., 
"S" hooks, valves, etc.). 


Table 1, Nonmandatory 
Recommended maximum yards per hour through hose 


Hose Length (12' and | Hose Length (12' and 
Hose less) Max. yards per | longer) Max. yards 
Diameter hour per hour 

2" 30 30 

3" 90 50 

4" 160 110 

5" See manufacturer See manufacturer 

specs specs 


¢ The above figures are based on a minimum of a 4" 
slump and a 5 sack mix. 
e Variables in mix design can have an effect on these rat- 


ings. 


e Aggregate should not exceed 1/3 the diameter of the 
delivery system. 

(xvi) Restraining. A restraining device must: 

e Be used on attachments suspended from the boom tips; 


and 


e Have a load rating not less than one-fifth of its ultimate 
breaking strength. 
(xvii) Equipment inspection. 
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(A) An inspection must be conducted annually for the 
first five years and semiannually thereafter and must include 
the following: 

e Nondestructive testing of all sections of the boom by a 
method capable of ensuring the structural integrity of the 
boom; 

e Be conducted by a qualified person or by a private 
agency. 

(B) The inspection report must be documented and a 
copy maintained by the employer and in each unit inspected. 
It must contain the following: 

e The identification, including the serial numbers and 
manufacturer's name, of the components and parts inspected 
and tested; 

e A description of the test methods and results; 

e The names and qualifications of the people performing 
the inspection; 

e A listing of necessary repairs; and 

¢ The signature of the manufacturer, an agent of the man- 
ufacturer, or a qualified person. 


Note: | See WAC 296-155-628 (8)(d) for the inspection worksheet 
criteria. 


(xviii) Equipment repair. 

(A) Replacement parts must meet or exceed the original 
manufacturer's specifications or be certified by a registered 
professional structural engineer. 

(B) A properly certified welder must perform any weld- 
ing on the boom, outrigger, or structural component. 

(xix) Compressed air cleaning of the piping system. To 
clean the piping system: 

(A) The pipe system must be securely anchored before it 
is cleaned out. 

(B) The flexible discharge hose must be removed. 

(C) Workers not essential to the cleaning process must 
leave the vicinity. 

(D) The compressed air system must have a shutoff 
valve. 

(E) Blow out caps must have a bleeder valve to relieve 
air pressure. 

(F) A trap basket or containment device (i.e., concrete 
truck, concrete bucket) must be available and secured to 
receive the clean out device. 

(G) Delivery pipes must be depressurized before clamps 
and fittings are released. 

(c) Qualification and training requirements. 

(i) Operator trainee—Qualification requirements. To be 
qualified to become a concrete pump operator, the trainee 
must meet the following requirements unless it can be shown 
that failure to meet the requirements will not affect the oper- 
ation of the concrete pump boom. 

(A) Vision requirements: 

e At least 20/30 Snellen in one eye and 20/50 in the other. 
Corrective lenses may be used to fulfill this requirement; 

e Ability to distinguish colors, regardless of position, if 
color differentiation is required; 

e Normal depth perception and field of vision. 

(B) Hearing requirements: Hearing adequate to meet 
operational demands. Corrective devices may be used to ful- 
fill this requirement. 
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(ii) Operator trainee—Training requirements. Operator 
trainee training requirements include, but are not limited to, 
the following: 

(A) Demonstrated their ability to read and comprehend 
the pump manufacturer's operation and safety manual. 

(B) Be of legal age to perform the duties required. 

(C) Received documented classroom training and testing 
(as applicable) on these recommended subjects: 

° Driving, operating, cleaning and maintaining concrete 
pumps, placing booms, and related equipment; 

¢ Jib/boom extensions; 

e Boom length/angle; 

e Manufacturer's variances; 

e Radii; 

e Range diagram, stability, tipping axis; and 

e Structural/tipping determinations. 

(D) Maintain and have available upon request a copy of 
all training materials and a record of training. 

(E) Satisfactorily completed a written examination for 
the concrete pump boom for which they are becoming quali- 
fied. It will cover: 

e Safety; 

e Operational characteristics and limitations; and 

e Controls. 

(iii) Operator—Qualification requirements. Operators 
will be considered qualified when they have: 

(A) Completed the operator trainee requirements listed 
in (c)(i) and (ii) of this subsection. 

(B) Completed a program of training conducted by a 
qualified person, including practical experience under the 
direct supervision of a qualified person. 

(C) Passed a practical operating examination of their 
ability to operate a specific model and type of equipment. 
Possess the knowledge and the ability to implement emer- 
gency procedures. 

(D) Possess the knowledge regarding the restart proce- 
dure after emergency stop has been activated. 

(E) Possess the proper class of driver's license to drive 
the concrete pump truck. 

(F) Demonstrate the ability to comprehend and interpret 
all labels, safety decals, operator's manuals, and other infor- 
mation required to safely operate the concrete pump. 

(G) Be familiar with the applicable safety requirements. 

(H) Understand the responsibility for equipment mainte- 
nance. 

(d) Concrete pump inspection worksheet criteria. Con- 
crete pump trucks will be inspected using the following crite- 
ria: The manufacturer's required inspection criteria will be 
followed in all instances. 

Note: DOT requirements for inspections - Ref. 49.C.F.R.396.11, 


Driver Vehicle Inspections and 396.13, Driver Pre-Trip 
Inspections; and WAC 296-155-610. 


(i) Hydraulic systems. 
(A) Oil level; 

(B) Hoses; 

(C) Fittings; 

(D) Holding valves; 

(E) Pressure settings; 
(F) Hydraulic cylinders; 
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(G) Ensure that the emergency stop system is function- 
ing properly; 

(H) All controls clearly marked. 

(ii) Electrical. 

(A) All systems functioning properly. 

(B) All remote control functions are operating properly. 
Ensure that the emergency stop system is functioning prop- 
erly. 

(C) All controls clearly marked. 

(iii) Structural. 

(A) Visual inspection for cracks, corrosion, and defor- 
mations of the concrete pump with placing boom structure, 
and all load carrying components such as outriggers, cross 
frames, torsion box beams, and delivery line support struc- 
tures that may lead to nondestructive testing. 

(B) Visual examination of all links, pivots, pins, and 
bolts. 

(C) Vertical and horizontal movement at the turret, turn- 
table, rotation gear lash, bearing tolerances, not to exceed 
manufacturer's specifications. 

(iv) Piping systems. 

(A) Wall thickness must not exceed original manufac- 
turer's specifications. 

(B) Mounting hardware for attaching delivery system. 

(C) Correct clamps and safety pins. 

(v) Safety decals. 

All safety decals shall be in place as required by the man- 
ufacturer. 

(9) Concrete buckets. 

(a) Concrete buckets equipped with hydraulic or pneu- 
matic gates shall have positive safety latches or similar safety 
devices installed to prevent premature or accidental dumping. 

(b) Concrete buckets shall be designed to prevent con- 
crete from hanging up on top and the sides. 

(c) Riding of concrete buckets for any purpose shall be 
prohibited, and vibrator crews shall be kept out from under 
concrete buckets suspended from cranes or cableways. 

(d) When discharging on a slope, the wheels of ready- 
mix trucks shall be blocked and the brakes set to prevent 
movement. 

(10) Tremies. Sections of tremies and similar concrete 
conveyances shall be secured with wire rope (or equivalent 
materials in addition to the regular couplings or connections). 

(11) Bull floats. Bull float handles, used where they 
might contact energized electrical conductors, shall be con- 
structed of nonconductive material or insulated with a non- 
conductive sheath whose electrical and mechanical charac- 
teristics provide the equivalent protection of a handle con- 
structed of nonconductive material. 

(12) Masonry saws shall be constructed, guarded, and 
operated in accordance with WAC 296-155-367 (1) through 
(4). 

(13) Lockout/tagout procedures. No employee shall be 
permitted to perform maintenance or repair activity on equip- 
ment (such as compressors, mixers, screens, or pumps used 
for concrete and masonry construction activities) where the 
inadvertent operation of the equipment could occur and cause 
injury, unless all potentially hazardous energy sources have 
been locked out and tagged in accordance with chapter 296- 
155 WAC, Part I. 
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AMENDATORY SECTION (Amending WSR 10-22-105, 
filed 11/2/10, effective 1/1/11) 


WAC 296-155-706 Structural steel assembly. (1) 
Structural stability must be maintained at all times during the 
erection process. 


Note: Federal Highway Administration (FHWA) regulations 
incorporate by reference a number of standards, policies, 
and standard specifications published by the American 
Association of State Highway and Transportation Officials 
(AASHTO) and other organizations. (See 23 C.F.R. 625.4.) 
Many of these incorporated provisions may be relevant to 
maintaining structural stability during the erection process. 
For instance, as of May 17, 2010, in many cases FHWA 
requires a registered engineer to prepare and seal working 
drawings for falsework used in highway bridge construc- 
tion. (See AASHTO Specifications for Highway Bridges, 
Div. II, Sec. 3.2.1, 15th edition, 1992, which FHWA incor- 
porates by reference in 23 C.F.R. 625.4.) FHWA also 
encourages compliance with AASHTO Specifications that 
the FHWA regulations do not currently incorporate by ref- 
erence. (See http://www.fhwa.dot.gov/bridge/Irfd/index. 
htm.) 


e Make sure that multistory structures have the follow- 
ing: 

— Permanent floors installed as the erection of structural 
members progress; 

— No more than eight stories between the erection floor 
and the upper-most permanent floor; and 

— No more than four floors or forty-eight feet (14.6 m), 
whichever is less, of unfinished bolting or welding above the 
foundation or uppermost permanent secured floor. 


Exception: The above applies except where the structural integ- 


rity is maintained as a result of design. 


(2) Walking/working surfaces. 

(a) Shear connectors and other similar devices. 

(i) Shear connectors, reinforcing bars, deformed anchors 
or threaded studs must not be attached to the top flanges of 
beams, joists or beam attachments so they project vertically 
from or horizontally across the top flange of the member until 
after the metal decking, or other walking/working surface has 
been installed. This becomes a tripping hazard. Examples of 
shear connectors are headed steel studs, steel bars or steel 
lugs. 

(ii) Installation of shear connectors on composite floors. 
When shear connectors are used in construction of composite 
floors, roofs and bridge decks, employees must lay out and 
install the shear connectors after the metal decking has been 
installed, using the metal decking as a working platform. 

(b) Slip resistance of metal decking. 

(c) Safe access must be provided to the working level. 
Employees must not slide down ropes, columns, or ladders. 

(3) Plumbing-up. 

(a) When deemed necessary by a competent person, 
plumbing-up equipment must be installed in conjunction with 
the steel erection process to ensure the stability of the struc- 
ture. 

(b) When used, plumbing-up equipment must be in place 
and properly installed before the structure is loaded with con- 
struction material such as loads of joists, bundles of decking 
or bundles of bridging. 


Permanent 


WSR 13-04-073 


(c) Plumbing-up equipment must be removed only with 
the approval of a competent person. 

(4) Metal decking. 

(a) Hoisting, landing and placing of metal decking bun- 
dles. 

(i) Bundle packaging and strapping must not be used for 
hoisting unless specifically designed for that purpose. 

(ii) If loose items such as dunnage, flashing, or other 
materials are placed on the top of metal decking bundles to be 
hoisted, such items must be secured to the bundles. 

(iii) Bundles of metal decking on joists must be landed in 
accordance with WAC 296-155-709 (5)(d). 

(iv) Metal decking bundles must be landed on framing 
members so that enough support is provided to allow the bun- 
dles to be unbanded without dislodging the bundles from the 
supports. 

(v) At the end of the shift or when environmental or job 
site conditions require, metal decking must be secured 
against displacement. 

(b) Roof and floor holes and openings. Metal decking at 
roof and floor holes and openings must be installed as fol- 
lows: 

(i) Framed metal deck openings must have structural 
members turned down to allow continuous deck installation 
except where not allowed by structural design constraints or 
constructibility. 

(ii) Roof and floor holes and openings must be decked 
over. Where large size, configuration or other structural 
design does not allow openings to be decked over (such as 
elevator shafts, stair wells, etc.) employees must be protected 
in accordance with chapter 296-155 WAC, Part C-1 ((erPart 
K)), Fall protection requirements for construction. 

(iii) Metal decking holes and openings must not be cut 
until immediately prior to being permanently filled with the 
equipment or structure needed or intended to fulfill its spe- 
cific use and which meets the strength requirements of (c) of 
this subsection, or must be immediately covered. 

(c) Covering roof and floor openings. Smoke dome or 
skylight fixtures that have been installed are not considered 
covers for the purpose of this section unless they meet the 
strength requirements of ((WAC296-155-505-4(¢) Patt 
k))) chapter 296-155 WAC, Part C-1, Fall protection require- 
ments for construction. 

(d) Decking gaps around columns. Wire mesh, exte- 
rior plywood, or equivalent, must be installed around col- 
umns where planks or metal decking do not fit tightly. The 
materials used must be of sufficient strength to provide fall 
protection for personnel and prevent objects from falling 
through. 

(e) Installation of metal decking. 

(i) Metal decking must be laid tightly and immediately 
secured upon placement to prevent accidental movement or 
displacement. 

(ii) During initial placement, metal decking panels must 
be placed to ensure full support by structural members. 

(f) Derrick floors. 

(i) A derrick floor must be fully decked and or planked 
and the steel member connections completed to support the 
intended floor loading. 
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(ii) Temporary loads placed on a derrick floor must be 
distributed over the underlying support members so as to pre- 
vent local overloading of the deck material. 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-716 Fall protection. (1) General 
requirements. 

(a) Fall protection will be in accordance with chapter 
296-155 WAC, Part((s)) C-1 ((aadk)), Fall protection 
requirements for construction. 

(b) During steel erection activities, fall protection must 
be as required by chapter 296-155 WAC, Part((s)) C-1 ((and 
K)). Additionally, on multistory structures, perimeter safety 
cables must be installed at the final interior and exterior 
perimeters of the floors as soon as metal decking has been 
installed. See Appendix D. 

(2) Connectors. Each connector must: Have completed 
connector training in accordance with WAC 296-155-717. 

(3) Custody of fall protection. Fall protection provided 
by the steel erector must remain in the area where steel erec- 
tion activity has been completed, to be used by other trades, 
only if the controlling contractor or its authorized representa- 
tive: 

(a) Has directed the steel erector to leave the fall protec- 
tion in place; and 

(b) Has inspected and accepted control and responsibil- 
ity of the fall protection prior to authorizing persons other 
than steel erectors to work in the area. 


AMENDATORY SECTION (Amending WSR 96-24-051, 
filed 11/27/96, effective 2/1/97) 


WAC 296-155-740 Cofferdams. (1) If overtopping of 
the cofferdam by high waters is possible, means shall be pro- 
vided for controlled flooding of the work area. 

(2) Warning signals for evacuation of employees in case 
of emergency shall be developed and posted. 

(3) Cofferdam walkways, bridges, or ramps with at least 
two means of rapid exit, shall be provided with guardrails as 
specified in Part ((K)) C-1 of this chapter. 

(4) Manways and ladderways shall be installed sepa- 
rately from the hoistways and partitioned off to prevent 
hoisted materials from protruding into or falling into man- 
ways and/or ladderways. 

(5) Pumping equipment shall be located on substantially 
constructed platforms and where installed in such a position 
that persons must work below, toe boards shall be installed 
on the platform. 

(6) Cofferdams located close to navigable shipping 
channels shall be protected from vessels in transit, where pos- 
sible. 


AMENDATORY SECTION (Amending WSR 01-17-033, 
filed 8/8/01, effective 9/1/01) 


WAC 296-155-745 Compressed air. (1) General provi- 
sions. 

(a) There shall be present, at all times, at least one com- 
petent person designated by and representing the employer, 
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who shall be familiar with this part in all respects and respon- 
sible for full compliance with these and other applicable 
parts. 


(b) Every employee shall be instructed in the rules and 
regulations which concern their safety or the safety of others. 

(2) Medical attendance, examination, and regulations. 

(a) There shall be retained one or more licensed physi- 
cians familiar with and experienced in the physical require- 
ments and the medical aspects of compressed air work and 
the treatment of decompression illness. They shall be avail- 
able at all times while work is in progress in order to provide 
medical supervision of employees employed in compressed 
air work. They shall be physically qualified and be willing to 
enter a pressurized environment. 

(b) No employee shall be permitted to enter a com- 
pressed air environment until they have been examined by 
the physician and reported to be physically qualified to 
engage in such work. 

(c) In the event an employee is absent from work for 10 
days, or is absent due to sickness or injury, they shall not 
resume work until they are reexamined by the physician, and 
their physical condition reported, as provided in this subsec- 
tion, to be such as to permit them to work in compressed air. 

(d) After an employee has been employed continuously 
in compressed air for a period designated by the physician, 
but not to exceed 1 year, the employee shall be reexamined 
by the physician to determine if they are still physically qual- 
ified to engage in compressed air work. 

(e) Such physician shall at all times keep a complete and 
full record of examinations made by themselves. The physi- 
cian shall also keep an accurate record of any decompression 
illness or other illness or injury incapacitating any employee 
for work, and of all loss of life that occurs in the operation of 
a tunnel, caisson, or other compartment in which compressed 
air is used. 


(f) Records shall be available for the inspection by the 
director or his/her representatives, and a copy thereof shall be 
forwarded to the department within 48 hours following the 
occurrence of the accident, death, injury, or decompression 
illness. It shall state as fully as possible the cause of said 
death or decompression illness, and the place where the 
injured or sick employee was taken, and such other relative 
information as may be required by the director. 

(g) A fully equipped first-aid station shall be provided at 
each tunnel project regardless of the number of persons 
employed. An ambulance or transportation suitable for a litter 
case shall be at each project. 

(h) Where tunnels are being excavated from portals more 
than 5 road miles apart, a first-aid station and transportation 
facilities shall be provided at each portal. 

(i) A medical lock shall be established and maintained in 
immediate working order whenever air pressure in the work- 
ing chamber is increased above the normal atmosphere. 

(j) The medical lock shall: 

(i) Have at least 6 feet of clear headroom at the center, 
and be subdivided into not less than two compartments; 

(ii) Be readily accessible to employees working under 
compressed air; 
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(iii) Be kept ready for immediate use for at least 5 hours 
subsequent to the emergence of any employee from the work- 
ing chamber; 

(iv) Be properly heated, lighted and ventilated; 

(v) Be maintained in a sanitary condition; 

(vi) Have a nonshatterable port through which the occu- 
pant(s) may be kept under constant observation; 

(vii) Be designed for a working pressure of 75 p.s.1.g.; 

(viii) Be equipped with internal controls which may be 
overridden by external controls; 

(ix) Be provided with air pressure gauges to show the air 
pressure within each compartment to observers inside and 
outside the medical lock; 

(x) Be equipped with a manual type sprinkler system that 
can be activated inside the lock or by the outside lock tender; 

(xi) Be provided with oxygen lines and fittings leading 
into external tanks. The lines shall be fitted with check valves 
to prevent reverse flow. The oxygen system inside the cham- 
ber shall be of a closed circuit design and be so designed as to 
automatically shut off the oxygen supply whenever the fire 
system is activated. 

(xii) Be in constant charge of an attendant under the 
direct control of the retained physician. The attendant shall be 
trained in the use of the lock and suitably instructed regarding 
steps to be taken in the treatment of employee exhibiting 
symptoms compatible with a diagnosis of decompression ill- 
ness; 

(xiii) Be adjacent to an adequate emergency medical 
facility; 

(xiv) The medical facility shall be equipped with 
demand-type oxygen inhalation equipment approved by the 
U.S. Bureau of Mines or Mine Safety and Health Administra- 
tion (MSHA) and the National Institute for Occupational 
Safety and Health (NIOSH); 

(xv) Be capable of being maintained at a temperature, in 
use, not to exceed 90°F. nor be less than 70°F.; and 

(xvi) Be provided with sources of air, free of oil and car- 
bon monoxide, for normal and emergency use, which are 
capable of raising the air pressure in the lock from 0 to 75 
p.s.i.g. in 5 minutes. 

(k) Identification badges shall be furnished to all 
employees, indicating that the wearer is a compressed air 
worker. A permanent record shall be kept of all identification 
badges issued. The badge shall give the employee's name, 
address of the medical lock, the telephone number of the 
licensed physician for the compressed air project, and contain 
instructions that in case of emergency of unknown or doubt- 
ful cause or illness, the wearer shall be rushed to the medical 
lock. The badge shall be worn at all times—off the job, as 
well as on the job. 

(3) Telephone and signal communication. Effective and 
reliable means of communication, such as bells, whistles, or 
telephones, shall be maintained at all times between all the 
following locations; 

(a) The working chamber face; 

(b) The working chamber side of the man lock near the 
door; 

(c) The interior of the man lock; 

(d) Lock attendant's station; 

(e) The compressor plant; 
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(f) The first-aid station; 

(g) The emergency lock (if one is required); and 

(h) The special decompression chamber (if one is 
required). 

(4) Signs and records. 

(a) The time of decompression shall be posted in each 
man lock as follows: 


TIME OF DECOMPRESSION FOR THIS LOCK 


Parto pounds to...... poundsin...... minutes. 

Ee pounds to...... poundsin...... minutes. 

(Signed: by) aeee nae Se ac pee ee 
(Superintendent) 


This form shall be posted in the man lock at all times. 


(b) Any code of signals used shall be conspicuously 
posted near workplace entrances and such other locations as 
may be necessary to bring them to the attention of all employ- 
ees concerned. 

(c) For each 8-hour shift, a record of employees 
employed under air pressure shall be kept by an employee 
who shall remain outside the lock near the entrance. This 
record shall show the period each employee spends in the air 
chamber and the time taken from decompression. A copy 
shall be submitted to the appointed physician after each shift. 

(5) Compression. 

(a) Every employee going under air pressure for the first 
time shall be instructed on how to avoid excessive discom- 
fort. 

(b) During the compression of employees, the pressure 
shall not be increased to more than 3 p.s.i.g. within the first 
minute. The pressure shall be held at 3 p.s.i.g. and again at 7 
p.s.i.g. sufficiently long to determine if any employees are 
experiencing discomfort. 

(c) After the first minute the pressure shall be raised uni- 
formly and at a rate not to exceed 10 p.s.i. per minute. 

(d) If any employee complains of discomfort, the pres- 
sure shall be held to determine if the symptoms are relieved. 
If, after 5 minutes the discomfort does not disappear, the lock 
attendant shall gradually reduce the pressure until the 
employee signals that the discomfort has ceased. If the 
employee does not indicate that the discomfort has disap- 
peared, the lock attendant shall reduce the pressure to atmo- 
spheric and the employee shall be released from the lock. 

(e) No employee shall be subjected to pressure exceed- 
ing 50 pounds per square inch except in an emergency. 

(6) Decompression. 

(a) Decompression to normal condition shall be in accor- 
dance with the decompression tables in Appendix A of this 
part. 

(b) In the event it is necessary for an employee to be in 
compressed air more than once in a 24-hour period, the 
appointed physician shall be responsible for the establish- 
ment of methods and procedures of decompression applica- 
ble to repetitive exposures. 

(c) If decanting is necessary, the appointed physician 
shall establish procedures before any employee is permitted 
to be decompressed by decanting methods. The period of 
time that the employees spend at atmospheric pressure 
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between the decompression following the shift and recom- 
pression shall not exceed 5 minutes. 

(7) Man locks and special decompression chambers. 

(a) Man locks. 

(i) Except in emergency, no employees employed in 
compressed air shall be permitted to pass from the working 
chamber to atmospheric pressure until after decompression, 
in accordance with the procedures in this part. 

(ii) The lock attendant in charge of a man lock shall be 
under the direct supervision of the appointed physician. The 
lock attendant shall be stationed at the lock controls on the 
free air side during the period of compression and decom- 
pression and shall remain at the lock control station whenever 
there are persons in the working chamber or in the man lock. 

(iii) Except where air pressure in the working chamber is 
below 12 p.s.i.g., each man lock shall be equipped with auto- 
matic controls which, through taped programs, cams, or sim- 
ilar apparatus, shall automatically regulate decompressions. 
It shall also be equipped with manual controls to permit the 
lock attendant to override the automatic mechanism in the 
event of an emergency, as provided in item (viii) of this sub- 
division. 

(iv) A manual control, which can be used in the event of 
an emergency, shall be placed inside the man lock. 

(v) A clock, thermometer, and continuous recording 
pressure gauge with a 4-hour graph shall be installed outside 
of each man lock and shall be changed prior to each shift's 
decompression. The chart shall be of sufficient size to regis- 
ter a legible record of variations in pressure within the man 
lock and shall be visible to the lock attendant. A copy of each 
graph shall be submitted to the appointed physician after each 
shift. In addition, a pressure gauge, clock, and thermometer 
shall also be installed in each man lock. Additional fittings 
shall be provided so that the test gauges may be attached 
whenever necessary 

(vi) Except where air pressure is below 12 p.s.i.g. and 
there is no danger of rapid flooding, all caissons having a 
working area greater than 150 square feet, and each bulkhead 
in tunnels of 14 feet or more in diameter, or equivalent area, 
shall have at least two locks in perfect working condition, one 
of which shall be used exclusively as a man lock, the other, as 
a materials lock. 

(vii) Where only a combination man-and-materials lock 
is required, this single lock shall be of sufficient capacity to 
hold the employees constituting two successive shifts. 

(viii) Emergency locks shall be large enough to hold an 
entire heading shift and a limit maintained of 12 p.s.i.g. There 
shall be a chamber available for oxygen decompression ther- 
apy to 28 p.s.i.g. 

(ix) The man lock shall be large enough so that those 
using it are not compelled to be in a cramped position and 
shall not have less than 5 feet clear head room at the center 
and a minimum of 30 cubic feet of air space per occupant. 

(x) Locks on caissons shall be so located that the bottom 
door shall be not less than 3 feet above the water level sur- 
rounding the caisson on the outside. (The water level, where 
it is affected by tides, is construed to mean high tide.) 

(xi) In addition to the pressure gauge in the locks, an 
accurate pressure gauge shall be maintained on the outer and 
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inner side of each bulkhead. These gauges shall be accessible 
at all times and shall be kept in accurate working order. 

(xii) Man locks shall have an observation port at least 4 
inches in diameter located in such a position that all occu- 
pants of the man lock may be observed from the working 
chamber and from the free air side of the lock. 

(xiii) Adequate ventilation in the lock shall be provided. 

(xiv) Man locks shall be maintained at a minimum tem- 
perature of 70°F. 

(xv) When locks are not in use and employees are in the 
working chamber, lock doors shall be kept open to the work- 
ing chamber, where practicable. 

(xvi) Provision shall be made to allow for rescue parties 
to enter the tunnel if the working force is disabled. 

(xvii) A special decompression chamber of sufficient 
size to accommodate the entire force of employees being 
decompressed at the end of a shift shall be provided when- 
ever the regularly established working period requires total 
time of decompression exceeding 75 minutes. 

(b) Special decompression chamber. 

(i) The headroom in the special decompression chamber 
shall be not less than a minimum 7 feet and the cubical con- 
tent shall provide at least 50 cubic feet of airspace for each 
employee. For each occupant, there shall be provided 4 
square feet of free walking area and 3 square feet of seating 
space, exclusive of area required for lavatory and toilet facil- 
ities. The rated capacity shall be based on the stated mini- 
mum space per employee and shall be posted at the chamber 
entrance. The posted capacity shall not be exceeded, except 
in case of emergency. 

(ii) Each special decompression chamber shall be 
equipped with the following: 

(A) A clock or clocks suitably placed so that the atten- 
dant and the chamber occupants can readily ascertain the 
time; 

(B) Pressure gauges which will indicate to the attendants 
and to the chamber occupants the pressure in the chamber; 

(C) Valves to enable the attendant to control the supply 
and discharge of compressed air into and from the chamber. 

(D) Valves and pipes, in connection with the air supply 
and exhaust, arranged so that the chamber pressure can be 
controlled from within and without; 

(E) Effective means of oral intercommunication between 
the attendant, occupants of the chamber, and the air compres- 
sor plant; and 

(F) An observation port at the entrance to permit obser- 
vation of the chamber occupants. 

(iii) Seating facilities in special decompression chambers 
shall be so arranged as to permit a normal sitting posture 
without cramping. Seating space, not less than 18 inches by 
24 inches wide, shall be provided per occupant. 

(iv) Adequate toilet and washing facilities, in a screened 
or enclosed recess, shall be provided. Toilet bowls shall have 
a built-in protector on the rim so that an air space is created 
when the seat lid is closed. 

(v) Fresh and pure drinking water shall be available. This 
may be accomplished by either piping water into the special 
decompression chamber and providing drinking fountains, or 
by providing individual canteens, or by some other sanitary 
means. Community drinking vessels are prohibited. 
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(vi) No refuse or discarded material of any kind shall be 
permitted to accumulate, and the chamber shall be kept clean. 

(vii) Unless the special decompression chamber is serv- 
ing as the man lock to atmospheric pressure, the special 
decompression chamber shall be situated, where practicable, 
adjacent to the man lock on the atmospheric pressure side of 
the bulkhead. A passageway shall be provided, connecting 
the special chamber with the man lock, to permit employees 
in the process of decompression to move from the man lock 
to the special chamber without a reduction in the ambient 
pressure from that designated for the next stage of decom- 
pression. The passageway shall be so arranged as to not inter- 
fere with the normal operation of the man lock, nor with the 
release of the occupants of the special chamber to atmo- 
spheric pressure upon the completion of the decompression 
procedure. 

(8) Compressor plant and air supply. 

(a) At all times there shall be a thoroughly experienced, 
competent, and reliable person on duty at the air control 
valves as a gauge tender who shall regulate the pressure in the 
working areas. During tunneling operations, one gauge ten- 
der may regulate the pressure in not more than two headings: 
Provided; That the gauges and controls are all in one location. 
In caisson work, there shall be a gauge tender for each cais- 
son. 

(b) The low air compressor plant shall be of sufficient 
capacity to not only permit the work to be done safely, but 
shall also provide a margin to meet emergencies and repairs. 

(c) Low air compressor units shall have at least two inde- 
pendent and separate sources of power supply and each shall 
be capable of operating the entire low air plant and its acces- 
sory systems. 

(d) The capacity, arrangement, and number of compres- 
sors shall be sufficient to maintain the necessary pressure 
without overloading the equipment and to assure mainte- 
nance of such pressure in the working chamber during peri- 
ods of breakdown, repair, or emergency. 

(e) Switching from one independent source of power 
supply to the other shall be done periodically to ensure that 
workability of the apparatus in an emergency. 

(f) Duplicate low-pressure air feedlines and regulating 
valves shall be provided between the source of air supply and 
a point beyond the locks with one of the lines extending to 
within 100 feet of the working face. 

(g) All high-pressure and low-pressure air supply lines 
shall be equipped with check valves. 

(h) Low-pressure air shall be regulated automatically. In 
addition, manually operated valves shall be provided for 
emergency conditions. 

(i) The air intakes for all air compressors shall be located 
at a place where fumes, exhaust gases, and other air contam- 
inants will be at a minimum. 

(j) Gauges indicating the pressure in the working cham- 
ber shall be installed in the compressor building, the lock 
attendant's station, and at the employer's field office. 

(9) Ventilation and air quality. 

(a) Exhaust valves and exhaust pipes shall be provided 
and operated so that the working chamber shall be well ven- 
tilated, and there shall be no pockets of dead air. Outlets may 
be required at intermediate points along the main low-pres- 
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sure air supply line to the heading to eliminate such pockets 
of dead air. The quantity of ventilation air shall be not less 
than 30 cubic feet per minute. 

(b) The air in the workplace shall be analyzed by the 
employer not less than once each shift, and records of such 
tests shall be kept on file at the place where the work is in 
progress. The test results shall be within the threshold limit 
values specified in part B of this chapter, for hazardous gases, 
and within 10 percent of the lower explosive limit of flamma- 
ble gases. If these limits are not met, immediate action to cor- 
rect the situation shall be taken by the employer. 

(c) The temperature of all working chambers which are 
subjected to air pressure shall, by means of after-coolers or 
other suitable devices, be maintained at a temperature not to 
exceed 85°F. 

(d) Forced ventilation shall be provided during decom- 
pression. During the entire decompression period, forced 
ventilation through chemical or mechanical air purifying 
devices that will ensure a source of fresh air shall be pro- 
vided. 

(e) Whenever heat-producing machines (moles, shields) 
are used in compressed air tunnel operations, a positive 
means of removing the heat build-up at the heading shall be 
provided. 

(10) Electricity. 

(a) All lighting in compressed-air chambers shall be by 
electricity exclusively, and two independent electric-lighting 
systems with independent sources of supply shall be used. 
The emergency source shall be arranged to become automat- 
ically operative in the event of failure of the regularly used 
source. 

(b) The minimum intensity of light on any walkway, lad- 
der, stairway, or working level shall be not less than 10 foot- 
candles, and in all workplaces the lighting shall at all times be 
such as to enable employees to see clearly. 

(c) All electrical equipment, and wiring for light and 
power circuits, shall comply with requirements of Part I, of 
this standard, for use in damp, hazardous, high temperature, 
and compressed air environments. 

(d) External parts of lighting fixtures and all other elec- 
trical equipment, when within 8 feet of the floor, shall be con- 
structed of noncombustible, nonabsorptive, insulating mate- 
rials, except that metal may be used if it is effectively 
grounded. 

(e) Portable lamps shall be equipped with noncombusti- 
ble, nonabsorptive, insulating sockets, approved handles, 
basket guards, and approved cords. 

(f) The use of worn or defective portable and pendant 
conductors is prohibited. 

(11) Sanitation. 

(a) Sanitary, heated, lighted, and ventilated dressing 
rooms and drying rooms shall be provided for all employees 
engaged in compressed air work. Such rooms shall contain 
suitable benches and lockers. Bathing accommodations 
(showers at the ratio of one to 10 employees per shift), 
equipped with running hot and cold water, and suitable and 
adequate toilet accommodations, shall be provided. One toi- 
let for each 15 employees, or fractional part thereof, shall be 
provided. 
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(b) When the toilet bowl is shut by a cover, there should 
be an air space so that the bowl or bucket does not implode 
when pressure is increased. 

(c) All parts of caissons and other working compart- 
ments shall be kept in a sanitary condition. 

(12) Fire prevention and protection. 

(a) Firefighting equipment shall be available at all times 
and shall be maintained in working condition. 

(b) While welding or flame-cutting is being done in com- 
pressed air, a firewatch with a fire hose or approved extin- 
guisher shall stand by until such operation is completed. 

(c) Shafts and caissons containing flammable material of 
any kind, either above or below ground, shall be provided 
with a waterline and a fire hose connected thereto, so 
arranged that all points of the shaft or caisson are within 
reach of the hose stream. 

(d) Fire hose shall be at least 1 1/2 inches in nominal 
diameter; the water pressure shall at all times be adequate for 
efficient operation of the type of nozzle used; and the water 
supply shall be such as to ensure an uninterrupted flow. Fire 
hose, when not in use, shall be located or guarded to prevent 
injury thereto. 

(e) The power house, compressor house, and all build- 
ings housing ventilating equipment, shall be provided with at 
least one hose connection in the waterline, with a fire hose 
connected thereto. A fire hose shall be maintained within 
reach of structures of wood over or near shafts. 

(f) Tunnels shall be provided with a 2-inch minimum 
diameter waterline extending into the working chamber and 
to within 100 feet of the working face. Such line shall have 
hose outlets with 100 feet of fire hose attached and main- 
tained as follows: One at the working face; one immediately 
inside of the bulkhead of the working chamber; and one 
immediately outside such bulkhead. In addition, hose outlets 
shall be provided at 200-foot intervals throughout the length 
of the tunnel, and 100 feet of fire hose shall be attached to the 
outlet nearest to any location where flammable material is 
being kept or stored or where any flame is being used. 

(g) In addition to fire hose protection required by this 
part, on every floor of every building not under compressed 
air, but used in connection with the compressed air work, 
there shall be provided at least one approved fire extinguisher 
of the proper type for the hazards involved. At least two 
approved fire extinguishers shall be provided in the working 
chamber as follows: One at the working face and one imme- 
diately inside the bulkhead (pressure side). Extinguishers in 
the working chamber shall use water as the primary extin- 
guishing agent and shall not use any extinguishing agent 
which could be harmful to the employees in the working 
chamber. The fire extinguisher shall be protected from dam- 
age. 

(h) Highly combustible materials shall not be used or 
stored in the working chamber. Wood, paper, and similar 
combustible material shall not be used in the working cham- 
ber in quantities which could cause a fire hazard. The com- 
pressor building shall be constructed of noncombustible 
material. 

(i) Man locks shall be equipped with a manual type fire 
extinguisher system that can be activated inside the man lock 
and also by the outside lock attendant. In addition, a fire hose 
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and portable fire extinguisher shall be provided inside and 
outside the man lock. The portable fire extinguisher shall be 
the dry chemical type. 


Note: For additional requirements relating to portable fire extin- 
guishers see WAC 296-800-300. 


(j) Equipment, fixtures, and furniture in man locks and 
special decompression chambers shall be constructed of non- 
combustible materials. Bedding, etc., shall be chemically 
treated so as to be fire resistant. 

(k) Head frames shall be constructed of structural steel or 
open frame-work fireproofed timber. Head houses and other 
temporary surface buildings or structures within 100 feet of 
the shaft, caisson, or tunnel opening shall be built of fire- 
resistant materials. 

(1) No oil, gasoline, or other combustible materials shall 
be stored within 100 feet of any shaft, caisson, or tunnel 
opening, except that oils may be stored in suitable tanks in 
isolated fireproof buildings, provided such buildings are not 
less than 50 feet from any shaft, caisson, or tunnel opening, or 
any building directly connected thereto. 

(m) Positive means shall be taken to prevent leaking 
flammable liquids from flowing into the areas specifically 
mentioned in the preceding subdivision. 

(n) All explosives used in connection with compressed 
air work shall be selected, stored, transported, and used as 
specified in part T of this chapter. 

(13) Bulkheads and safety screens. 

(a) Intermediate bulkheads with locks, or intermediate 
safety screens or both, are required where there is danger of 
rapid flooding. 

(b) In tunnels 16 feet or more in diameter, hanging walk- 
ways shall be provided from the face to the man lock as high 
in the tunnel as practicable, with at least 6 feet of head room. 
Walkways shall be constructed of noncombustible material. 
Standard railings shall be securely installed throughout the 
length of all walkways on open sides in accordance with Part 
((K)) C-1 of this chapter. Where walkways are ramped under 
safety screens, the walkway surface shall be skidproofed by 
cleats or by equivalent means. 

(c) Bulkheads used to contain compressed air shall be 
tested, where practicable, to prove their ability to resist the 
highest air pressure which may be expected to be used. 


REPEALER 


The following sections of the Washington Administra- 
tive Code are repealed: 


WAC 296-155-245 

WAC 296-155-24501 
WAC 296-155-24503 
WAC 296-155-24505 
WAC 296-155-24507 
WAC 296-155-24510 


Reserve. 

Scope and application. 
Definitions. 

Fall protection work plan. 
Reserve. 


Fall restraint, fall arrest sys- 
tems. 


WAC 296-155-24515 Guarding of low pitched roof 


perimeters. 
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WAC 296-155-24519 
WAC 296-155-24520 
WAC 296-155-24521 
WAC 296-155-24522 
WAC 296-155-24523 


WAC 296-155-24524 
WAC 296-155-24525 


WAC 296-155-500 


WAC 296-155-505 


WAC 296-155-50503 
WAC 296-155-50505 
WAC 296-155-510 
WAC 296-155-515 
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Reserve. 

Leading edge control zone. 
Safety monitor system. 
Reserve. 


Appendix A to Part C-1— 
Determining roof widths 
nonmandatory guidelines for 
complying with WAC 296- 
155-24515 (2)(b). 


Reserve. 


Appendix B to Part C-1— 
Fall restraint and fall arrest 
(employer information only). 


Definitions applicable to this 
part. 


Guardrails, handrails and 
covers. 


Roofing brackets. 
Reserved. 
Reserved. 


Ramps, runways, and 


inclined walkways. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20008 Make sure platforms are prop- 
erly planked or decked. 


You must: 


e Fully plank or deck each platform between the front 
uprights and the guardrail supports on all working levels of a 
scaffold so that there is no more than one inch (2.5 cm): 


— Between adjacent units; 
AND 
— Between the platform and the uprights. 


Exemption: ¢ There may be more than one inch between platform 
units if all of the following are met: 

— You can demonstrate that a wider space is necessary, 
such as to fit around uprights when side brackets are 
used to extend the platform width; 

— The platform is planked or decked as fully as possi- 
ble; 

— The open space between the platform and the guard- 
rail supports is nine and one-half inches (24.1 cm) or 
less. 

e Platforms used solely as walkways or only by 
employees erecting or dismantling scaffolds do not 
have to be fully decked or planked if: 

— The planking provided makes for safe working con- 
ditions; 

AND 

— Employees on those platforms are protected from 
falling. 
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REFERENCE 


Fall protection 
requirements for 
employees: 


Are located in the fol- 
lowing chapters: 


In the following sections: 


On walkways 
within scaffolds 


Chapter 296-874 
WAC, Scaffolds 


WAC 296-874-20056 


Erecting or disman- 


Chapter 296-874 


WAC 296-874-40010 


scaffolds in general 
industry 


health standards 


tling supported WAC, Scaffolds 

scaffolds 

Erecting or disman- | Chapter 296-24 WAC, | Part J-1 

tling suspended General safety and Working surfaces, guard- 


ing floors and wall open- 
ings, ladders 

AND 

Part J-3 

Powered platforms 


Erecting or disman- 
tling suspended 
scaffolds in con- 
struction work 


Chapter 296-155 
WAC, Safety stan- 
dards for construction 
work 


Part C-1 

Fall ((restraintandtal- 
arrest 

AND 

Part K 

Fleer openings wall 
openings, and stairways) 
protection requirements 
for construction 


You must: 


e Make sure wood platforms are not covered with an 


opaque finish. 


Exemption: 


Note: 


Platform edges may be covered or marked for identi- 


fication. 


Platforms may be coated periodically with wood preserva- 
tives, fire-retardant finishes, or slip-resistant finishes if the 
coating does not obscure the top or bottom wood surfaces. 


AMENDATORY SECTION (Amending WSR 07-17-026, 
filed 8/7/07, effective 10/6/07) 


WAC 296-874-20030 Make sure ramps and walk- 
ways used to access scaffolds meet these requirements. 


You must: 


e Make sure ramps and walkways are not inclined at a 
slope steeper than one vertical in three horizontal (1:3 or 
twenty degrees from the horizontal). 


e Make sure ramps and walkways that are inclined at a 
slope steeper than one vertical in eight horizontal (1:8) have 
cleats to provide footing which are: 


— Securely fastened to the planks; 
AND 
— Spaced not more than fourteen inches (35 cm) apart. 


Reference: Ramps and walkways that are four feet (1.2 m) or more 
above a lower level need to have a guardrail system. Those 
requirements are found in other chapters. 

— For general industry activities, go to: 


E Working surfaces, guarding floors and wall openings, 
Part J-1, in the general safety and health standards, chapter 
296-24 WAC; 

— For construction activities, go to: 

a Floor openings, wall openings, and stairways, Parts 
(©) C-1 and J, in the safety standards for construction 
work, chapter 296-155 WAC. 
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AMENDATORY SECTION (Amending WSR 07-17-026, 
filed 8/7/07, effective 10/6/07) 


WAC 296-874-20052 Provide fall protection for 
employees on scaffolds. 

You must: 

e Protect each employee on a scaffold more than ten feet 
(3.1 m) above a lower level, from falling to the lower level, 
by providing either: 


— A personal fall arrest system; 


OR 


— Guardrails. 


REFERENCE 


Fall protection 
requirements for 
employees: 


Are located in the fol- 
lowing chapters: 


In the following sections: 


On walkways 
within scaffolds 


Chapter 296-874 
WAC, Scaffolds 


WAC 296-874-20056 


Erecting or disman- 
tling supported 
scaffolds 


Chapter 296-874 
WAC, Scaffolds 


WAC 296-874-40010 


Erecting or disman- 
tling suspended 
scaffolds in general 
industry 


Chapter 296-24 WAC, 
General safety and 
health standards 


Part J-1 

Working surfaces, guard- 
ing floors and wall open- 
ings, ladders 

AND 

Part J-3 

Powered platforms 


Erecting or disman- 
tling suspended 
scaffolds in con- 
struction work 


Chapter 296-155 
WAC, Safety stan- 
dards for construction 
work 


Part C-1 

Fall ((restraintandfalt 
arrest 

AND 


Part kK 
Fleor-epeninges wall 
openings, and stairways) 
protection requirements 
for construction 


You must: 

e Make sure employees erecting the scaffold install the 
guardrail system, if required, before the scaffold is used by 
any other employees. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20058 Make sure personal fall arrest 
systems meet these requirements. 

You must: 

e Make sure personal fall arrest systems used on scaf- 
folds for general industry activities, meet the requirements of 
personal fall arrest system, Appendix C, Part 1, WAC 296- 
24-88050, in powered platforms, Part J-3, found in the gen- 
eral safety and health standards, chapter 296-24 WAC. 

e Make sure personal fall arrest systems are attached by 
a lanyard to one of the following: 

— Vertical lifeline; 

— Horizontal lifeline; 

— Appropriate structural member of the scaffold. 


Reference: 


Requirements for personal fall arrest systems used on scaf- 
folds for construction activities are in ((faH-restraintandfalt 
arrest,)) Part C-1, found in the safety standards for construc- 
tion work, chapter 296-155 WAC. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40020 Meet these requirements when 
using integral prefabricated scaffold access frames. 

You must: 

e Make sure integral prefabricated scaffold access frames 
meet all of the following: 

— Have been specifically designed and constructed to be 
used as ladder rungs; 

— Have a rung length of at least eight inches (20 cm); 

— Have a maximum spacing between rungs of sixteen 
and three quarters inches (43 cm); 

— Are uniformly spaced within each frame section; 

— Have rest platforms at least every twenty feet (6.1 m) 
on all supported scaffolds more than twenty-four feet (7.3 m) 


high. 

Note: Nonuniform rung spacing caused by joining end frames 
together is allowed, provided the resulting spacing does not 
exceed sixteen and three quarters inches (43 cm). 

You must: 


e Make sure, when panels with rungs that are less than 
eleven and one-half inches long are used as work platforms, 
that employees use either: 

— A positioning device; 


OR 
— A personal fall arrest system. 
Reference: e For personal fall arrest system requirements in this 


chapter, go to WAC 296-874-20058. 

e For construction activities, go to (fal restraint-and 
fallarrest,)) Part C-1, in safety standards for construc- 
tion work, chapter 296-155 WAC. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40034 Meet these requirements when 
using repair bracket scaffolds. 

You must: 

e Make sure brackets are all of the following: 

— Secured in place by at least one wire rope that's at least 
one-half inch (1.27 cm) in diameter; 

— Attached to the securing wire rope by a positive lock- 
ing device, or equivalent, that will prevent the bracket from 
being unintentionally detached from the rope; 

— Provided with a shoe, heel block, foot, or a combina- 
tion that: 

m Is located at the contact point between the supporting 
structure and the bottom of the bracket; 

AND 

m Will prevent lateral movement of the bracket. 

e Secure the platforms to the brackets in a way that pre- 
vents: 

— The platforms from separating from the brackets; 

AND 

— The platforms or brackets from moving on a completed 
scaffold. 

e Make sure wire rope placed around the structure to pro- 
vide a safe anchorage for personal fall arrest systems used by 
employees erecting or dismantling scaffolds: 

— Is at least five-sixteenths inch (0.8 cm) in diameter; 
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— Provides an anchorage that meets the requirements of 
WAC 296-874-20058. 

m For construction activities, go to ((fat-restraintand 
fal-arrest;)) Part C-1, in the safety standards for construction 
work, chapter 296-155 WAC. 

e Make sure each wire rope used for securing brackets in 
place or as an anchorage for personal fall arrest systems is all 
of the following: 

— Protected from damage due to contact with edges, cor- 
ners, protrusions, or other parts of the supporting structure or 
scaffold components; 

— Tensioned by a turnbuckle or equivalent means. Turn- 
buckles must be: 

m At least one inch (2.54 cm) in diameter; 

AND 

m Connected to the other end of its rope by an eye 
splice thimble that's sized appropriate to the turnbuckle. 

— Not used with U-bolt wire rope clips. 

e Make sure materials are not dropped to the outside of 
the supporting structure. 

e Erect the scaffold by progressing around the structure 
in only one direction. 


WSR 13-04-082 
PERMANENT RULES 
PROFESSIONAL EDUCATOR 
STANDARDS BOARD 
[Filed February 5, 2013, 12:30 p.m., effective March 8, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Amends WAC 181-79A-251, corrects drafting 
error from previous filing. Clarifies effective dates and 
which certificates are affected. 

Citation of Existing Rules Affected by this Order: 
Amending x. 

Statutory Authority for Adoption: RCW 28A.410.210. 

Adopted under notice filed as WSR 12-23-056 on 
November 19, 2012. 

A final cost-benefit analysis is available by contacting 
David Brenna, 600 Washington Street South, Room 400, 
Olympia, WA 98504-7236, phone (360) 725-6238, fax (360) 
586-4548, e-mail david.brenna@k12.wa.us. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 1, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 1, Repealed 0. 
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Date Adopted: February 5, 2013. 
David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 12-18-005, 
filed 8/23/12, effective 9/23/12) 


WAC 181-79A-251 Residency and professional certi- 
fication. Renewal and reinstatement. 

(1) Residency certificate. Residency certificates shall be 
renewed under one of the following options: 

(a) Teachers. 

(i) Individuals who hold, or have held, residency certifi- 
cates have the following options for renewal past the first 
three-year certificate: 

(A) Candidates who have attempted and failed the pro- 
fessional certificate assessment are eligible for a two-year 
renewal; 

(B) Candidates who have not been employed or 
employed less than full-time as a teacher during the dated, 
three-year residency certificate may receive a two-year 
renewal by submitting an affidavit to the certification office 
confirming that they will register and submit a uniform 
assessment portfolio or may permit their certificate to lapse 
until such time they register for the professional certificate 
assessment; 

(C) Candidates whose three-year residency certificate 
has lapsed may receive a two-year renewal by submitting an 
affidavit to the certification office confirming that they will 
register and submit a uniform assessment portfolio for the 
professional certificate assessment; 

(D) Individuals who complete a National Board Certifi- 
cation assessment but do not earn National Board Certifica- 
tion, may use that completed assessment to renew the resi- 
dency certificate for two years. 

(ii) A residency certificate expires after the first renewal 
if the candidate has not registered for and submitted a portfo- 
lio assessment prior to June 30th of the expiration year, to 
achieve the professional certificate, provided: When the first 
two-year renewal on residency certificates expires, teachers 
have two renewal options: 

(A) Teachers who were employed but failed the profes- 
sional certification assessment, may receive a second two- 
year renewal; 

(B) Teachers who were unemployed or employed less 
than full-time during the first two-year renewal may permit 
their certificate to lapse and receive a second two-year 
renewal by submitting an affidavit to the certification office 
confirming that they will register and submit a uniform 
assessment portfolio for the professional certification assess- 
ment. 

(C) An individual who completes a National Board Cer- 
tification assessment but does not earn National Board Certi- 
fication, may use that completed assessment to renew the res- 
idency certificate for two years in lieu of submitting an affi- 
davit to the certification office confirming that they will 
register and submit the Washington uniform assessment port- 
folio as per this section, WAC 181-79A-251. 

(iii) Teachers who hold expired residency certificates 
may be reinstated by having a district request, under WAC 


Permanent 


Washington State Register, Issue 13-04 


181-79A-231, a transitional certification not less than five 
years following the final residency expiration: Provided, 
That the teacher registers and passes the professional certifi- 
cation assessment within two years. 

(iv) Teachers that hold a dated residency certificate prior 
to September 2011 that have expiration dates past September 
2011 are subject to the same renewal options as described in 
(a)(ii) and (iii) of this subsection. 

(b) Principals/program administrators. 

(i) Individuals who hold, or have held, a residency certif- 
icate and who qualify for enrollment in a professional certifi- 
cate program pursuant to WAC 181-78A-535 (2)(a) may 
have the certificate renewed for one additional two-year 
period upon verification by the professional certificate pro- 
gram administrator that the candidate is enrolled in a state 
approved professional certificate program. 

(ii) Individuals who hold, or have held, residency certif- 
icates who do not qualify for enrollment in a professional cer- 
tificate program under WAC 181-78A-535 (2)(a) may have 
their residency certificates renewed for an additional five- 
year period by the completion of fifteen quarter credits (ten 
semester credits) of college credit course work, directly 
related to the current performance-based leadership standards 
as defined in WAC 181-78A-270 (2)(b) from a regionally 
accredited institution of higher education taken since the 
issuance of the residency certificate. 

(c) School counselors and school psychologists. 

(i) Individuals who hold a residency certificate and who 
qualify for enrollment in a professional certificate program 
pursuant to WAC 181-78A-535(3) may have the certificate 
renewed for one additional two-year period upon verification 
by the professional certificate program administrator that the 
candidate is enrolled in a state approved professional certifi- 
cate program. 

(ii) Individuals who hold, or have held, a residency cer- 
tificate who do not qualify for admission to a professional 
certificate program under WAC 181-78A-535 (3)(a) may 
have their residency certificates renewed for an additional 
five-year period by the completion of fifteen quarter credits 
(ten semester credits) of college credit course work, directly 
related to the current performance-based standards as defined 
in WAC 181-78A-270 (5), (7), or (9) from a regionally 
accredited institution of higher education taken since the 
issuance of the residency certificate. 

(2) Professional certificate. 

(a) Teachers. 

(i) A valid professional certificate may be renewed for 
additional five-year periods by the completion of one hun- 
dred fifty continuing education credit hours as defined in 
chapter 181-85 WAC or by completing the professional 
growth plan as defined in WAC 181-79A-030 ((untit Septent- 
iba a aA aaa a eae E 2044; oniy Un 


tinuing-education credit hours—Cnt Septembert 2044,)). 


Individuals who complete the requirements of the annual pro- 
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fessional growth plan to renew their professional certificate 
shall receive the equivalent of thirty hours of continuing edu- 
cation credit hours: Provided, that professional certificates 
issued under rules prior to September 1, 2014, retain the 


option of clock hours or professional growth plans for 
renewal. An expired professional certificate issued under 


rules in effect prior to September 1, 2014, may be renewed 
for an additional five-year period by presenting evidence to 
the superintendent of public instruction of completing the 
continuing education credit hour requirement within the five 
years prior to the date of the renewal application. All continu- 
ing education credit hours shall relate to either (a)(i)(A) or 
(B) of this subsection: Provided, That both categories 
(a)(i)(A) and (B) of this subsection must be represented in the 
one hundred fifty continuing education credit hours required 
for renewal: 

(A) One or more of the following three standards: 

(1) Effective instruction. 

(ID) Professional contributions. 

(IH) Professional development. 

(B) One of the salary criteria specified in WAC 392-121- 
262. 

(ii) Individuals not employed as a teacher in a public 
school or approved private school holding a professional 
teaching certificate may have their professional certificate 
renewed for a five-year period by the completion of: 

(A) Fifteen quarter credits (ten semester credits) of col- 
lege credit course work directly related to the current perfor- 
mance-based leadership standards as defined in WAC 181- 
78A-540; or 

(B) One hundred fifty continuing education credit hours 
as defined in chapter 181-85 WAC since the certificate was 
issued and which relate to the current performance-based 
standards as defined in WAC 181-79A-207; or 

(C) (Four prefessionate h-plans-deve 
fessional crowth team-as-_definedin WAC 181 79A_-0936-)) 


Beginning September 1, 2014, four professional growth plans 


developed annually during the period in which the certificate 


is valid in collaboration with the professional growth team as 
defined in WAC 181-79A-030 are required for renewal. The 


professional growth plans must document formalized learn- 
ing opportunities and professional development activities 
that relate to the standards and "career level" benchmarks 
defined in WAC 181-79A-207. Individuals who complete the 
requirements of the annual professional growth plan to renew 
their professional certificate shall receive the equivalent of 
thirty hours of continuing education credit hours. 

(iii) Provided, That a professional certificate may be 
renewed based on the possession of a valid teaching certifi- 
cate issued by the National Board for Professional Teaching 
Standards at the time of application for the renewal of the 
professional certificate. Such renewal shall be valid for five 
years or until the expiration of the National Board Certificate, 
whichever is greater. 

(b) Principals/program administrators. 

(i) A professional certificate may be renewed for addi- 
tional five-year periods for individuals employed as a princi- 
pal, assistant principal or program administrator in a public 
school or approved private school by: 
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(A) Completion of four professional growth plans devel- 
oped annually since the certificate was issued in collabora- 
tion with a minimum of three certificated colleagues that doc- 
uments formalized learning opportunities and professional 
development activities that relate to the six standards and 
"career level" benchmarks defined in WAC 181-78A-540(1). 
Individuals who complete the requirements of the annual pro- 
fessional growth plan to renew their professional certificate 
shall receive the equivalent of thirty hours of continuing edu- 
cation credit hours. 

(B) Documented evidence of results of the professional 
growth plan on student learning. 

(ii) Individuals not employed as a principal, assistant 
principal, or program administrator in a public school or 
approved private school may have their professional certifi- 
cate renewed for a five-year period by the completion of: 

(A) Fifteen quarter credits (ten semester credits) of col- 
lege credit course work directly related to the current perfor- 
mance-based leadership standards as defined in WAC 181- 
78A-540(1) from a regionally accredited institution of higher 
education taken since the issuance of the professional certifi- 
cate; or 

(B) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-540(1); 
or 

(C) Completion of four professional growth plans devel- 
oped annually since the certificate was issued in collabora- 
tion with the professional growth team as defined in WAC 
181-79A-030 that documents formalized learning opportuni- 
ties and professional development activities that relate to the 
standards and "career level" benchmarks defined in WAC 
181-78A-540(2). Individuals who complete the requirements 
of the annual professional growth plan to renew their profes- 
sional certificate shall receive the equivalent of thirty hours 
of continuing education credit hours. 

(c) School counselors and school psychologists. 

(i) For certificates issued prior to September 1, 2014, a 
valid professional certificate may be renewed for additional 
five-year periods for individuals employed as a school coun- 
selor or school psychologist in a public school, approved pri- 
vate school, or in a state agency which provides educational 
services to students by: 

(A) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-270 (5), 
(7), or (9); 

(B) Completion of four professional growth plans that 
are developed annually since the certificate was issued in col- 
laboration with a minimum of three certificated colleagues or 
supervisor, and that documents formalized learning opportu- 
nities and professional development activities that relate to 
the standards and career level benchmarks defined in WAC 
181-78A-540(2). Individuals who complete the requirements 
of the annual professional growth plan to renew their profes- 
sional certificate shall receive the equivalent of thirty hours 
of continuing education credit hours; or 
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(C) Beginning September 1, 2014, a valid professional 
certificate may be renewed for additional five-year periods 
for individuals employed as a school counselor or school psy- 
chologist in a public school, approved private school, or in a 
state agency which provides educational services to students 
by completion of four professional growth plans developed 
annually since the certificate was issued in collaboration with 
the professional growth team as defined in WAC 181-79A- 
030 that documents formalized learning opportunities and 
professional development activities that relate to the stan- 
dards and "career level" benchmarks defined in WAC 181- 
78A-540(2). Individuals who complete the requirements of 
the annual professional growth plan to renew their profes- 
sional certificate shall receive the equivalent of thirty hours 
of continuing education credit hours. 


(ii) Individuals not employed as a school counselor or 
school psychologist in a public school or approved private 
school may have their professional certificate renewed for an 
additional five-year period by: 


(A) Completion of fifteen quarter credits (ten semester 
credits) of college credit course work directly related to the 
current performance-based standards as defined in WAC 
181-78A-540(2) from a regionally accredited institution of 
higher education taken since the issuance of the professional 
certificate; or 


(B) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-540(2); 


(C) Completion of four annual professional growth plans 
developed since the certificate was issued in collaboration 
with the professional growth team as defined in WAC 181- 
79A-030 that documents formalized learning opportunities 
and professional development activities that relate to the 
standards and "career level" benchmarks defined in WAC 
181-78A-540(2). Individuals who complete the requirements 
of the annual professional growth plan to renew their profes- 
sional certificate shall receive the equivalent of thirty hours 
of continuing education credit hours; 


(D) Provided, That a school counselor professional cer- 
tificate may be renewed based on the possession of a valid 
school counselor certificate issued by the National Board for 
Professional Teaching Standards at the time of application 
for the renewal of the professional certificate. Such renewal 
shall be valid for five years or until the expiration of the 
National Board Certificate, whichever is greater; or 


(E) Provided, That a school psychologist professional 
certificate may be renewed based on the possession of a valid 
national certified school psychology certificate issued by the 
national association of school psychologists at the time of 
application for the renewal of the professional certificate. 
Such renewal shall be valid for five years or until the expira- 
tion of the national certified school psychology certificate, 
whichever is greater. 


(d) For educators holding multiple certificates in (a), (b), 
or (c) of this subsection, or in chapter 181-85 WAC, a profes- 
sional growth plan for teacher, administrator, or education 
staff associate shall meet the requirement for all certificates 
held by an individual which is affected by this section. 
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WSR 13-04-085 
PERMANENT RULES 
DEPARTMENT OF REVENUE 
[Filed February 5, 2013, 2:43 p.m., effective March 8, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 458-20-162 (Rule 162) explains the 
business and occupation (B&O) tax-reporting responsibilities 
of stockbrokers and security houses. The department 
amended Rule 162 to recognize that stock brokers and secu- 
rity houses engaging in business in multiple states must 
apportion income for purposes of determining their B&O tax 
reporting responsibilities. For periods on and after June 1, 
2010, the rule refers readers to WAC 458-20-19402 Single 
factor receipts apportionment—Generally. For periods prior 
to June 1, 2010, the rule refers readers to WAC 458-20-194 
Doing business inside and outside the state. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 458-20-162 Stockbrokers and security 
houses. 

Statutory Authority for Adoption: RCW 82.32.300 and 
82.01.060(2). 

Adopted under notice filed as WSR 12-23-053 on 
November 16, 2012. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: February 5, 2013. 


Alan R. Lynn 
Rules Coordinator 


AMENDATORY SECTION (Amending Order ET 83-16, 
filed 3/15/83) 


WAC 458-20-162 Stockbrokers and security houses. 
(1) Introduction. With respect to stockbrokers and security 
houses, "gross income of the business" means the total of 
gross income from earnings accounts, specifically gross 
income from interest, gross income from commissions, gross 
income from trading, and gross income from all other 
sources((=)). Provided((;)) that: 

(E) (a) Gross income from each account is to be com- 
puted separately and on a monthly basis; 

((@))) (b) Loss sustained upon any earnings account may 
not be deducted from or offset against gross income upon any 
other account, nor may a loss sustained upon any earnings 
account during any month be deducted from the gross income 
upon any account for any other month; 


Washington State Register, Issue 13-04 


((@))) (c) No deductions are allowed on account of sala- 
ries or commissions paid to employees or salesmen, rent, or 
any other overhead or operating expenses paid or incurred, or 
on account of losses other than under ((“2".abeve)) (b) of this 
subsection; 

((€4))) (d) No deductions are allowed from commissions 
received from sales of securities which are delivered to buy- 
ers outside the state of Washington. 

(2) Gross income from interest. Gross income from 
interest includes all interest received upon bonds or other 
securities held for sale or otherwise, ((exeepting-onty)) 
except direct obligations of the federal government and of the 
state of Washington. No deduction is allowed for interest 
paid out even though such interest may have been paid to 
banks, clearing houses or others upon amounts borrowed to 
carry debit balances of customers’ margin accounts. 

Interest accrued upon bonds or other securities sold 
((shal)) must be included in gross income where such inter- 
est is carried in an interest account and not as part of the sell- 
ing price. Conversely, interest accrued upon bonds or other 
securities at the time of purchase may be deducted from gross 
income where such interest is carried in an interest account 
and not as a part of the purchase price. 

(3) Gross income from commissions. Gross income 
from commissions is the amount received as commissions 
upon transactions for the accounts of customers over and 
above the amount paid to other established security houses 
associated in such transactions: Provided, however, That no 
deduction or offset is allowed on account of salaries or com- 
missions paid to salesmen or other employees. 

(4) Gross income from trading. Gross income from 
trading is the amount received from the sale of stocks, bonds 
and other securities over and above the cost or purchase price 
of such stocks, bonds and other securities. In the case of short 
sales gross earnings ((shaH)) must be reported in the month 
during which the transaction is closed, that is, when the pur- 
chase is made to cover such sales or the short sale contract is 
forfeited. 

(5) Gross income from all other sources. Gross income 
from all other sources includes all income received by the 
taxpayer, other than from interest, commissions and trading, 
such as dividends upon stocks, fees for examinations, fees for 
reorganizations, etc. 

(6) Services inside and outside the state-apportion- 


ment. Stockbrokers and security houses ((readerine services 
andinaintaining places of business both inside and outside 


portion-of-the-gross income which-is-derived from-services 
rendered or activities conducted inside this state Where such 


ee 


both inside-and-_outsidethe-state-)) engaging in business in 
multiple states are required to apportion income for B&O tax 
purposes. 

(a) For periods on and after June 1, 2010. Effective 
June 1, 2010, RCW 82.04.460 requires that any person, 
including stockbrokers and security houses, earning appor- 
tionable income subject to B&O tax, and who is also taxable 
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in another state, must apportion to this state that portion of the 
person's apportionable income from business activities pur- 
suant to WAC 458-20-19402. 


(b) For periods prior to June 1, 2010. RCW 82.04.460 


authorized apportionment of income by either a separate 
accounting method or cost apportionment. (See WAC 458- 


20-194.) 


WSR 13-04-093 
PERMANENT RULES 


DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Aging and Disability Services Administration) 
[Filed February 6, 2013, 9:57 a.m., effective March 9, 2013] 


Effective Date of Rule: Thirty-one days after filing. 


Purpose: The department is amending these rules to be 
consistent with federal regulations and newly passed state 
laws: SHB 2056, relating to assisted living facilities; SHB 
[ESSB] 5708, relating to reshaping the delivery of long-term 
care services; 20 United States Code 1140 ("Rosa's law"); 42 
Code of Federal Regulations 483.20(d); and Social Security 
Act section 1128I(h) as added by section 6113 of the Afford- 
able Care Act. 


Citation of Existing Rules Affected by this Order: 
Amending WAC 388-97-0001, 388-97-0040, 388-97-1000, 
388-97-1620, 388-97-1640, 388-97-2020, and 388-97-2180. 


Statutory Authority for Adoption: Chapters 18.51 and 
74.42 RCW. 


Adopted under notice filed as WSR 12-23-058 on 
November 19, 2012. 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 4, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 3, 
Repealed 0. 


Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 


Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 


Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 


Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 7, Repealed 0. 


Date Adopted: January 31, 2013. 


Katherine I. Vasquez 
Rules Coordinator 


Reviser's note: The material contained in this filing exceeded the 
page-count limitations of WAC 1-21-040 for appearance in this issue of the 
Register. It will appear in the 13-05 issue of the Register. 
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WSR 13-04-094 
PERMANENT RULES 
HEALTH CARE AUTHORITY 
(Medicaid Program) 
[Filed February 6, 2013, 10:06 a.m., effective March 9, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: To comply with the agency's federal Transi- 
tional Bridge 1115 Waiver, the agency is removing medical 
care services from the list of eligible programs for hospice 
services. During the revision of the hospice rules under WSR 
12-09-079, the agency incorrectly added "medical care ser- 
vices" as an eligible program under WAC 182-551-1200 
[(1)](d). 

Citation of Existing Rules Affected by this Order: 
Amending WAC 182-551-1200. 

Statutory Authority for Adoption: RCW 41.05.021. 

Adopted under notice filed as WSR 13-02-055 on 
December 26, 2012. 

Changes Other than Editing from Proposed to Adopted 
Version: No change to the text. The purpose statement in the 
agency's CR-102 did have a typo. The word "medicare" was 
used when referencing medical care services. The actual text 
reflected the proper language which was being struck (Medi 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 1, Repealed 0. 

Date Adopted: February 6, 2013. 


Kevin M. Sullivan 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 12-09-079, 
filed 4/17/12, effective 5/18/12) 


WAC 182-551-1200 Client eligibility for hospice 
care. (1) A client who elects to receive hospice care must be 
eligible for one of the following medical assistance programs, 
subject to the restrictions and limitations in this chapter and 
other WAC: 

(a) Categorically needy (CN); 

(b) Children's health care as described in WAC ((388- 
505-0%40)) 182-505-0210; 

(c) Medically needy (MN); or 
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(e))) Alien emergency medical (AEM) as described in 
WAC ((388-438-90H46)) 182-507-0110, when the medical 
services are necessary to treat a qualifying emergency medi- 
cal condition. 

(2) A hospice agency is responsible to verify a client's 
eligibility with the client or the client's department of social 
and health services (DSHS) home and community services 
(HCS) office or community services office (CSO). 

(3) A client enrolled in one of the medicaid agency's 
managed care organizations (MCO) must receive all hospice 
services, including facility room and board, directly through 
that MCO. The MCO is responsible for arranging and provid- 
ing all hospice services for an MCO client. 

(4) A client who is also eligible for medicare hospice 
under part A is not eligible for hospice care through the med- 
icaid agency's hospice program. The medicaid agency does 
pay hospice nursing facility room and board for these clients 
if the client is admitted to a nursing facility or hospice care 
center (HCC) and is not receiving general inpatient care or 
inpatient respite care. See also WAC 182-551-1530. 

(5) A client who meets the requirements in this section is 
eligible to receive hospice care through the medicaid 
agency's hospice program when all of the following is met: 

(a) The client's physician certifies the client has a life 
expectancy of six months or less. 

(b) The client elects to receive hospice care and agrees to 
the conditions of the "election statement" as described in 
WAC 182-551-1310. 

(c) The hospice agency serving the client: 

(i) Notifies the medicaid agency's hospice program 
within five working days of the admission of all clients, 
including: 

(A) Medicaid-only clients; 

(B) Medicaid-medicare dual eligible clients; 

(C) Medicaid clients with third party insurance; and 

(D) Medicaid-medicare dual eligible clients with third 
party insurance. 

(ii) Meets the hospice agency requirements in WAC 182- 
551-1300 and 182-551-1305. 

(d) The hospice agency provides additional information 
for a diagnosis when the medicaid agency requests and deter- 
mines, on a case-by-case basis, the information that is needed 
for further review. 


WSR 13-04-095 
PERMANENT RULES 
HEALTH CARE AUTHORITY 
(Medicaid Program) 
[Filed February 6, 2013, 10:17 a.m., effective March 9, 2013] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The health care authority (the agency) is per- 
forming the following actions: 

Amendment of these rules is necessary due to changes 
the agency is making to WAC 182-502-0005. 

The agency is amending WAC 182-502-0005 to imple- 
ment 42 C.F.R. 455.410 which mandates states to require all 
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ordering, prescribing, or referring providers to be enrolled as 
participating providers. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 182-530-1000 Outpatient drug program— 
General and 182-531-0100 Scope of coverage for physician- 
related and health care professional services—General and 
administrative. 

Statutory Authority for Adoption: RCW 41.05.021. 

Other Authority: 42 C.F.R. 455.410. 

Adopted under notice filed as WSR 12-21-110 on Octo- 
ber 23, 2012. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 2, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 2, Repealed 0. 

Date Adopted: February 6, 2013. 


Kevin M. Sullivan 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 11-14-075, 
filed 6/30/11, effective 7/1/11) 


WAC 182-530-1000 Outpatient drug program— 
General. (1) The purpose of the outpatient drug program is to 
reimburse providers for outpatient drugs, vitamins, minerals, 
devices, and drug-related supplies according to ((depart- 
ment)) medicaid agency rules and subject to the limitations 
and requirements in this chapter. 

(2) The ((department)) agency reimburses for outpatient 
drugs, vitamins, minerals, devices, and pharmaceutical sup- 
plies that are: 

(a) Covered. Refer to WAC ((388-539-26096)) 182-530- 
2000 for covered drugs, vitamins, minerals, devices, and 
drug-related supplies and to WAC ((388-5302409)) 182- 
530-2100 for noncovered drugs and drug-related supplies; 

(b) Prescribed by a provider with prescriptive authority 
(see exceptions for family planning and emergency contra- 
ception for women eighteen years of age and older in WAC 
((388-330-2006)) 182-530-2000 (1)(b), and over-the-counter 
(OTC) drugs to promote smoking cessation in WAC ((388- 
530-2000)) 182-530-2000 (1)(g); 

(c) Prescribed by: 

(i) A provider with an approved core provider agree- 
ment; or 

(ii) A provider who is enrolled as a performing provider 
on an approved core provider agreement: 

(d) Within the scope of an eligible client's medical assis- 
tance program; 
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((€)) (e) Medically necessary as defined in WAC 
((388-500-0995)) 182-500-0070 and determined according to 
the process found in WAC ((388-50+-9465)) 182-501-0165; 
(and 

€e})) (f) Authorized, as required within this chapter; 

(()) (2) Billed according to WAC ((388-502-01458)) 
182-502-0150 and ((388-592-0160)) 182-502-0160; and 

((€g})) (b) Billed according to the requirements of this 
chapter. 

(3) Coverage determinations for the ((department)) 
agency are made by the ((department's)) agency's pharma- 
cists or medical consultants in accordance with applicable 


federal law. The ((department's)) agency's determination may 
include consultation with the drug use review (DUR) board. 


((4)-Fhe-department may_net reimburse forpreserip- 
tonsweritten_by_health-care_practitionershese_appleation 
fer-acore_provider agreement (CPA) has been denied of 
whese-CPA has been terminated. 


5) Fhe department may_net reimburse for preseriptions 
written _ by _non-CPA health care practitioners whe-denet 
ee 


dis clients hedik andora) 


AMENDATORY SECTION (Amending WSR 12-18-062, 
filed 8/31/12, effective 10/1/12) 


WAC 182-531-0100 Scope of coverage for physician- 
related and health care professional services—General 
and administrative. (1) The medicaid agency covers health 
care services, equipment, and supplies listed in this chapter, 
according to agency rules and subject to the limitations and 
requirements in this chapter, when they are: 

(a) Within the scope of an eligible client's medical assis- 
tance program. Refer to WAC 182-501-0060 and 182-501- 
0065; and 

(b) Medically necessary as defined in WAC 182-500- 
0070. 

(2) The agency evaluates a request for a service that is in 
a covered category under the provisions of WAC 182-501- 
0065. 

(3) The agency evaluates requests for covered services 
that are subject to limitations or other restrictions and 
approves such services beyond those limitations or restric- 
tions as described in WAC 182-501-0169. 

(4) The agency covers the following physician-related 
services and health care professional services, subject to the 
conditions in subsections (1), (2), and (3) of this section: 

(a) Allergen immunotherapy services; 

(b) Anesthesia services; 

(c) Dialysis and end stage renal disease services (refer to 
chapter 182-540 WAC); 

(d) Emergency physician services; 

(e) ENT (ear, nose, and throat) related services; 

(f) Early and periodic screening, diagnosis, and treat- 
ment (EPSDT) services (refer to WAC 182-534-0100); 

(g) Reproductive health services (refer to chapter 182- 
532 WAC); 

(h) Hospital inpatient services (refer to chapter 182-550 
WAC); 
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(i) Maternity care, delivery, and newborn care services 
(refer to chapter 182-533 WAC); 

(j) Office visits; 

(k) Vision-related services (refer to chapter 182-544 
WAC for vision hardware for clients twenty years of age and 
younger); 

(1) Osteopathic treatment services; 

(m) Pathology and laboratory services; 

(n) Physiatry and other rehabilitation services (refer to 
chapter 182-550 WAC); 

(o) Foot care and podiatry services (refer to WAC 182- 
531-1300); 

(p) Primary care services; 

(q) Psychiatric services, provided by a psychiatrist; 

(r) Psychotherapy services for children as provided in 
WAC 182-531-1400; 

(s) Pulmonary and respiratory services; 

(t) Radiology services; 

(u) Surgical services; 

(v) Cosmetic, reconstructive, or plastic surgery, and 
related services and supplies to correct physiological defects 
from birth, illness, or physical trauma, or for mastectomy 
reconstruction for post cancer treatment; 

(w) Oral health care services for emergency conditions 
for clients twenty-one years of age and older, except for cli- 
ents of the division of developmental disabilities (refer to 
WAC 182-531-1025); and 

(x) Other outpatient physician services. 

(5) The agency covers physical examinations for medi- 
cal assistance clients only when the physical examination is 
one or more of the following: 

(a) A screening exam covered by the EPSDT program 
(see WAC 182-534-0100); 

(b) An annual exam for clients of the division of devel- 
opmental disabilities; or 

(c) A screening pap smear, mammogram, or prostate 
exam. 

(6) By providing covered services to a client eligible for 
a medical assistance program, a provider who ((has-signed-an 
agreementwith-the-ageney)) meets the requirements in WAC 
182-502-0005(3) accepts the agency's rules and fees ((as-ext- 

i j ;)) which includes federal and state law 
and regulations, billing instructions, and agency issuances. 

(7) Outpatient drugs are not subject to the rules in this 
chapter. For rules about outpatient drugs see chapter 182-530 
WAC. 
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Effective Date of Rule: Thirty-one days after filing. 

Purpose: Amending WAC 181-82A-208, the legislature 
requested the professional educator standards board deter- 
mine competencies and programs for a mathematics specialty 
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endorsement (RCW 28A.410.046). WAC 181-82A-208 is 
amended to reflect that request. 

Citation of Existing Rules Affected by this Order: 
Amending X. 

Statutory Authority for Adoption: RCW 28A.410.210. 

Adopted under notice filed as WSR 12-23-027 on 
November 13, 2012. 

A final cost-benefit analysis is available by contacting 
David Brenna, 600 Washington Street South, Room 252, 
Olympia, WA 98504-7236, phone (360) 725-6238, fax (360) 
586-4548, e-mail david.brenna@k12.wa.us. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Mak- 
ing: New 0, Amended 0, Repealed 0; or Other Alternative 
Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: February 6, 2013. 


David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 11-12-079, 
filed 5/31/11, effective 7/1/11) 


WAC 181-82A-208 Specialty endorsements. The fol- 
lowing specialty endorsements may be added to an existing 
endorsed teaching certificate: 

(1) Deaf education (per RCW 28A.410.225). 

(a) This specialty endorsement is required for teachers 
who will be working almost exclusively with students who 
are deaf or hard of hearing. 

(b) Program requirements are waived and this specialty 
endorsement granted if a candidate possesses a baccalaureate 
or master's degree in deaf education from a teacher training 
program approved by the council on education of the deaf. 

(2) Environmental and sustainability education. 

(3) Teacher of the visually impaired. 

(4) Orientation and mobility teacher. Program require- 
ments are waived and this specialty endorsement granted if a 
teacher possesses an orientation and mobility specialist cer- 
tificate from the academy for certification of vision rehabili- 
tation and education professionals. 

(5) Gifted education. 

(6) Elementary mathematics specialist. 


